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WEEKLY REVIEW OF OIL NEWS 





Estimated production in the fields of the Mid-Con- 
tinent at the close of the past week was as follows: 
North Louisiana, 88,000 barrels; North Texas, 227,- 
895 barrels; Kansas, 106,000 barrels ; Oklahoma, out- 
side of Cushing, Shamrock and Healdton, 214,000 
barrels; Cushing and Shamrock, 32,000 barrels; 
Healdton and Hewitt, 61,000 barrels; total, 728,895 
barrels, a loss of 8,175 barrels over the preceding 
week. 

The estimated daily production of heavy gravity 
oil in the Gulf Coast field was 97,280 barrels. 





The Producers & Refiners Corporation’s No. 1 on 
the Homer Hickman farm, in the southwest corner 
of the northwest quarter of Section 31-27-6, Osage 
County, Oklahoma,. uncovered what is designated as 
Bartlesville sand, at 2,898 feet, and at one foot in 
the well shows a production of 450 barrels a day. 
This well is a little over a quarter of a mile south- 
east of the wildcat test completed last June by the 
Marland Refining Company, in the center of the 
southeast of the uorthwest quarter of Section 36-27- 
7, north of Burbank, which started about 600 barrels 
a day from sand at 2,947-67 feet, also designated as 
Bartlesville, 
west quarter of Section 31-27-6, the Producers & Re- 


sand at 2,837-76 feet. 
“on structure.” ‘Lhe dome was placed by the geol- 
ogists about a half mile south of the two oil wells. 
In an absolutely wildcat location in the southeast cor- 
ner of the northwest quarter of Section 32-27-7, 
Osage County, the Guffey-Gillespie Oil Company, 
drilling on Tuloma & Mideo Petroleum Company 
acreage, found the top of the .Mississippi lime at 
2,891 feet, and a break at 2,910 feet. This break was 
drilled 60 feet and the hole filled up 1,000 feet with 
oil. The above new wells were the most important 
of this week in the Osage. A disagreeable feature 
of the Osage report this week was an item of 15 dry 
holes, with two big districts yet to be heard from. 
The completions that were producers were of the 
average sort. In Okmulgee County, The Texas Com- 
pany drilled two more big wells on its great fee 
2 property in Section 11-14-11, one of these starting at 
» 1,700 barrels and the other at 1,500 barrels. Both 
~ are Wilcox sand producers and are located in differ- 

ent quarter section. They were the only big new 

wells in the county. Several Okmulgee deep tests 

were abandoned as hopeless around 3,000 feet. In 

Okfuskee County, the Deaner poo! continued its good 


* 


showing, and while it is being proved that this de- 
velopment will not have a wide area, the staying 
quality of its deep sands and the large output of its 
wells will make it an important pool for some time. 
This week’s reports on late wells show Deaner and 
the Edgar Oil Company’s No. 7 Tucker, Section 15- 
11-11, flowing 800 barrels; Prairie Oil & Gas Com- 
pany’s No. 3 N. Holmes, Section 16-11-11, flowing 
1,000 barrels; Kingwood Oil Company’s No. 5 R. 
Holmes, Section 16, flowing 1,840 barrels; No, 6 R. 
Holmes, flowing 200 barrels with a fishing job de- 
laying its complefion; No. 8 R. Holmes, 1,275 bar- 
rels; Prairie Oil Gas Company’s No. 6 N. Holmes, 
Section 16, flowing 500 barrels; Edgar Oil Com- 
pany’s No, 1 E. Jefferson, Section 16, flowing 800 
barrels. Wells in Sections 19, 5, 8 and 9 that were 
dry at the pay sand depth help to outline the de- 
velopment. In the Eastern Bristow district, Creek 
County, the Wilcox Oil & Gas Company followed its 
800-barrel well, No. 6 Stepney, in Section 24-15-10. 
with another, No. 7, starting off at 1,000 barrels 
from Wilcox sand, while Misener and others’ No. 7 
Stepney, in Section 23, is reported at 600 barrels. 
These were the best of a considerable number of 
good completions. Nothing new has developed 
around Bristow, where the Wilcox Oil & Gas Com- 
pany has a real oil well in Section 35-16-8 and what 
looks like a failure, because of salt water, in Section 
28-16-9, but a number of tests are being started in 
Townships 16-8, 15-8 and 14-8. Township 16-10, in 
the Eastern Bristow district, is one spot in Okla- 
homa which many oil men consider will make a 
big productive territory. It may be broken up into 
pools, but some of these pools, already opened, are 
expected to join. Already the Carter Oil Company 
and the Iron Mountain Oil Company have a fine 
production in Section 21 and 28, and this week the 
Iron Mountain expects to finish a well in Section 
28, which is now flowing 450 barrels. The Carter 
Oil Company drilled a little deeper in an old gas 
well on the Smith farm, in Section 33-16-10. and 
made a 480-barrel well of it. Several wells around 
200 barrels were roported from that township this 
week, The southern part of the State had an off 
week. The Hewitt district did not report a well that 
| would be regarded as a big one in that pool, the best 
‘of the lot being the Cotton Belt Oil Company’s No. 
'2 Phoebe Rexroat, Section 15-4s-2w, 250 barrels; Coe 
& Simpson’s No. 2 Benneti, Section 16-4s-2w, 300 
barrels ; Westheimer & Daube’s No. 3 Mullen, Section 
16, 300 barrels; Magnolia Petroleum Company’s No. 
2 Cruce, Section 16, 250 barrels; Skelly Oil Com- 
pany’s No, 2 Cruce, Section 16, 200 barrels; Carter 
Oil Company’s No. 2 Poland, Section 23, 250 barrels. 
The Duncan district had nothing of interest, and the 
western part of the state had an uneventful week. 





In Marion County, Kansas, the Ramsey Petroleum 
Company is reported to have a showing for a 2,000- 
barrel well in No. 5 Doyle, in Section 20-21-5. The 
Same company’s No. 1 on the Doyle farm was a 
300-barrel well. Phillips Petroleum Company and 
Vickers are reported to have a 400-barrel showing 





In the southeast corner of the north-|5 was a hopeless failure at 3,055 feet. Aldred and 
W ° ©-| others have plugged a test in Section 7-21-4 at 2,595 
finers last June drilled a 22,000,000-foot gas well in feet. A, D. Morton drilled a dry hole in No. 1 Rahn, 
None of these three wells is, 


in No. 1 Savage, in Section 28-21-5. The Prairie Oil 
& Gas Company’s No. 1 McLinder, in Section 25-20- 


in Section 13-21-4, at 2,607 feet. The National Re- 
fining Company’s No. 9 Reamy, in Section 17-21-4, 
was only a 30-barrel well, and the Phillips Petrol- 
eum Company’s No. 1 Battey, in Section 21-21-4, is 
flowing only 30 barrels. The Ramsey Petroleum 
Company’s No. 7 Ramsey, in Section 21-21-4, was 
completed as a 100-barrel well. Gibson & Zahnizer 
finished a failure in No. 1 Urschel, in Section 15-21- 
5. Merriam & Findeiss and the National Refining 
Company’s’ No. 4 Urschel, in Section 16-21-5, is a 
hole full of oil. The Prairie Oil & Gas Company has 
a hole full of oil in No. 3 Jeffries, in Section 17-21-5. 
The Gypsy Oil Company and Phiilips Petroleum 
Company swabbed 25 barrels a day from No, 2 
Hupp, in Section 18-21-5. The Robinson Petroleum 





Company’s No. 1 Seibel, which pumped 800 barrels 
a day, was put on the swab for an hour and 45 
minutes and in that time produced 285 barrels. In 
the Peabody district, Marion County, Robert Watch- | 
orn’s No. 13 Jolliffe, Section 9-22-4, is a 150-barrel 
well, The Conservative Oil Compeny completed its 
No. 3 Clark in Section 14-22-4. It is good for 400 
barrels. Pearce & Pearce’s No. 7 Clark, in Section 





15-22-4, started at 200 barrels, In Morris County, 
G ay) 
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Forrester and others’ No. 1 Kinkle, in Section 8-16-7, 
was abandoned as dry at 2,506 feet. The Blue Ver- 
million Oil Company was slated to spud in its test 
in Section 29-2-9, Marshall County, this week. The 
Griggs Operating Company’s No. 3 Liggett, in Sec- 
tion 16-26-8, Butler County, was completed as a 
500-barrel producer. This is in the biggest present 
day development in Butler County. The Great South- 
ern Oil Company is on top of the sand in the same 
section with No. 6 Dickinson. In Greenwood County, 
McGinnis Foster, in a wildcat test in Section 35-25- 
10 have a 15-barrel showing at 1,700 to 1,730 feet, 
which has sand, has not been shot. 





In Stephens County, Texas, the Brown Oil Com- 
pany’s No. 4 Dickie, started at 1,200 barrels at 3,144 
feet. Monitor Oil Company’s No, 7 Sloan is a 1,000- 
barrel producer at 3,200 feet. In Eastland County, 
the States Oil Corporation’s No. 1 Hammett’ was 
shot in the Ranger lime at 3,508 to 3,628 feet, and 
had initial production of 500 barrels daily. In Com- 
anche County, Atlantic Producing & Refining Com- 
pany’s No. 2 Fields was shot at 2,300 feet and shows 
for 1,000 barrels, Leidecker-Kenyon’s No. 1 Huett 
is a 700-barrel well at 2,293 feet, but will be drilled 
deeper. The Panhandle Oil & Refining Company’s 
No. 3 McCluskey, in Young County, is a 1,000-barrel 
well at 2,100 feet. It is in the South Bend pool. 
Burkburnett reported 9 producing wells, ranging 
from 20 to 125 barrels, and six dry holes, In the 
Kemp-Munger-Allen pool. Bass & Dillard have a 125- 
barrel well at 1,765 feet. It is No. 6 Kemp. 





Sherman district, Boone County, West Virginia, 
furnished the largest well of the week in the East- 
ern fields. It is the Pure Oil Company’s No, 8 
Lafollette, Prichard & Robson tract, and started at 
100 barrels daily. 





An important well is Pratt & Shelton’s test on the 
Pearson farm, two and one-half miles west of the 
Keen pool, in Allen County, Kentucky. The well is 
386 feet deep, and will probably start at 100 barrels 
daily. Leasing has been quite active in that locality. 





Mexican Eagle Oil Company has a failure in its 
No. 11 Los Naranjos, Lot 110, Amatlan, Mexican 
fields. It was drilled to 2,832 feet. Wells abandoned 
after being partially drilled were the Island Oil & 
Transport Corporation’s No. 1, Lot 114, Chinampa, 
1,800 feet; same company’s No. 1, Lot 252, Amatlan, 
2,010 feet; The Texas Company’s No. 2 Paciencia de 
Aguacate, Topila, 1,780 feet. The well on Lot 110 
was abandoned on account of salt water enroach- 
ment. Mexican bandits recently robbed an oil com- 
pany’s paymaster of $3,000 and pillaged a small camp 
of the Mexican Gulf Oil Company. They declared 
they wanted to capture a pipe line superintendent, 
whom they intended to hold for $10,000 ransom. 





In Claiborne Parish, Louisiana, the Standard Oil 
Company completed five wells, including No. 23 
Shaw-Palmer, Section 25-21-28, producing 500 barrels 
at 2,040 feet; No, 1 King, Section 25-21-8, 1,000 bar- 
rels at 2,000 feet. Gulf Refining Company’s No. 
31 West, Section 20-21-7, started at 1,100 barrels at 
1,460 feet. United Okla Oil & Gas Company’s Shaw 
B-3 was a 600-barrel well at 2,015 feet. 





The wildcat well of the Humphreys Petroleum 
Company and others, at Mexia, in Limestone County, 
Texas, is flowing at intervals of 48 hours and plac- 
ing about 300 barrels in tankage at each flow. Steel 
and wooden tanks have been provided to care for 
the oil. The well was drilled only one foot into a 
sand supposed to be the Woodbine. It appears, at 
this time, to be the most important test in the Mid- 
Continent field. 





Gulf Coast production declined during the past 
week from 126,180 barrels to 97,280 barrels. No big 
wells .were finished and the producers at West Co- 
lumbia are showing more water. Overproduction 
and a decrease in buying orders from big Eastern re- 
finers caused a decline in the Gulf Coast crude mar- 
ket of 50 cents a barrel, leaving the posted price 
$2.50. The Texas Company’s No, 49 Hogg is the 
largest well at West Columbia at the present time, 
flowing 12,400 barrels a day. 
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- PROTEST TO GREAT BRITAIN 


“Secretary of State Colby has sent to the British 
Government a formal protest against the position of 
the latter regarding oil privileges in Mesopotamia, 
Palestine and other mandate countries. As readers 
of The Oi! and Gas Journal already know, the 
British and French Governments, through the San 
Kemo agreement, published in full in this publica- 
tion during the past summer, arranged to take over 
the oil privileges in territory placed under Allied 
control following the war. A working arrangement 
was made whereby the British and French were to 
control oil operations in those countries, and the 
United States was barred from participation. 

The present British attitude, as now explained, 
is due to the reason that the United States is not a 
member of the League of Nations, but at the time 
when the San Remo oil covenant was signed, it was 
generally expected that the United States would 
ultimately join the league, although it was to have 
enly one vote while Great. Britain had six. The 
United States did not join, and Great Britain is 
_ making use of that fact in excusing its assumed 
control of the oil situation. While the French are 
partners in the big war-spoil deal, Great Britain 
completely dominates the situation. 

Secretary Colby’s protest is plainly stated. It 
appeared in the last issue of The Oil and Gas 
Journal, and it voices the general view of the ques- 
tion now held in the United States. 

But what will it lead to? Great Britain will not 
relinquish any of her acquisitions of oil territory, 
no matter how those possessions were acquired. A 
firm note from London will make that fact very 
clear when Colby receives his answer. 

Or November 25 the following Associated Press 
dispatch from London told how the protest was 
received : 

The Foreign Office has received from Wash- 
ington a protest against the Anglo-French 
agreement concerning the Mesopotamian oil 
fields. The protest is described as “lengthy and 
argumentative.” 

The Foreign Office view of the protest is that 
it is the act of an expiring administration of a 
state which did not share the sacrifices of the 
Turkish war and has not ratified the treaty of 
peace or the League of Nations. The Foreign 
Office statement says: 

“We do not desire to exclude America, but 
she should share the responsibilities as well as 
the privileges. We hope that the Harding 
administration will take that view.” 

Thus the British diplomats are using the incident 
to drive home the idea that the United States should 
join the League of Nations. It is a clever turn to 
give to the land-grabbing enterprise of our former 
partners in the war against Germany. The British 
were much disappointed because their league failed 
to appeal to the United States and now the oil 
manouvre gives the London officials a chance to 
introduce a new argument. The fact is that Great 
Britain and France began their secret negotiations 
to control oil fields in mandate couutries even while 
the Versailles peace conference was in session, and 
when it was believed that President Wilson would 
be able to deliver the goods as a promoter of the 
League covenant. 

At that time the league proposition did not inter- 
fere with the making of the secret oil plans, which 
have since been made known and officially approved 
by representatives of great Britain and France. 





LARGE GASOLINE CONTRACT 


New York advices state that one of the largest 
oil contracts on record has been closed betwen 
the Mexican Petroleum Company and the Standard 
Oil Company of New York, under which the former 
is to deliver to the Standard of New York 150,000,- 
000 barreis of gasoline during next year.. This con- 
tract replaces one made a few years ago, with the 
difference that the quantity of gas to be supplied is 
increased and the price is substantially higher. 

The gasoline will be delivered to Standard Oil 
tankers at Tampico, where the Mexican Petroleum 
Company has a topping plant which handles between 
75,000 and 100,000 barrels of crude oil daily. — 

The Mexican Petroleum Company is one of the 
largest producers of Mexican crude oil and its 
output is being expanded steadily. One large well 
recently was brought in with a capacity of 80,000 


barrels a day, supplementing heavy production from 
cther wells of longer standing. The company is 
drilling several other wells, which it is expected 
will be brought in before many weeks. 

Only a short time ago Mexican Petroleum acquired 
ar additional large acreage of prospective oil land 
in Mexico, the total holdings being now 1,500,000 
acres. Through increased production of crude oil, 
Mexican Petroleum will be a correspondingly greater 
producer of gasoline, but the proportion of gasoline 
to Mexican oil is not as large as in the better 
grades of oil in this country. 





TIDE WATER OIL COMPANY 


Trade news includes an item of interest concern- 
ing the Tide Water Oil Company. A report to stock- 
holders shows that this concern, for the nine 
months ended September 30, had a total volume of 
business amounting to $45,620,415, an increase of 
more than $11,000,000 over the corresponding period 
ef last year. After Federal taxes, the net income 
was $9,446,882, as compared with $7,899,500 in 1919. 

After alloting the proportion of earnings for out- 
side stockholders, the amount available for Tide 
Water stockholders was $9,431,246, an increase of 
$1,557,440 over the same item in the report for the 
nine months of 1919. The surplus of the company 
on September 30 was $22,498,284, or $4,636,729 more 
than on September 30 of last year. 

The Tide Water is a conservatively managed, 
substantial corporation. It was started at Titus- 
ville, Pa., long before the Western oil fields became 
prominent in the business, and it has made steady 
progress. Its production is large and it has exten- 
sive pipe line systems, refining plants, ete. 





J. D. ROCKEFELLER’S GIFTS 


John D. Rockefeller, famed as an oil man and the 
founder of the Standard Oil Company and its sub- 
sidiaries, has just given $63,000,000 to the Laura 
Spelman Rockefeller Memorial for the Improvement 
of the Condition of Women and Children, an institu- 
tion named after his wife, who died in 1915. This 
brings the total of Rockefeller’s gifts of money to 
various philanthropic and research agencies to more 
than $500,000.000. 

John D. Rockefeller, Jr., made the announcement 
in a formal statement, issued at his offices in New 
York last week. 

The particular objects of the corporation are the 
application to charitable purposes of the income, 
aud, wherever the corporation deems it advisable, 
of the principal of the corporation’s property. 





MONTANA OIL PROBABILITY 


Theories that the productive area of the Winnett 
cil field lies much further to the north than it 
generally has been accredited geologically, have been 
advanced by Dr. V. V. Grant and 8S. Walker, both 
of Oklahoma, with the Fischer Oil Company, which 
is planning to drill that area in the coming spring. 

Drilling will be undertaken, according to a Win- 
nett correspondent, a mile north of the West Dome 
Qil Company’s well in Section 9-15-29, on the Wells 
lease, Careful examination has been made of the 
territory, with the resultant conclusion that nothing 
to bar the chance of getting production could be 
found. 





STOCK FOR THE EMPLOYES 


Directors of the Standard Oil Company of New 
Jersey announce they have voted to submit to stock- 
holders, on December 20, a plan made public some 
months ago, by which about 37,000 of the concern’s 
employes in America would be assisted in acquiring 
stock. Increase in the common shares by $10,000,- 
000, accompanied by reductions of the present $100 
par value to $25, is included in the proposition, it 
was stated. Employes who have been in the com- 
pany’s service for a year or more would be eligible 
tv acquire stock under the new plan, it was added. 

Many of the larger oil companies have adoptea 
the policy of placing stock in the hands of their 
employes. Special inducements are given to the 
men to become stockholders and this system of 
profit-sharing is much appreciated by the workers. 
It is a move in the right direction, one that should 
result in mutual advantage. 








DEATH OF JAKE L. HAMON 


Jake L. Hamon, multimillionaire oil man, died at- 
Ardmore, Okla., last Friday morning from effects 
of a shooting affray which took place on the previous 
Sunday. ‘ihe press of the country has told the 
various versions of the affair and it has been a 
sensation of the first magnitude. 

Jake L. Hamon had started in a small way as a 
buginess man, but he had imagination and initiative. 
His plans were large and they ultimately yielded 
immense results. In oil operations, railroad and 
town building, he was very successful and amassed 
a fortune of many millions. Everything he touched 
turned to goid in his business undertakings and 
then when he became identified with State and 
national politics, his success was continued. He was 
regarded as a power in the Republican party and 
there is no doubt that had be lived he would have 
used that power conspicuously. Hamon was on the 
erest of that “tide in the affairs of men which 
leads on to fortune,’ when suddenly disaster over- 
teok him. Death struck him down in a startling 
way. 

Different versions of the shooting are given out. 
One blames a woman for the tragedy. Another is to 
the effect that it was an accidental occurrence, In 
either event the scandal mongers are provided with 
much material and are busy with their deductions. 

Sensible people are not encouraging the Pharisees 
to expand upon the details of the tragedy. They 
recognize it as a most distressing and unfortunate 
termination for the career of a notable man, who 
achieved immense successes and who made some 
mistakes. As the latter are common to mankind, 
there is no good reason why Jake Hamon’s weak- 
nesses should be specially emphasized. He has 
already been hefvily penalized for them. He had 
good qualities and these should be remembered. 
His faults can serve no good purpose by being ex- 
ploited. 


: 





FIFTY DOLLARS A SHARE 

Declaration of an extra dividend of $35 a share, 
in addition to the regular semi-annual dividend of 
$5 a share, by Solar Refining Company, reflects the 
earning power of this Standard Oil manufacturer 
of refined products. This payment increases the 
amount paid to each shareholder in 1920 to $50 
a share, as compared with $30 a share in cash dis- 
bursed in 1919. From the time of dissolution of the 
parent Standard Oil Company to the end of 1920, 
a total of $225 a share in cash has been paid in 
dividends by this company. Stockholders also bene- 
fitted by a stock dividend of 300 per cent in 1913. 
The largest previous payment was made in the 
latter half of 1913, when $30 was added to the 
usual $5 dividend. 

Earnings of Solar Refining Company for 1920 
ure expected to be in excess of $1,651,993 before 
dividends last year, equivalent, after Federal taxes, 
to $82.59 a share on the $2,000,000 capital stock 
outstanding, compared with $48.39 a share earned 
in 1918, 





BIG OUTPUT OF GASOLINE 


According to figures of the Bureau of Mines, all 
gusoline output records were broken during the 
month of September last. Refineries produced a 
duily average of 15,000,000 gallons, making the 
cutput total for the first nine months of 1920 3,500,- 
000,000 gallons, as compared with 2,900,000,000 gal- 
lens during the same period in 1919. 

Consumption and exports continued high, how- 
ever, so that while storage tanks on September 30 
held 208,000,000 gallons, the amount on hand then 
was actually less than on hand August 30. 

Exports for the first nine months of 1920 
amounted to 465,439,992, almost 200,000,000 gallons 
more than was sent abroad during the same period 
in 1919. 





THREE MILES A MINUTE 


At Mineola, N. Y., on Thanksgiving day, Lieut. 
C. C. Mosley, in an American-made Verville-Packard 
army airplane, flew at a tremendous rate of speed 
ond won out against a field of 34 starters. His pace 
was nearly three miles a minute, covering a triangu- 
lar course of slightly more than 132 miles in 44 
minutes and 29.57 seconds. Gasoline makes rapid 
traveling commonplace. Xt leaves steam far behind. 
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OIL SPECULATION DECLINE 





From Austin, Texas, information is received to 
the effect that during the past six months, 300 of 
the smaller Texas oil companies have gone out of 
pusiness. “These concerns were formed during the 
pbeom period in North Texas oil and many of them 
were chiefly stock-selling propositions. Investors 
in the companies have lost heavily, and naturally 
have become embittered against the oil business. 
‘hey will not invest money in oil again—and thus 
legitimate petroleum enterprises are “affected ad- 
versely. 

While a large number of the companies that were 
exploited unsuccessfully in Texas depended on stock 
sles, others were really honest concerns, so far 
es their plans were concerned. They had small 
capital and when costly dry holes were drilled 
fipancial resources and courage on the part of the 
promoters were lacking. They went down and 
stayed down. 

Many small companies, that owned valuable hold- 
ings, were merged with other organizations and are 
means of profit to stockholders. 

When Texas was oil-mad, hundreds of test wells 
were drilled in wildcat territory, and while showings 
were made and glowing newspaper stories printed. 
it is well known that the majority of these ventures 
were disappointing and costly. 

Yexas is a great oil State, and within its borders 
new fields will probably be found in years to come. 
but its big boom is ended, so far as the stock mani- 
pulators are concerned. 

iu New Mexico a slackening of stock-selling activ- 
ities is also noted, And in some other Western 
Stufes the business of gathering in easy money 
from impressionable investors has taken on a serious 
slump. 

Numerous new promotions are still reported in 
connection with the oil industry, but these are not 
receiving the prompt support of small investors 
which, a few years ago, characterized Texas expert- 
ments in the same line. By means of much pub- 
licity directed against swindling oil activities, 
investors have been warned and are not believing 
all the promises of the stock fakers. 

Another factor in the decline of oil speculation is 


the action of the bankers in shutting down on loans. 





NEW PRICES OF GASOLINE 





Reduction of gasoline prices, as made effective by | 


the Standard Oil Company of New Jersey and other 
concerns, has been a subject of much discussion in 
oil cireles during the past two weeks. Various 
theories have been advanced on the subject by inter- 
ested parties and some of the comments have been 
unfavorable. The Standard Oil Company explains 
the matter as follows: 

“While there has been no material relief from 
any of the conditions which brought about the 
rise in the price of petroleum products, the 
Standard Oil Company (New Jersey) believes 
that the process of readjustment now under 
way in the business world must eventually 
contribute’ to lower costs of producing and 
refining oil. To date there has been no lowering 
of labor costs nor crude-oil prices, nor recession 
in the demand for gasoline. Reductions which 
have already taken place in many of the prin- 
cipal items entering into the cost of living have, 
for the most part,. not reached the ultimate con- 
sumer, but it is inevitable that, before long, 
lower prices will be brought about by new quota- 
tions now prevailing in primary markets. The 
Standard Oil Co. (New Jersey) believes that 
this movement toward a restoration of what 
are popularly considered normal prices should 
be aided by the oil industry.” 

The new quotations are still higher than those 
pievailing at the first of the present year, and in 
order to return to the normal prices mentioned 
above, further reductions may be made later on. 
And this is one of the reasons for certain forebod- 
ings in the oil industry of a possible cut in prices 
of crude oil. The winter season always brings a 
reduction in the total volume of gasoline consump- 
tion and this factor also figures in conditions affect- 
ing gasoline. 

However the market may turn during the next 
few months, the fact is well known that no perma- 
nent slump in oil activities is to be expected. The 
immense consumption of the commodity will keep 
up prices in the, future and there is no reasonable 





cause for pessimism on the part of oil men. With 
a return to “normalcy,” the oil business will be 
found in the front ranks of progressive American 
industr,. 

Great prosperity is in prospect for those interests 
that have petroleum resources to develop. In the 
meanwhile, nobody should try to rock the boat an 
create a lack of confidence. ; 





MEXICAN OIL TAX INCREASE 


Recent advices state that Mexico export taxes on 
crude oil show a material increase in the September- 
October bimester, as compared with the previous two 
months’ period, with the exception of oil of a density 
of .965 and .97, the heavy grades produced in the 
Panuco field. Oil with a density of .01 increased $1 
a ton, while reduced crude oil of .91 increased 50 
cents. Gas oil of a density of .91 increased $5 a ton. 

Taxes on exportation of refined oils generally 
are decreased. The drop in gasoline was one cent 
a litre, while kerosene showed a decline of one 
and one-half cent. 








NEW, PASSAGE IS DISCOVERED 


Owing to the discovery of a new route into the 
country separating the Barco concession, owned by 
the Cities Service and the Carib companies, from 
the Magdalena River basin, greatly improved means 
of access to Colombian oil fields is made possible. 
An expedition of 12 men, after strenuous experience, 
succeeded in locating the new route. A previous 
effort to do this failed and the parties interested in 
oil developments in that remote country are much 
pleased. They expect to proceed, in the near future, 
with the consummation of their plans. 








NEW OIL FIELD FOUND 





Discovery of a new oil field between Genesee, Pa., 
and Whitesville, N. Y., is reported by Adelbert 
Austin, who states that he has drilled a well into 
a 23-foot sand, richly productive of oil. The strike 
is five miles from an oil pool in the Rexville district. 
Gther wells will be drilled in the region soon. 





NOTES ON THE NEWS 











Football in America is a dangerous sport, but it 
is child’s play in comparison with a game recently 
raided by British police in Dublin, when 30 persons 
were killed simply because they were Irish. 





In a solemn referendum, Waco, Texas, by a ma- 
jority of 3 to 1, has declared itself in favor of com- 
pulsory vaccination. Opponents of the measure 
called it a skin game, but it “took” with the me- 
jcrity, nevertheless, 

For some time Mexicans have been in a mood to 
take a fall out of the United States, on general 
principles, but they never did’ so. They have just 
turned down an opportunity to take Senator Fall 
out of the U. S. A., as a guest, in fact. 

Home brewing is classified as a scandal rather 
than a business and on that account the profes- 
sional bootlegger becomes a real monopolist in the 
dispensing of impromptu souses. Law enforcers, 
in restraint of trade, are assisting the monopoly. 





At Coalgate, Okla., a State bank failed recently, 
its deficit beng $300,000. A State guaranty fund 
makes up the loss and depositors are protected. 
Now if some means could be found of reimbursing 
the Guaranty Fund the situation would be ma- 
terially improved. 





George L. Martin, who was arrested at Dallas, 
Texas, last week, did not have a very pleasant 
Thanksgiving. Martin was wanted at Louisville, 
Ky., on 98 indictments, charging embezzlement and 
forgery involving $700,000. Frenzied finance 
doesn’t pay, ordinarily. 

Campaign expenditures of the Republican Na- 
tional Committee between June 14 and November 
1 totaled $4,022,589.09, and receipts amounted to 
$3,833,153.14. The report rendered shows the com- 
mittee has incurred a deficit of $189,429.95. Where 
is-that slush fund so often mentioned in the recent 


campaign? 





In Crockett County, Texas, the Ryan Petroleum 
Company is drilling a deep well which is reported, 
fronr San Antonio, as having reached a depth cf 
nearly 6.000 feet. This puncture of the earth is 
said to be the deepest well between the Mississippi 
River and California. It is important in a geologi- 
cal way, even if_it.is a duster. ee 


~~ 





Preparations have been made by a German ani- 
line syndicate to erect nitrogen plants in the United 
States and Japan, and directors of the syndicate 
have already opened negotiations with those gov- 
ernments, says the Zeitung Am Mittag, of Berlin. 
Doesn’t the syndicate know that a state of war still 
exists between the American and German nation? 





It is reported from London that perhaps Mesopo- 
tamia is not such a prolific oil country as some 
people have been lead to believe. Whether this im- 
pression is correct or not, it should serve a good 
purpose for British interests. It should discourage 
American oil-seekers in their endeavors to connect 
up with the oil possibilities of that aged, over- 
mandated nation. 





It is stated by a sartorial authority that in the 
present style of feminine apparel steps are being 
taken in the direction of the eliminaton of skirts 
and adoption of clothing similar to man’s. If the 
steps in question were not restricted by the cur- 
tailed habiliments. of femininity, greater progress 
might be expected, but the movement seems to be 
moving, nevertheless. 





Prophets of pessimism are worrying about oil pros- 
pects. They see nothing ahead but disaster. The real 
prospects are indicative of a continued, strong demand 
for oil and oil products. There may be a slacken- 
ing up for a few months, but the immense consump- 
tion of oil is bound to cause a boom in activities 
throughout the industry when normal conditions of 
trade are re-established. 





Guaranty Trust Company of New York, in a re- 
cent bulletin, assures the public that the late 
drop in wholesale prices is not a phenomenon pe- 
culiar to this country. It is world wide, says the 
bulletin. This is quite true, but there has not been 
any phenomenal drop to speak of. If prices of re- 
tailers were to take a slump then it would be in 
order to trot out the word “phenomenon” and there 
would be no back talk about its appropriateness. 





Elinor Glyn is in America seeking a model for the 
hero of an intended novel. She says: “He must 
be handsome, as chivalrous as Bayard, as strong 
as Samson and as ambitious as Napoleon.” Elinor 
will probably find the man, all right—and then 
she will proceed to place him in one of her human- 
interest stories and spoil all his good qualities so as 
to evolve a “best seller.” She is the lady who com- 
pressed a great deal of social and literary excite- 
ment into a period of “Three Weeks,” some time ago. 





In Murray County, Oklahoma, an enterprising en- 
forcement officer trailed a party of supposed moon- 
shiners for several hours in the hope of locating 
their still. When the show-down came they easily 
proved their innocence. They were oil geologists, 
specialists in “uplift” work of a highly moral nature. 
The enforcement officer was pained and surprised 
to learn that he was on the wrong trail, but con- 
scled himself with the thought that he was en- 
gaged in a righteous cause. He was trying to pro- 
tect Oklahoma’s reputation as a dry State. 

George W. Woodruff, chief of the Pennsylvania 
Tureau of Lands, Department of Forestry, has sent 
letters to approximately 1,500 owners of waste 
mountain land regarding purchase by the state of 
tracts of 500 acres or more that could be added to 
the forest areas of Pennsylvania. Efforts will be 
made at the coming session of the Legislature, it is 
announced, to purchase upward of 100,000 acres of 
such timber land within the next year. If all the 
states should decide to engage in reforestation 
movements, the paper problem and some other dif- 
ficulties might be solved. 





By the terms of a bill introduced in the Dutch 
Parliament last week, a subsidiary of the Batavia 
Oil Company, which is one of the Royal Dutch 
group, would gain an exclusive concession to the 
most valuable oil deposits in the Dutch East Indies, 
in which American interests have long sought a 
share. The concession is for the Djambi fields, 
which already have been somewhat developed, but 
which, according to Dutch oil men, will be one of 
the richest producing areas in the world when the 
Royal Dutch group operates it alung the lines al- 
ready laid out. That little old “Royal Dutch group” 
continues to do business. 
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MEN KNOWN IN OILDOM | 

















Epwarp S. CARMAN 


Edwin S. Carman, of Cleveland, Ohio, president- 
elect of the American Society of Mechanical Engi- 
neers, was born in Prairie Depot, Ohio, in 1878. His 
high school and business education was supplemented 
by special instruction and studies in engineering at 
the Central Manual Training School at Cleveland, 
Ohio. 

He began his work in the shop of the Sun Oil 
Company, of Toledo, Ohio, and four years later 
entered the engineering field with the American Ma- 
vhine & Manufacturing Company, of Cleveland, Ohio, 
He was appointed chief engineer after two years in 
the engineering department, and while with the 
company he designed a complete line of electric 
traveling and special forge-shop cranes and _ hoists, 
billet rotaters, wire-fence machinery, rolling mill 
equipment, etc. In 1908 this company was con- 
solidated with the Johnston & Jennings Company, 
of Cleveland, Ohio, and Mr. Carman was appointed 
chief engineer and manager of the engineering and 
machine department. 

The Osborn Manufacturing Company, of Cleveland, 
an old-established and well-known house, manu- 
facturers of and dealers in wire, bristle and fiber 
brushes and wheels, hardware specialties, foundry 
supplies and equipment, early recognized the possi- 
bilities of making foundry molds by machine power 
and decided to enter this promising field. In 1908 
Mr. Carman was engaged by this company to design, 
manufacture and build up a complete line of foundry 
machines, the designs being based upon sound engi- 
neering principles with the details of manufacture in 
regard to workmanship equal to that of the ma- 
chine-tool industry. 

In 1913 Mr. Carman became directly associated 
with the Osborn Manufacturing Company as chief 
engineer in charge of engineering and manufacture 
of the machine division, and in 1916 he was elected 
a director and secretary. In 1917 he was appointed 
works manager of both the machine and brush divi- 
sions of the company. 





Personal Paragraphs 





Theodore 8, Dunn, of Waukegan, III., has removed 
to Atlanta, Ga., to become professor of geology at 
ithe Georgia School of Technology. 

. 7 7 


F. E. King, mining engineer and chemist for the 
Carib Syndicate, Ltd., has had his offices removed 
from New York City to Panama, R. P. 

. ~ 

J. F. Schauff, purchasing agent of the Meridian 
Petroleum Company at Bartlesville, recently made a 
detailed trip through the Texas oil fields. 

a * 

Paul P. Cobb, manager of the Chicago office of the 
Beaver Refining Company, and Miss Maud Fry, of 
Quincy, Ill, were married last Saturday at the 
bride’s home. 


R. C. Russum; of Bartlesville, was chosen” treas- 
urer of the Kansas, Natural Gas Company, at«the 
‘annual election held recently in Independence, 

* * * 


F. A. Dalburg, an American geologist, advises 
The Journal that he is now stationed at Caracas, 
Venezuela, S. A., with the West India Oil Company. 

- - . 


Jesse Finston, president of the Midce Oil Sales 
company, has removed his effiees to New York City, 
and the Chicago office is now to be directed by M. 
Lioyd Freese. 

* *¢ *@ 

Francis B. Laney, of the United States Geological 
Survey, has accepted the office of professor of 
geology at the School of Mines, the University of 
Idaho. 


- ~ 7 
H. D. Hancock, leakage engineer for the Empire 
Companies, Inc., with headquarters at Bartlesville, 
eddressed the American Gas Association recently at 
New York City on “The Demand Limiting Meter.” 
* * 7 


Jack Ruble, Parker Ross and Donald Farrar, all 
of Pawhuska, have been advised that a 20-barrel oil 
well has been brought in near Montpelier, Ind., on a 
lease that they own. The pay was found at 900 
feet. 

> * . 

W. J. Vaughn, of Oklahoma City, is superin- 
tending the operations in the Nowata shallow field 
of the American Consolidated Oil, Inc., which has 
just taken over a large block of leases and several 
producing wells. 

+ + - 

R. D. Bush, chief deputy supervisor of the Oil 
and Gas Supervisor’s department of California, has 
resigned to become associated with the Empire 
Gas & Fuel Company, in Oklahoma. J. B. Case 
succeeds Mr. Bush. 

os ad + 

James Cunningham, manager of the Southland 
Gusoline Company, says that the new gasoline plant 
that the Southland is building near Hilton, Creek 
County, will be one of the most complete in that 
section of Oklahoma. 

7 * + 

S. W. Spencer, former commissioner of Ellis 
County, Texas, with A. J. Curry, Grant Pitzer and 
Dr. W. F. Stephens, all of Pomona, Cal., have come 
tu Breckenridge, Texas, to develop their holdings 
on the Crowley farm, one mile northeast. 

* * * 


Russell S. Knappen, former instructor in geology 
at the University of Chicago, has accepted the posi- 
tion of assistant professor of geology at the Uni- 
versity of Kansas. Mr. Knappen will devote most 
of his time to work in the Kansas oil fields. 

a 7 ” 


Guy Oakes, owner of the George T. Shaw farm, 
containing 220 acres of land in Homer district, 
Claiborne Parish, Louisiana, is one of the richest 
oil men, in point of income, in the industry. There 
is today a daily production of 9,000 barrels from 
his farm. 

.* * * 

Curtis O. Longdson, of the Southwestern Gas 
Company, at Elk City, Kan., and Miss Jean Moser, 
fcrmerly with the Prairie Pipe Line Company, at 
Bartlesville, were married at the bride’s home on 
October 9, the marriage just being announced a 
week ago. 

* * 7 

Augustus E. (Gus) Ivey, Sr., one of the pioneer 
newspuper men of Oklahoma, has recovered his 
health after being ill for nearly a year and is again 
working on a biographical history of Oklahomua’s 
leading cil and gas producers. Mr. Ivey lives at 
Muskogee. . 

” ” + 

The firm of McCoy, Shidel & Pasewalk, consulting 
geologists and engineers, formerly located at Bar- 
tlesville, this State, has been dissolved. The new 
partnership of Shidel & Pasewalk has been per- 
fected, with offices at 143 North Market Street, 
Wichita, Kan. 

* 7 ” 

Harry Piper, of Osage, Wyo., who before going 
into the Northwest oil fields drilled the first gas 
well in the Wellsville sector of Franklin County, 
Kansas, then entering the Copan oil field of Wash- 
ington County, Oklahoma, has been visiting friends 
at Wellsville, Kan. 

7 ~ - 

Dr. H. B. Shaw, director of the Doherty Training 
Schools, is author of an article recently published 
on “Co-Operation Between Engineering Schools and 
Utilities.” It is an amplification of a paper that 
Doctor Shaw read recently before the Society for 
the Promotion of Engineering Education. 

: . + 


Charles Ferren, Mid-Continent manager of the 
Guffey-Gillespie Oil Company; Edward McCreary 











end Noah’ Adamis, geologists, and- Earl Funk, chief 

of the lease department, are being congratulated on 

the success of the Best No. 1 of the company .in the 

McAllister pool, Chautauqua County, Kansas, which 

has given Guffey-Gillespie another big oil producer. 
7 = > 


Kiyosumi Koike, an engineer of. the ‘petroleum 
department of the Hoden Oil Company, of Tokyo, 
Japan, was a recent caller at the office of The Oil 
and Gas Journal. He is making a tour of the 
different American oil fields and includes Oklahoma 
in the itinerary. Mr. Koike is an expert oil field 
man and in his work finds much that is interesting 
and profitable in studying oil producing methods. 

7“ + * 


Charles P. Taft, of Cincinnati, Ohio, brother of 
the ex-president and a heavy stockholder in a 
number of oil companies, has applied to the Texas 
Railroad Commission for permission to lay a natura] 
gas pipe line from the White Point field, on the 
Gulf Coast, to Taft, a town on the 160,000-acre ranch 
of Mr. Taft. As the White Point field is producing 
more than 50,000.000 cubic feet daily, he desires to 
utilize that volunie to operate the industries which 
he is establishing upon his property. 

« * o 


Stephens O. Andros, a petroleum engineer of Chi 
eago, has written a 214-page book. amply illustrated, 
about “Fuel Oil In Industry.” The edition discusses 
the physical and chemical properties of fuel oil 
principles of its combustion, comparisons with coal 
and oil as fuels and a description of “colloidal” 
fuel, Chapters are also included on storage, distri 
bution, methods of heating, straining and pumping. 
arrangement of boiler furnaces, types of burners, 
epplications of fuel oil and other phases. 

“ * * 


George Harvey Currier, president; Samuel M 
Goldman, W. H. Hermann and Judge John H. Po! 
lock, all of Kansas City; W. M. Bohner, of Okla- 
homa City; Senator L. E. Francis, of Des Moines. 
Iowa; L. H. Whitcomb and J. C. Mohl, of Daven- 
port, Iowa, and George A. McCarthy, of Philadelphia 
and other stockholders of the Harvey Crude Oil 
Company held a meeting in Tulsa last week at which 
it was decided to remove the general offices of the 
Harvey Crude to Tulsa from Kansas City. 

+ « * 


Charles E. Beecher, a gas expert of the Bureau 
of Mines, has come to Oklahoma to conduct a de 
tailed investigation of the matter of conserving 
natural gas in drilling operations, through the means 
of low-pressure burners. Mr. Beecher is to have an 
office at Bartlesville. but for the next few months 
he will seldom be there, as he intends to devote 
much time to field work. Valuable assistance is 
being offered Mr. Beecher by Joe Donald, of Tulsa, 
inventor of the Donald low-pressure burner. 

- - * 


F. D. Bostaph, of Ranger, Texas, has been made 
purchasing agent of the Texas Pacific Coal & Oil 
Company, the Texas Pacific Mercantile & Manu- 
facturing Company, Thurber Brick Company and 
the Thurber Earthen Products Company. A native 
of Pennsylvania, Mr. Bostaph identified him- 
self with the petroleum and allied industries as 
a boy. In the early days of the Ranger oil develop- 
ment he went there and established the Frick-Reid 
Supply Company, serving that company as manager 
until the joined the T-P in July, 1919. 

7 * * 

W. J. Ormsby, of the sales department of the 
Wright Manufacturing Company, Lisbon, Ohio, 
manufacturers of oil field hoists, has come to Tulsa 
to survey the Kansas and Oklahoma fields. Before 
arriving here Mr. Ormsby made a trip through the 
Texas fields and happening to be at Brownwood, 
went across the Rio Grande into Mexico. While in 
the “Manana” republic he says he had the pleasure 
of again putting his right foot upon a brass rail, 
leaning across a mahogany bar and nonchalantly 
ordering a bottle of Pilsener, made at Monterey. 
Mr. Ormsby said ‘that all about him were other 
Americans similarly enjoying themselves and criti- 
cizing Mr. Volstead. 

- * * 

John McLean, formerly district sales manager of 
the Standard Oil Company of California, with sta- 
tion at Seattle. Wash., has been made assistant ‘o 
the general sales manager, a new office, and will 
have supervision over Washington and Oregon and 
the territory of Alaska. Other promotions in the 
Standard’s sales force on the coast are W. L. 
Muncy, formerly at Spokane, has been transferred 
to Seattle: J. R. Douglas, from Reno to Spokane; 
J. H. McEchern, formerly assistant district sales 
manager, from Phoenix to Reno as district man- 
ager, Changes in the assistant district sales man- 
ager list are as follows: W. R. Donaldson, from 
Portland, Ore., to Phoenix; H. B. Fairchild, from 
Stockton to Portland. H. J. Harper, formerly special 
agent at Modesto, Cal., has been appointed assistant 
sales manager at Stockton. ‘j 





a 

























December 3, 1920 


THE OIL AND GAS JOURNAL 











= 


r 








COUPLINGS, CLAMPS, SLEEVES AND FITTINGS 


DRESSER 


























Dresser Service 


We maintain at our Central Warehouse a large 
well assorted stock of all regular sizes and 
styles of Pipe Couplings, Clamps, sleeves and 
Fittings, from which we are able to ship 
promptly. Our Engineering Department is 
always ready and competent to design and build 
special fittings of all kinds to meet every pos- 
sible requirement. Service is a large part of our 
business. 


Above is illustrated the Dresser Steel Pipe 
Coupling, style 38, the standard for high pres- 
sure pipe lines in all natural gas fields. 


At the bottom is shown the Dresser Steel Long 
Sleeve, style 40, which is used for repairing 
broken screw lines and also to take care of the 
contraction and expansion by placing them at 
frequent intervals. 


Send for our catalog 


S. R. Dresser Manufacturing Co. 


Bradford, Pennsylvania, U. S. A. 





Steel Pipe 
Coupling 
Style 38 
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Oil and Gas News Condensed 


Value of the petroleum industry in Mexico on 
July 2, 1920, was 600,000,000 pesos. 

Platinum was used in the construction of the 
first gas mantles. That was before that material 
became so valuable. 

Hard luck, that has troubled the National Explora- 
tion Company’s test near Olinda, Cal., appears to 
have been overcome. 

At Fairmont, Ind., the Service Oil Refining Com- 
pany is establishing the laboratory that was form- 
erly located at Kokomo. 

In Adair County, Missouri, the Chariton Oil & 
Gas Company is essembling material for four wells 
that it will drill early next year. 

In London, England, the Madagascar Oil Pros- 
vectors Syndicate, Ltd., has been chartered to 
acquire oil-bearing or other lands. 

At Wellington, Kan., the Wellington Gas Com- 
pany has decided that it will no longer furnish free 
gas to the city hall, jail and fire department. 

Thomas Dooley, aged 51 years, lost his life at 
Crafton, Pa., on November 20, when a faulty gas 
-eonnection with a stove resulted in an explosion. 

Southwestern Oil Company is having three oil 
tankers constructed at the Union Iron Works near 
San Francisco at a cost of approximately $6,000,000. 

Portland Oil & Refining Company is building a 
refinery at Portland, Ind. The company is erecting 
two 5,600-barrel tanks, as well as the necessary 
buildings. 

It is said that the French Government has placed 
with the Prince Rupert Dry Docks & Engineering 
Company, at Prince Rupert, B. C., an order for five 
steel oil tankers of 6,500 tons each. 

Reuter’s Trade Service reports that for liquid 
fuel a great dock is being built in the port of Vado, 
in Italy, by the Naphtha Society, and large storage 
tanks have been constructed for benzine, naphtha 
and oil. 

Loss in petroleum, due to evaporation between 
the wells and the refineries, amounts to 600.000 000 
gallons or more each year, the Bureau of Mines 
reports, adding that most of this loss is entirely 
preventable. 

Activity in the Mexican oil fields shows no sign 
of decreasing. Effort to get additional production 
is at its height. Mexico is now exporting oil at the 
rate of 17.000,000 barrels monthly, or 204,000,000 
barrels a year, a record figure. 

Interpretation of the new fire zone ordinances of 
Los Angeles is sought by the refiners and marketers 
of the California city. Under the new ordinance 
the use of measuring buckets would be stopped and 
steel hose and other costly equipment required. 

Stanley, Kimmell & Ralston, oil operators. are 
starting to drill a test for oil in Sedgwick County. 
Kansas, to he the closest yet drilled to the city of 
Wichita. The test will be spudded in very soon. It 
will be the closest test ever made near the city 
limits. 

John C. Keys Pipe Line Company has been 
assessed $229,998 by the State Board of Equalization 
of Oklahoma. The assessment was based on the 
valuation figures made by the Corporation Com- 
mission, the pipe line firm having failed to submit 
a return. 

Fifty mineral substances, including petroleum, 
were taken from the earth in California in 1919, 
and the total production sold for $196,473,560. Petro- 
leum took the lead, 101,182,962 barrels selling for 
$142,610,563. Gold ranked second in value, $17,335,- 
100, Cement was third, $8,591,990. 

It is reported by interests close to Texon Oil & 
Land that an extra disbursement may be declared 
with the payment of the next dividend. Texon has 
paid 15 per cent so far this year in three disburse- 
ments of 5 per cent quarterly. There are some 
1,250,000 shares outstanding of a par value of $1. 

Guy Mullin, residing 20 miles southeast of Cairo, 
Iowa, recently completed a well 160 feet deep. As 
the livestock refused to drink the water from the 
well he sent a sample to Iowa City for analysis, 
when it was found that the water contained oil. 
When a match was applied, oil sufficient to produce 
«a blaze was reveaied. 

At an Empire Pipe Line Company pump station 
near Burkburnett, Texas, recently, a new employe 
from the East was garbed in accordance with his 
idea of the latest styles in Western apparel. He 





went to Burkburnett with a red velvet shirt, adorned 
with one inch and a quarter white buttons, a “two- 
gallon” sombrero, a wide leather belt, a la Bill Hart, 
and a .45 revolver. 

Nacogdoches refinery at Nacogdoches, Texas, is 
now running at full capacity, refining, it is under- 


stood, 400 barrels of local oil per day. The Nacog- 
doches County oil is devoid of gasoline, but is the 
finest lubricating oil by analysis in the United 
States, the oil requiring almost no refining upon 
being brought from the well to be made into a per 
fect lubricating oil. 


Crude oil produced in the Rocky Mountain States 
is said to be the richest in gasoline content of any 
of the other American oil fields. During August 
the Colorado and Wyoming refineries ran 1,469,685 
barrels of crude, which produced 27,766,928 gallons 
of gasoline. The average recovery was 19.5 gallons 
per barrel, or 46.4 per cent, compared with 11.1 
gullons for the nation. 


Remaking of the five-year term oil and gas leases 
iu Kay, Pawnee and other counties in the central 
and northern parts of Oklahoma is a matter for 
the School Land Board to take up in the middle of 
January. They expire at that time. In them are 
seme of the most valuab'e leases in the State, some 
of which are now held by FE. W. Marland and on 
which improvements running into the millions of 
dollars have been made. 


Of the free articles imported through Galveston, 
Tex., during September, crude oil from Mexico was 
the leading import, 61,070,210 gallons, at a value 
of $808,217 having been received. Over 2,000 tons 
of Mexican sisal was second on the free import 
list. Other Mexican mineral oils and art works 
trom Holland were also received. Dutiable imports 
amounted to $1,633.834. while the free commodities 
were valued at $1,335,303. 


It is reported, on what presumes to be good 
authority, that, now that conditions in Mexico have 
improved so materially, the White Oil Company is 
taking steps to extend its operations south of the 
Kio Grande and in Columbia. The negotiations in 
progress ami at obtaining properties adjoining pro- 
ducing fields in Tuxpam. The Colombia properties 
which the company is endeavoring to secure are said 
to be along the Magdalena River. 

Events of the past few days indicate the possi- 
bility of the Belleville district, in Ontario, becoming 
an important oil-producing center. Discoveries have 
been made which are very promising, and options 
op over 1,000 acres of land have been secured by a 
large corporation interested in oil development. 
Wells in the district have been rendered unfit for 
drinking purposes from a distinct flavor of oil, and 
on further drilling in one of these, gas was en- 
countered, 

Shares of the Invaders Oil & Refining Company 
of Oklahoma have been admitted to trading on the 
curb market. The company is a producing, trans- 
perting, refining and marketing organization, oper- 
ating in Kansas, Oklahoma, Texas and Louisiana, 
and has leases on 26,000 acres. For the first six 
months of 1920 the earnings were $587,672; divi- 
dends, $192,885; surplus, $394,787. Assets as of 
June 30. last, were $5,658,600. The issued capital 
amounted to $2,003,500. 

Northern Pacific Railroad officials are greatly 
interested in the oil possibilities of their Montana 
properties and this interest is increasing as drilling 
goes on in the Cat Creek field, which lies at the ex- 
treme northern limit of the company’s land, about 40 
miles directly east of Lewiston, Mont. Three wells 
have been brought in by various companies about 
five miles from the Northern Pacific’s boundary, 
which are flowing about 3,000 bbls. a day. Wells 
are now being drilled on Northern Pacific land in 
this field under lease to oil companies. 


News from Tampico, Mexico, includes reports that 
three 55,000-barrel steel storage tanks, owned by 
Mexican Eagle Oil Company, were recently de- 
stroyed. Two were struck by lightning and the 
cther was ignited when one of the tanks boiled over. 
All were filled with oil. Officials estimate the loss 
at $225.000. This is the fourth big fire the company 
has had at its refinery tank farm this year. On 
September 13 five tanks were destroyed and a reser- 
voir containing 2,000,000 barrels of asphalt burned. 
Loss from this was estimated at $1,500,000. 

Date of the annual meeting of the Standard Oil 
Co. of New Jersey has been changed from the first 
Tuesday in January to the first Tuesday in June. 
The next meeting will be held the first Tuesday of 
June, 1920. The change is necessitated by the com- 
puny’s agreement, on listing its stock on the New 
York Stock Exchange, to submit a report 15 days 
prior to the annual meeting. As the previous date 
came too soon to permit the company to assemble 
complete data from its various subsidiaries for an 
income account and balance sheets, the change in 
this rate became necessary. 

At Louisville. Ky., in the United States District 
Court, Judge George A. Brent, Referee in Bank- 
ruptey, recently appointed C. W. Johnson receiver 
of the Pipe Line Oil Company, which was adjudged 
bankrupt by Judge Evans last Saturday. The cum- 








pany’s chief offices are in Louisville, but the proper- 
ties are located in Allen County, where it is engaged 
in carrying oil produced by the Swiss Oil Company 
end Associated Oil Companies. D. A. Sachs, Jr. 
who appeared for creditors, asked that a Federa’ 
receiver be appointed to take immediate charge of 
the property, saying that the assets of the company 
were involved in litigation in court at Bowling 
Green, and asked that the interest of all creditors 
be protected. 

In seven months ending November 13 the No. 1 
Riley Thompson well of the Lyons Petroleum Com 
pany and the Gladys Belle Oil Company, in the 
northeast quarter of Section 22-14-11, Philiipsville 
pool, of Okmulgee County, Oklahoma, produce: 
$1,000.000 of crude oil. This indicates the wonder 
ful possibilities of the Wilcox sand. The well was 
spudded in February 25, 1920, and completed Apri! 
238, starting off at 2,454 barrels. The productio) 
gradually slumped and on October 27 it was shu! 
avd increased to 1,900 barrels daily. From April 
25 to October 30 it produced 211,000 barrels, sold at 
$4 a barrel, making a total of $844,000, and the 
production since October 30 has caused it to reach 
the million mark. 

In Scotland the executive council of the Scottisi 
Shale Miners Association is preparing a scheme for 
centralizing its members contributions under ti 
new unemployment insurance regulations. The p« 
centage of unemployment in the oil industry is 
regarded as being exceptionally low, and the miners 
propose to group themselves with the oil workers’ 
association and to collect the contributions of tlie 
9.000 workers in the Scottish oil industry. This 
special group of insured persons would then, it is 
siated, be able to pay higher out-of-work benefiis 
than other societies drawing their membership from 
various trades. Officials of the shale miners and 
oi! workers are to meet representatives of the em 
ployers this week to consider the working of the 
scheme. 

At Newcastle, Northumberland, England, there 
has been developed considerable feeling among the 
fishermen because of the oil that is dumped from 
tankers and oil-burning vessels, It is claimed that 
the inshore waters have been damaged by the bilge 
waters. Prof. A. Meek addressed the Northumber- 
land Sea Fisheries Committee and said that the 
inshore waters were covered with oil to such an 
extent that sea birds were entrapped and destroyed. 
If the oil had that effect on the bird-life, it was 
plain that floating life would be still more liable 
tv destruction. If it happened drring the time that 
the floating young occupied the surface,- then all 
such young coming within the influence of the 
surface film would be destroyed. That was doubt 
less what had happened, and had led to the de 
struction of fish eggs and larvae, as well as the 
larvae in the food of fishes. 


Useful Lives Are Ended 


Henry King, an attorney, who for many years 
practiced his profession in Bradford, Pa., died in 
Detroit November 20. The widow and one son, 
Andrew, survive. 

David Henry Gruver, aged 47 years, died at 
Kureka, Cal., November 21, The body was taken 
to Siegel, Jefferson County, Pa., for burial. He 
formerly lived there. As a drilling contractor ani 
cil producer he was known in many oil fields and 
held in high esteem. A brother, John M. Gruver. 
of Carnegie, Pa., survives. 

Jake L. Hamon, aged 47 years, oil man and rail- 
read builder, a member of the National Republica? 
Committee, died at Ardmore, Okla., on November 2%, 
from the effects of a revolver shot. He is survived 
by his wife, a son and a daughter. Mr. Hamon’s 
death has aroused unusual interest throughout the 
State and nation and much genuine sorrow 
«expressed by many friends. 

John Clover, a prominent Tulsa oil man, died su‘i- 
denly at his home here on November 25. He had 
partaken of a Thanksgiving dinner, and George 
White, national chairman of the Democratic party, 
a business associate in the Iron Mountain Oil Con 
pany, had called upon him. The two men were dis- 
cussing business matters when Mr. Clover sudden|y 
gave evidence of illness. He was in great distress 
as he gasped: “George—” addressing Mr. Whiie. 
and then he collapsed and died immediately. De- 
ceased was a popular resident of Tulsa and hai 
been very successful in his oil operations. He came 
to the Mid-Continent fields 17 years ago from the 
Ohio and Indiana fields. He is survived by his 
wife and two sons. Deceased was a member of 
the Masonic fraternity. Chairman White, who his 
been visiting in Oklahoma since the campaign, wis 
much shocked by the death of his friend. Heart 
disease was the cause of his sudden taking off. 
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Our “20x36” 


Every inch a real engine—an engine success that has seldom been equaled 
anywhere. Correctly but simply designed—giving easy access to all moving 
parts—built of the best material obtainable—this big powerful TRANSIT 
engine is today giving 100 per cent service in many fields under many varying 
service conditions. 


Our engineers will be glad to discuss with you the application of this engine 
to your work. 


Technically, this engine is known as a Horizontal Tandem, four cycle, double 
acting. It is built in sizes ranging from 350 H. P. to 470 H. P. single tandem, 
and from 700 H. P. to 940 H. P. twin tandem. 


National Transit Pump & Machine Co. 


Oil City, Pennsylvania 


Representatives: Frick-Reid Supply Co., Tulsa, Okla.; Casper Supply Co., Casper, Wyo.; 
Globe Supply & Machinery Co., New Orleans, La.; Thomas B. Whitted, Charlotte, N. C.; 
Reeves & Skinner Machinery Co., St. Louis, Mo.; E. L. Wilson Hardware Co., Beaumont, 
Texas; F. C. Richmond Machinery Co., Salt Lake City, Utah; The Power Equipment Co., 
Little Rock, Ark.; Morton McI. Dukehart & Co., Baltimore, Md.; Associated Supply Co., Los 
Angeles, Cal.; The L. E. Pollard Co., Minneapolis, Minn. 

District Offices: New York, Pittsburgh, Kansas City, Philadelphia, Cleveland, Houston and 

Denver. 
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Oklahoma-Kan 


sas Oil Fields 


By JAMES McINTYRE 


GREAT NEW POOL 


The Deaner pool in Township 11-11, 
Okfuskee County, had a new production 
record of over 4,000 bbls. in. the past 
week or 10 days and, while it will not 
make a very extensive, development, the 
sands are so rich in pil that the pool 
will produce a large quantity of crude 
before it begins to go backward. On the 
northern edge of the development, the 
Lyons Petroleum Co. drilled ‘a dry hole 





eorner of the northwest of the northeast|4 
quarter of Section 5-11411. *The King- 
wood Oil Co., in No. 1- Bettie Tucker, in 
the southeast corner of. Section 8-11-11, 


and drilled through a lime fatmation and 
was at last reported at_2 feet. 
Turman Oil Co.’s Nov.1 Héltmes, in the 
southeast corner of Section 9411-11, is at 
a total depth of 2,992 feet, and drilling 
im a hole full of water. In Section 15, 
where the deep sand pool: was opened, 
the Central National Oil Co., in No. 1-A 
@arter, on the same location on which it 
drilled a dry hole, in the southeast cor- 
fier of the southwest quarter; has a 14,- 
000,000-foot gas well.in sgnd at, 2.474-86 
feet. The same company’s No. 8, in- the 
éenter of the north liné of the southwest 
of the southwest quarferx of Séctiéu 15, is 


a 300-bbl. well in the- upper of the deep |. 


gands at 2,584 to 2.618 feet. No. 12 Car- 


ter, in the center of the north line of *the|. 


southeast of the southwest quarter, : is 
setting a liner at 2,559°feet... This week’#& 


reports on other operations, seme Panic - 
eld ‘re-}" 


were mentioned in last weekis 
View, includes the fol'owifg: Deaner and 
the Edgar Oil Co.’s No. 7 Tucker, sotith- 
West corner of the northwest ofthe south- 
west quarter of Section_15-11-11, flowing 
$00 bbls. from sand ‘at 2,604-20 . feet ; 
Prairie Oil & Gas Co.’s ‘No. 3.N. Holmes, 
northeast corner of the. southwest quar- 
fer of Section 16-11-11, dropped to 900 
bbls. from 1.300 bbls.; Kingwood Oil 
Co.’s No. 5 Holmes, southeast cornet -of 
the southwest of the northeast quarter 
of Section 16-11-11, production increased 
from 1.400 bbls. to 1,850 bbls., sand at 
2.630-61 feet; Prairie Oil &:>Gas Co.’s 
No. 6 Holmes, southwest corner of the 
northwest of the southeast quarter of 
Section 16. flowing 500 bbls. from sand 
at 2.631-86 feet. Edgar Oil Co.’s No. 1 
EB. Jefferson, southeast corner of the 
northwest quarter of Section 16, sand 
at 2.641-54 feet, first day 900 bbls., later 
800 bbls. In Section 19, the Prairie Oil 
& Gas Co.’s No. 2 Barnett, northeast cor- 
ner of the northwest of the northeast 
quarter is a failure and has been aban- 
doned at 2.880 feet. In Section 25, the 
Lyons Petroleum Co. has a 7.000.000-foot 
gas producer in sand at 2.307-16 feet, in 
No. 2 Barnett, in the northeast corner of 
the southwest quarter.* 
Hughes Cotinty 

In Hughes County, Wilthoit and others 
found a 10.000 000-foot- gas production 
in sand at 1,400 feet ina test on the Mc- 
Laskey farm, in the center of the north 
line of the northwest of the’ northwest 
quarter of Section 9-9-10.. The vet- 
eran Andy Gartland, well known in many 
fields, has an interest dn this test and 
his many Mid-Continent friends have 
been heartily “pulling”, for @ big well 
on that account. The Gladys Belle Oil 
Ov. has a rig up for a*test in'the south- 
west corner of the southeast quarter of 
Section 18-18-10. McMillan and others 
are down to 3,230 feet and have a bad 
cave-in in their test on..the Irbin farm. 
in the southeast corner of Section 13-7-9. 
The Gladys Belle Oil Co. has resumed 
work in No. 1 Blanche Dell, northeast 


corner of Section 179-9, and is under-| ‘ , 
and abandoned at 2.810 feet; Getzender’s 


reaming at 1,340 feet. Tyons & Wanger- 
ine are shut down at 610 feet in- No. 1 
Jones, in the northeast ‘corner of «the 
southeast quarter of See*ion 25-6-9:; 
In Okmulgee County ; 

The Texas Co.’s Fee, in Section 11-14- 
11, Okmulgee County, continues to show 
big producers, and has two new ones in 
in this week's report. The Carter Oi’ 
Co.’s important test in Section 26-15-14 
which was believed to have got the Mose 
Carr sand, or Wilcox (which means the 
same), had a show of oil at 2.084 feet, 
set 5-inch at 2.089 feet and continued on 
expecting to get the pay around 2.12¢ 
feet. © In “Section 27-15-14, the Wallace 
Drilling Co. was at 2,155 feet, with po 

















showing in No. 3 White, in the southwest 
corner of the southeast of the southeast 
quarter. 
the Mose Carr.sand depth, 
Miller Brothers: deep test 

farm, in the center of the east line of the 
southeast of the southwest quarter of 
Section 8-12-13, was abandoned as dry at 
B,450 feet. 3 
deen test ing Na. + 
south line‘of, the 
east quatte ; 
at 2.837 feet in No. 1 Sears, northeast }abandon 


This is 30 feet or more below 
Section 34. 
_the Grayson 


The Georgia Petroleum Co.’s 
Ramsey, center of the 
jorthwest of the south- 
ction 22-13-11; was 
abs. feet. . : 

The Pollyatina Oil Co.’s No. 3 Grayson, 








center of’the east line gf the southeast 
of the ‘southeast quarter of Section 2- 


15-11, if a 20-bbl. well at 1,767-92 feet ; 


northeast corner of the. southeast of the 


The | southeast quartersof~Settion 2-15-11, a 
‘20-bbl. 
ham and others’ Nor 4dQgbank, northwest 
‘corner of the mortheast’pf the southeast 
quarter 
3,000-09 feet, a showing, of oil at 3,059 


well at»-1,790-1;813 feet; Gra- 


of Séetion 6-15-11, water at 





Parker, in Section 8-13-14. J. 
Moore and others drilled a dry hole in 
No. 5 Fulsom, center of the north line 
of the northwest of the southeast quar- 
ter of Section 4-14-4, abandoning it at 
2,374 feet; J. L. Powell’s No. 4 S. Sells, 
southwest corner of the northwest quar- 
ter of Section 9-14-15, is a 2,500,000-foot 
gas well at 1,543-45 feet. The Inde- 
pendent Oil Co.’s No. 2 M. Sheppard, 
center of the east line of the southeast 
of the southwest quarter of Section 20- 
13-12, is dry at 3,230 feet. The same 
company’s No. 6 Sunny, center of the 
south line of the northeast of the north- 
east quarter of Section 20-13-12, is dry 
at 3.105 feet. The Cosmos Oil Co.’s No. 
8 King, southeast corner of the soutb- 
west of the southwest quarter of Sec. 
tion 6-14-12, is dry at 2.390 feet. The 
Shaffer Oil & Refining Co. got a 30-bbl. 
well in sand at 1,700-10 feet, in No. 2 
Adams, southeast corner of the northwest 
of the southeast quarter of Section 23- 


got a hole full of wateP.at 2752-65 feet.} the Lawrence Oif@.’s ‘No. 3 Grayson. 14-12 


Two Good Gassers 
The Kingwood Oil Co.’s No. 1 Hag- 
gerty, northeast corner. of the southwest 
of the northwest quarter of Section 3- 
11-12, is dry at 2,826 feet. Black and 
others’ No. 2 Barnett, northeast corner 





Thanksgiving Day. 








Joun M. CLOVER 
Prominent oil man, president of the Iron Mountain 
Oil Co., who died suddenly at his home in Tulsa on 








feet, pipe collapsed at 3,062 feet, total 
depth; Best Producing & Refining Co.’s 
No. 6 Adams, northeast corner of the 
northwest quarter of Section 11-15-11, a 
new rig; Home Oil Co.’s No. 2 Hill. 
northeast corner of the southwest of the 
southeast quarter of Section 23-15-10, dry 


No. 2 Coleman, center of the south line 


of the northeast of the southwest quarter 
of Section 29-15-11, a showing at 2,497 


feet; Skelly Oil Co.'s No. 2 Coleman, 


center’ of the south line of the southéast 
of the southwest quarter of Section 29- 
15-11, 150 bbls. 


from sand at 2,508- 
16 feet; same company’s No. 5 Coleman, 


northwest corner of the southeast of the 
southwest quarter of Section 29-15-11, 
sand at 2,508-16 feet, with a showing. 


The Jones Drilling Co. completed a 


failure at 1,755 feet in No. 2 Scott, 
southeast corner of the southwest quarter 
of Section 12-15-14. La Salle and others 
have abandoned the location for No, 5 





of the southeast of the northwest of the 
northeast quarter of Section 3-11-12, is a 
4,000.000-foot gas well in sand at 1.397 
to 1.437 feet. The Kimbley Oil & Refin- 
ing Co.’s No. 4 Moore, northwest corner 
of the southeast of the northeast quar- 
ter of Section 9-12-12, is a failure at 
1.640 feet. W. B. Pine’s No. 1 Walker. 
in the southwest corner of Section 35-12- 
12, drilled to a total depth of 2,080 feet 
after getting a 3000.000-foot gas pro- 
duction at 1.505-79 feet. 

The Oklahoma Natural Gas Co.’s No. 
1 Morgan, southeast corner of the north- 
west quarter of Section 23-13-11, has 
been abandoned, total depth 2,445 feet. 

Texas Co’s Good Wells 

In the Nuyaka district, The Triple O 
Oil, Riverland Co. and Amerada Petroleum 
Co.’s No. 10, Blunt, southwest corner of 
the southeast of the northeast quarter of 
Section 10-14-11, got a 5-bbl. showing in 
sand at 2,090 to 2,104 feet. The Holli- 
day Oil Co. completed a 40-bbl. well in 


w.! No. 3 McBirney, center of the east line 


of the northwest of the northwest quar- 
ter of Section 11-14-11, in Wilcox sand 
at 2.744-75 feet. The Texas Co.’s No. 10 
Willie King, center of the west line of 
the northeast of the northwest quarter 
of Section 11-14-11 is a 3,000,000-foot 
ges well at 2,025-30 feet. The same 
company’s No. 6 Fee, northwest corner 
of the northeast of the southwest quarter 
of Section 11-14-11 made 1,700 bbls 
after a 40-quart shot in sand at 2.613-66 
feet. This well offsets the Riverland 
Amerada’s first big well in the south 
west of the southwest quarter of Sectio,; 
11. The Texas Co.’s No. 12 Fee in th 
center of the north line of the southwesi 
of the northwest quarter of Section 11, 

quarter of a mile north and an eighth o 
a mile west of No. 6 Fee. is a 1,500-bb 
well after a 20-quart shot in sand : 

2.699 to 2.740 feet. The Producers ¢ 
Refiners’ No. 2 King, center of the sout 
line..of the northwest of the northea 

quarter of Section 11 got a 3.000.000 
foot gas production at 2355-60 feet. A 
T. Johnson has a 15.000.000-foot gass: 
in No. 1 Bean, in the southwest corn 
of the southerst of the southwest quo 

ter of Section 31-15-13, in sand at 2,08: 
96. feet. 

From information gathered by tl 
Okmulgee Chamber of Commerce the 0 
tober production in the entire Great: 
Okmulgee district averaged 56.236 bb! 
in October from 4,534 wells. but t! 
statement does not say just what is i; 
eluded in the Greater Okmule¢ee distric 
The Oil & Gas Journal’s October con 
~utation of the Okmulgee region inclu: 
ing the whole Mounds: district, Homi 
ton Switch, Beggs, Nuyaka. Tiger Flat. 
R-ld Hill, Morris. Okmulgee City-di 
trict, Henrvetta. Schulter, Artesia a: 
Deaner totals 55.192 bbis.. which is 
hetter record than the district has ma 
in average daily production in any otl: 
single month. 

Tn Wagener and Muskogee Counties 
The Cosden Oil & Gas Co. drilled 
failure in No. 1 Taylor. southwest co 
ner of the southesst of the sontheas 
euarter of Section 27-15-16 at 1,935 feet 
G. Dodson abandoned as dry at 1.648 
feet. his No. 2 Dovle, northwest corne: 
of the southeast of the southwest of tl. 
northwest quarter of Section 27-15-16 
The Western National Oil Co.’s No. 1 
Tandon, southwest eorner of Section 32 
15-16 is dry at 1.890 feet; E. K. Elder’ 
No. 2 Young, southeast corner of th: 
southwest of the northwest quarter « 
Section 21-16-19, abandoned at 340 feet 
after a shot. Boynton Oil & Ges Co.'s 
No. 5 Fulsom, northeast corner of the 
northwest of the northeast quarter of 
Section 7-13-16. shot in send at 1.651-69 
feet, 30-bbl. well; E. V. Simmons’ No. 1 
Brown. northeast corner of the sout! 
west of the southwest quarter of Section: 
18-13-16. drv and abandoned at 2.265 
‘eet; J. L. Powell’s No. 4 Sells, sout! 
“est corner of the northwest aucrter of 
Section 9-14-15, sand at 1.548-45 feet 
and a 2.500.000 gas production: Horto: 
‘nd others’ No. 8 Sango. southwest cor 
ner of the northwest of the southeast 
* the northeast quarter of Section 6-14 
18, dry st 1.280 feet; Home Drilling Co.’ 
No. 1 Scott. northwest corner of the 


Section 24-14-18, dry at 1.785 feet: 
Beckett and others’ No. 1 Crittende: 
outheast corner of the sonthwest of tie 
southeast qnarter of Section 6-14-1'. 
‘and at 480-94 feet. 12 bbls.; Foltz ani 
‘thers’ No. 2. northeast corner of ti: 
southeast of the northeast of the nort! 
east auarter of Section 7-14-19, sand 
640-43 feet. 75-bbl. well. Jolly and ot 
ers got a dry hole at 1.612 feet in No. 1 
Tweedle, northeast corner of the nort 
west of the northwest of the southwe-! 
auarter of Section 7-14-19 and Jov & 
Patton finished a 5-bbl. well at 673 
feet in No. 4 Comnton, in the northe: 
corner of the southwest quarter of Si 
tion 8-14-19. FE. D. Dewell’s No. | 
Lowery. northwest corner of the sont 
west of the southwest of the northwi 
anarter of Section 13-14-19 was drv 
740 feet. A. T. Krenns’ No 2 Downir 
center of the west line of the northe: 
of the southwest of the southecst anarter 
of Section 33-14-19 is a 1.000,000-f 
gasser in sand at 1.464-8? feet, 
MeTntosh Completions 

In MeTntosh Countv. Graham Br 
comnleted a failure at 2301 feet. It w 
a test on the Baker farm. in the cent 
of the northwest of the northwest quart 
of Section 7-11-17. The same onerato: -’ 
No. 2 Reynolds, in the center of the sou 
line of the southeast of the northea~‘ 
querter of Section 18-11-17, was drv an 


L 





abandoned at 930 feet. Aggas & Cam- 


“euthwest of the southwest auarter of 
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XPERIENCED OPERA- 

TORS usually specify Novo 
for water moving jobs. They 
will tell you that it has no rival 
for dependability. 





In oil country operations 
. everywhere Novo Gas Engines 
The Novo Type U shown above is a high ° : . 
pressure outfit that wili give you real service. and Gasoline Engine Combina- 


Ask any “National Man” about its many tions are filling a oreat need— 
advantages. i : 
efficiently and economically. 


eee 
—— 


‘*National’’ products and articles whose sale for oil and 
gas purposes we control exclusively are the recognized leaders 
in their special fields. 





In the long list you will find National Portable Drilling 
Rigs, National Rig Irons, National Boilers, Standard Drilling 
and Fishing Equipment, Ajax Steam Drilling Engines, 
Columbian Manila Cordage, National Pipe, Roebling Wire 
Rope, Etc. 


There is a National store in every important town in the 
Oil and Gas Fields of North America. 








The 


National Supply Companies 





Principal Cities 


Toledo, O., Pittsburgh, Pa., New York, N. Y., Independence, Kan., 
Los Angeles, Cal., Tulsa, Okla., Houston and Fort Worth, Texas, 
Casper and Laramie, Wyo. 
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bell have a 40-bb! well in No. 1 Bullock. 
southeast corner of the southwest of the 
southwest of the southeast quarter of 
aie 31-12-14 in sand at 1,851-60 
eet. 
Many Dry Holes in Osage 

The Osage district did not turn in any 
big wells in the past week, but the re- 
ports show an unusual number of dry 
holes, no less than 15 failures having 
been abandoned, with two districts not 
yet heard from. The Midland Oil Co.’s 
No. 3+ in the center of the southeast of 
the northwest of the northeast quarter 
of Section 5-26-12 got sand at 1,625 te 
1,708 feet, which was shot with 180 
quarts and it made a 20-bbl. well. The 
s.me company’s No. 33, southeast corner 
of the southwest quarter of Section 5- 
26-12, was abandoned as dry after sand 
at 602-25 feet was found barren. The 
59 Osage Oil Co.’s No. 25, northeast cor- 
ner of the southwest quarter of Section 
10-24-12, was given a 200-quart shot in 
sand at 1,595 to 1,635 feet and it showed 
for a 5-bbi. well. The Midland Oil Co.'s 
No. 1 in the southeast corner of Section 
28-23-12 was abandoned as dry at 1,614 
feet. ‘There was sand at 1,588-93 feet. 
with a 2,350,000-foot gas showing; LBur- 
gess sand at 1,593 to 1,602 feet with a 
500,000-foot gas showing; a hole full of 
water at 1,312 feet; Mississippi lime at 
1,614 feet, total depth. The Yorkhoma 
Oil Co.’s test in the center of the north- 
east quarter of Section 4-28-11 was dry 
at 1,832 feet, top of the lime 1,792 feet. 
J. J. Wharton's No. 1, southwest ‘corner 
of the northwest of the southeast quarter 
of Section 29-29-10, got the lime at 1,775 
feet, total depth of 2,020 feet. There 
was a 2,000,000-foot gas production at 
1,834-39 feet. Peters and others’ No. 1 
in the southeast corner of the southwest 
quarter of Section 33-29-10 got a 3,- 
500,000-foot gas production at 1,654-59 
feet. The Plover Drilling Co.’s No. 
in the southe.st corner of the southwest 
quarter of Section 19-26-11 got sand at 
1,935-63 feet, which was dry and the well 
was abandoned. The Graham Oil & Gas 
Co. finished a failure at 2.005 feet in the 
southwest corner of the southeast of the 
southwest of the southeast quarter of 
Section 2-27-10. It got a dry sand at 
1,256 to 1,306 feet and lime at 1,973 
feet. The Lawrence Gas Co.’s No. 2 in 


the southeast corner of the southwest of 
the southeast of the southeast quarter of 
Section 3-27-10 was abandoned at 1,317 
feet. It had a dry sand at 1,255 to 
1,300 feet. The American Pipe Line 
Co.’s No. 72, in the northe:st corner of 
the southeast quarter of Section 5-27-10 
got sand at 1,630-70 feet and is a 6,- 
750,000-foot gas well. The Oklahoma 
Producing & Refining Co.’s No. 80. 
northeast corner of the northwest of the 
northeast of the northeast quarter of 
Section 11-27-10, is a 15-bbl. well after a 
196-quart shot in sand at 1,235-65 feet 
H. V. Foster’s No. 7, center of the exst 
line of the northeast quarter of Section 
13-27-10, found sand at 1.93461 feet and 
flowed 40 bbls., naturally, the first day. 
and 15 bbls. the second. The Wiser Oil 
Co.’s No. 12, center of the west half of 
the northwest quarter of Section 30-27-11 
started at 10 bbls. from sand at 1,010-18 
feet. The Rood Oil Co. completed a 75- 
bbl. well in No. 19, center of the north 
line of the south half of the southwest 
quarter of Section 4-24-10 in sand at 
2,015-82 feet, which was shot with 300 
quarts. The Bizgheart Producing & Re- 
fining Co.’s No. 19 in the center of the 
east line of the southwest quarter of 
Section 14-24-10 got sand at 1,919 feet. 
drilled in eight feet and the well is 
flowing 125 bbls. naturally. The Finance 
Oil Co.’s No. 4, in the center of the 
south line of the southeast quarter of 
Section 25-24-10 was abandoned at 2,027 
feet. It wes dry in sand at 1,617 to 
1,725 feet and drilled 273 feet below the 
Mississippi lime. The Evidence Oil Co.'s 
No. 2 northeast corner of the southwest 
quarter of Section 34-24-10 was dry at 
1.180 feet. The Tidal Oil Co. finished a 
17-bbl. well in No. 17, in the northwest 
corner of the southeast of the northwest 
of the northwest quarter of Section 14- 
24-11 in sand at 1,449 to 1,704 feet 
which was shot with 120 quarts. The 
Tidal Oil Co.’s No. 4, northeast corner 
of the southwest of the northeast of the 





southeast quarter of Section 15-24-11 is 
a 75-bbl. well after a shot in sand at 
1.647 to 1,702 feet, shot with 200 quarts 
Bert Chandler finished a dry hole in his 
No. 4 in the center of the south line of 
the north half of the south half of the 
southeast quarter of Section 18-24-11 at 
2.015 feet, 247 feet below the lime. The 
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Owen-Osage Oil Co.’s No. 1, in the cen- 
ter of the northeast of the southwest 
quarter of Section 19-24-11 was dry at 
2,107 feet, 271 feet below the top of the 
lime. The Beacon Oil Co.’s No. 1 in the 
southwest corner of the northeast quar- 
ter of Section 3-25-11 was dry at 1,893 
feet, eight feet below the lime. Shakely 
and others’ No. 6, in the center of the 
west half of the southwest quarter of 
Section 13-25-11 started at 100 bbls. after 
a 260-quart shot in sand at 1,668 to 
1,727 feet. The Midland Oil Co. has a 
100-bbl. well in No. 1, in the southeast 
corner of Section 23-25-11, in sand at 
1,611-96 feet, shot with 140 quarts. The 
Beacon Oil Co.’s No. 10, northwest cor- 
ner of the northe.st of the northwest of 
the northwest quarter of Section 25-25-11 
started at 200 bbls. after a 200-quart shot 
in sand at 1,604-49 feet; No. 13, center 
of the north line of the northwest quarter 
of Section 25 is a 300-bbl well in sand at 
1,570 to 1,617 feet, shot with 200 quarts 


Lhe Indian Territory Illuminating Oil 
Co. abandoned a hole full of water at 


1,910 feet, its No. 248, in the center of 
the south line of the north half of the 
southeast of the southwest quarter of 
Section 29-25-11. There was sand at 
1,707-11 feet, which contained a show- 


ing of oil. 
Avant District 

The 59 Usage Oil Co.’s No. 1, north- 
west corner of the southwest quarter of 
Section 24-23-10, is a small well in sand 
at 1,965-70 feet. Hivick & Robertson 
shot s.nd at 1,735-45 feet in No. 1, ir 
the northwest corner of the southwest 
quarter of Section 9-23-11, but a bailer o 
oil in three days was all it produced, 
and the well was abandoned. The Stey- 
ner Oil Co.’s No. 23 in the center of the 
south line of the north half of the south 
half of the northwest quarter of Section 
14-23-11, was shot with 80 qu.rts in sand 
at 1,530-55 feet and made a 50-bbl. well. 
The Owen Osage Oil Co.’s No. 151, cen- 
ter of the southeast of the northwest 
quarter of Section 28-23-11, has a 25- 
bbl. natural production in sand at 1,875 
io 1,882 feet. It was taken over by the 
Marland Refining Co. 
The Ramsey Petroleum Co.’s No. 1 in 
the northwest corner of Section 24-28-9 
is making 20 bbls. after a 140-quart shot 
in sand at 1,348-80 feet. Tie Winona 
Oil Co.’s No. 4 in the center of the west 
line of the northeast quarter of Section 
20-29-9 started at 35 bbls. after a 120 
quart shot, in sand at 1,572-1,609 feet. 

Wynona District 

The Indian Territory Illuminating Oil 
Co. is showing 1,000,000 feet of gas at 
1,845 feet in No. 258, in the southe:st 
corner of the northwest of the nortlwest 
of the northwest quarter of Section 22- 
24-8. The Skelly Uil Co. bas a 2U0-bbl. 
weil after a 12U-quart shot in sand at 
2,159-92 feet, in No. 6, southeast corner 
vf Section 23-24-8. The ‘Lexas Co. fin- 
ished a 75-bbl. well at 2,190 to 2,246 
feet, shot with 20U quarts. It was No. 
Y, in the center of tue north line of the 
northeast quarter of Section 26-24-8. 
tne Magna Oil & Refining Co. has ua hole 
fuil of oil in No. 7, northeast corner of 
tue soutueast of the northeast of the 
northeast quarter of Section 27-248 in 
sand at 2,249 to 2,302 feet. L. Fried 
man’s No. 5 in Section 14-249, is in 
sand at 2,100-14 feet. ‘Titus and others’ 
No. 1 in the southeast corner of the 
northeast of the southeast of the south- 
east quarter of Section 21-24-9, wus dry 
and abandoned at 2,715 feet. The Mar- 
land Refining Co.’s No. 11%, center of 
the east line of the northeast quarter of 


Section 26-24-9 is a 30-bbl. well at 
1,408-37 feet, shot with 120 quarts. The 


Continental Petroleum Co.’s No. 1, north- 
west corner of the southeast quarter of 
Section 33-24-9, is a 3,00U,0U0-fvot gasser 
in.s.nd at 2,096 to 2,189 feet. The Mar- 
iand Refining Co.’s No. 1, northwest 
corner of the southeast quarter of Section 
19-25-8 is dry at 2,750 feet. The Paw- 
huska Oil & Gas Co.’s No. 37, center of 
the southwest of the northeast of the 
northwest quarter of Section 2)-25-8 is a 
4+,500,000-foot gas well at 1,058-73 feet 
The Garnet Oil Co. found a 4,000,000- 
foot gas showing at 570 feet in No. 1, 
in the northwest corner of the southwest 
quarter of Section 11-25-9. The Gypsy 
Vil Co.’s No. 5, center of the south line 
of the southeast quurter of Section 24- 
25-9, made a 10-bbl. well after a 2U0- 
quart shot in sand at 2,083 to 2,123 feet 
The Foster Oil Co.’s No. 29, northeast 
corner of the northwest of the northeast 
of the northeast quarter of Section 25- 
25-9 was shot with 162 quarts in sand 
at 2,040-62 feet. It is a 200-bbl. well 


of the northeast quarter of Section 25- 
25-9, is a 200-bbl. producer in sand at 
2,048-81 feet, shot with 110 quarts. Car] 
Dresser’s No. 14, center of the south 
line of the north half of the south half 
of the southwest quarter of Section 34- 
25-9, got sand at 1,672 to 1,714 feet and 
a 4,500,000-foot gas production. The 
Amerada Petroleum Co.'s No. 8, in the 
southeast corner of Section 16-22-9, got 
sand at 2.209-39 feet and started nat- 
urally at 80 bbls. It will be shot. C. J. 
Wrightsman’s No. 4, northwest corner of 
the northeast of the southwest quarter 
of Section 13-23-8 is showing 2,000,000 
feet of gas at 1.500 feet; No. 5 is on 
top of sand at 2,123 feet with 500 feet of 
oil in the hole and No. 6, in the center 
of the southwest quarter started at 100 
bbls. from sand at 1,704-09 feet but is 
now down to 15 bbls. 

The Marland Refining Co.’s No. 15, in 
the northwest corner of the northeast 
of the northwest of the _ northeast 
quarter of Section 29-23-8, shows 4,- 
000 000 feet of gas at 2,200 feet. The 
Atlantic Oil Producing Co.’s No. 4, 
in the center of the south line of the 
northwest quarter of Section 31-23-8, is 
in sand at 2,880-94 feet. The Cosden Oil 
& Gas Co.’s No. 1, southwest corner of 
Section 31-23-8, is dry at 2.578 feet. Th: 
Cosden Oil & Gas Co.’s No. 5, in the 
northwest corner of the southwest quar 
ter of Section 31-23-8, is flowing 95 bbls 
naturally from sand at 2,851-60 feet 
Carter Bros.’ No. 7, northeast corner ot 
the northwest of the southeast qu.rter of 
Section 23-21-8, is a 200-bbl. well in sand 
at 2,185 to 2,211 feet, after a 120-quart 
shot. The Guffey-Gillespie Oil Co.’s No. 1 
northwest corner of the southwest quar- 
ter of Section 6-26-6. got sand at 2,860 
70 feet, with a 6.000,000-foot gas produc 
tion. The Producers & Refiners’ No. 1 
Homer Hickman (No. 2 in the quarter 
section), southwest corner of the north 
west quarter of Section 31-27-6, got th 
top of what is designated the Bartlesvill: 
sand at 2.898 feet, and the well started 
flowing 450 bbls. when drilled in on 
foot. This well is about a quarter of a 
mile southeast of the Marland Refining 
Co.’s 600-bbl. well in the center of the 
southeast of the northeast quarter of 
Section 36-27-5, in sand at 2,947-67 feet. 
also designated the Bartlesville. This 
well was comp'eted last June. There 
is also a deep gas well in the soutbeast 
corner of the northwest quarter of Sec 
tion 31-27-6, which came in early last 
summer at 22,000,000 feet in sand at 
2.837-76 feet. This well is owned by the 
Producers & Refiners Corporation. An 
even more important well, because it is 
altogether wildcat, is the Guffey & Gil- 
iespie Oil Co.’s No. 1 on Mid-Co Petrol- 
eum Co. acreage, southeast corner of th 
northwest quarter of Section 32-27-7. The 
top of the Mississippi lime was found at 
2.891 feet, and there was a break from 
2.910 to 2,970 feet. The hole filled up 
1,000 feet with oil. 

The Busy Bristow District 

In Creek County, in the Bristow dis 
trict, the Wilcox Oil & Gas Co. substi- 
tuted 3-inch tubing for 2-inch in its test 
in Section 28-16-9, but it seemed impos 
sible to exhaust the water, and the well 
looked less favorable than ever. Con 
siderable new work is starting in th 
Bristow district, among which are the 
Wolverine Oil Co.’s No. 1, in the north- 
west corner of Section 1-15-8, a rig; 
Wilcox Oil & Gas Co.’s No. 1 Henaha. 
northeast corner of the northwest of th 
northeast quarter of Section 2-15-8, tim 
bers in; Graham and others’ No. 1 Hill. 
southwest corner of the southeast of th« 
northeast quarter of Section 35-15-8. 
drilling commenced; Carter Oil Co.'s No 
4 Green, center of the south line of th: 
southwest of the southeast quarter of Sec 
tion 9-16-8, a rig; White Oil Corpora 
tion’s No. 1 Harvey, southwest corner oi 
Section 36-16-8, timbers in; Elro Oil 
Co.’s No. 5 Beaver, southwest corner 0! 
the northwest quarter of Section 17-16-7 
timbers; Pulaski Oil Co.'s No. 1 Fife. 
southwest corner of the southeast of the 
southwest quarter of Section 15-14-8, « 
rig. 

The Wilcox Oil & Gas Co.’s No. 1 Har- 
colche, northeast corner of the northwes' 
of the southwest quarter of Section 31 
16-8, was reported drilling at a total 
depth of 3,065 feet, in broken sand. The 
Wileox No. 1 Kelly, in Section 35-16-8 
will be deepened. It is flowing 130 bbls 
a day this week. The Pure Oil Co. has 
a rig up for No. 1 Sulphur, northeas'! 
corner of the northwest of the northwes' 
quarter of Section 22-14-8. Buel & 
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TANK CARS ARE USED BY LEADERS OF INDUSTRY 


More Than 5,000 


“Pennsylvania” Tank Cars comprise the Penn- 

sylvania Tank Line. Ina little over a year, the 
number of cars in the Line has been more than doubled. 
These cars are leased to the nation’s leading producers 
and marketers of Petroleum and other Liquid Products. 
Such a marked growth for the “Pennsylvania” Tank Line 
is significant. It can mean only one thing. It means 
Prestige with the trade—with the ones who know from 
their own practical experience that “Pennsylvania” Tank 
Cars get their products delivered on time and all there. 


“*After All, Service Counts’ 
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northwest corner of the northeast quar- 
ter of Section 22-14-8, was shot with 
60 quarts in sand at 2,365-95 feet, but it 
is making only 15 bbls. This well is a 
disappointment, but the small amount of 
explésive tsed was a surprise, as, from 
the:-consistency of the sand thereabouts 
it has been found necessary to shoot 
heavily in order to get full results. 

In the Eastern’ Bristow district. 
Scentz and others have a dry hole at 
3,064 feet in No. 1 Herrod, northwest 
corner of the southeast quarter of Sec- 
tion 2-15-10. The Atlantic Petroleum 
Corporation’s) No. 7 Reece, northeast 
corner of the southeast of the northwest 
quarter of Section 3-15-10, is a 100-bbl. 
well at 2,662-98 feet, shot with 20 quarts. 
The Cosden Oi! Co. shot its No. 4 
Vaughn, northwest corner of the south- 
east of the southeast quarter of Section 
4-15-10, in sand at 2,597 to 2,648 feet. 
and is a 75-bb]. well. The Kawfield Oil 
Co.’s No. 7.Grayson, center of the east 
line of the southwest of the northeast 
quarter of Section 9-15-10, is a 60-bbl. 
well in sand at 2,601-50 feet, shot with 
100 quarts; Dingwall and others’ No. 6 
Jacobs, southwest corner of the southeast 
quarter of Section 9-15-10, started at 6) 
bbls. ‘naturally from sand at 2,610-35 feet. 
The Prairie Oil & Gas Co.’s No. 1 Jacobs, 
southwest corner of the southeast of the 
southeast quarter of Section 9-15-10, is 
a 60-bbl. producer at 2,707-40 feet. The 
National Exploration Co.’s No. 2 Robins. 
northeast corner of the northwest of the 
northwest quarter of Section 10-15-10. 
got sand at 2,644 to 2,708 feet, shot it 
with 100 quarts and has a 75-bbl. well. 
The Selby Oil & Gas Co.’s No. 3 Rob- 
ins, northwest corner of the northeast of 
the southwest quarter of Section 10-15- 
10, makes 100 bbls. a day from sand at 
2.597 to 2,644 feet, shot with 60 quarts. 
The Phillips Petroleum Co.’s No. 3 
Trent, northwest corner of the north- 
east of the southeast quarter of Section 
16-15-10, got sand at 2,700-56 feet, which 
was shot with 80 quarts, a 75-bbl. well re- 
sulting. The same company’s No. 4 
Trent, northeast corner of the southeast 
of the northeast quarter, started at 100 
bbls. after a 10-quart shot in sand at 
2,623-75 feet, and No. 3 F. Trent, north- 
west corner of the southeast of the 





northeast quarter of Section 16, is a 
150-bbl. well in sand at 2,672-2,720 feet. 
The Pulaski Oil Co. finished a 250-bbl. 
well in No. 2 Long, northeast corner of 
the northwest quarter of Section 16-15- 
10, in sand at 2,688 to 2,713 feet. Ben 
Gessell and others’ No. 4 Scott, center of 
the west line of the southeast of the 
northeast quarter of Section 23-15-10 
was abandoned as dry at 3,066 feet. Mis- 
ener and others’ No. 7 Stepney, center of 
the east line of the southeast of the 
southeast quarter of Section 23-15-10, is 
flowing 600 bbls. from sand at 2,976-80 
feet. The Wilcox Oil & Gas Co.’s No. 7 
Stepney, southwest corner of Section 24- 
15-10, is rated this week at 1,000 bbls. 








from sand at 2,968-84 feet. The Savoy 
Oil Co. is swabbing 100 bbls. a day from 
No. 4 Smith, center of the south line of 
the southeast, of the northeast quarter of 
Section 25-15-10. The Skelly Oil Co. 
has completed No. 3 Benmore, in the 
northeast corner of the southeast quarter 
of Section 28-16-10, in sand at 2,692 t 
2.719 feet, and it is a 200-bbl. well. The 
Vhillips Petroleum Co.’s No. 2 Benmore, 
in the northwest corner of, the southwest 
quarter of Section 33-16-10, is making 
250 bbls. from sand at 2,705-60 feet. 

The Kansas field review and additional 
Oklahoma field news will be found in a 
supplementary review published  else- 
where in this number. 








North-Central Texas Field 


By DAN F. DUGAN 


OUTPUT SHOWS LOSS 


Fort Wortu, Nov. 29.—Every pool in 
the North Central Texas field with the 
exception of Hiectra, reported a loss in 
production for the past week. The total 
loss was only 5,155 bbls. Burkburnett 
contributing the l.rgest quantity, 2,390 
bbls. daily. Stephens County made no 
gain in spite of a large number of re- 
ported completions, many of them show- 
ing from 100 to 300 initial output. The 
blanket decline can safely be charged to 
the inclement weather, and bad roads, 
which prevailed over the entire field. 
The total reported production was 227,- 
895 bbls. The Breckenridge pool was 
credited with 119,200 bbls. daily. 

No unusually large wells were brought 
in during the last week. 
is ascribed, however, to the fact that 
the pipeline companies, while not declin 
ing to tie into new wells, have urged that 
completions be made as slowly as pos- 





sible and drilling in new wells be post- | é 1 You 
| County, is apparent in the establishing 


poned as far as possible until the present 
strain on the carriers is relieved. Only 
in the cases where wells drill themselves 
in, will the pipelines make immediate con- 
nections to carry away the oil, it has 
been announced by officials of the differ- 
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ent carrier companies. The Prairie Pipe 
Line Co. has announced that its carry- 
ing capacity will be supplemented 
greatly within the next week. 

As lest week came to a close the load- 
ing racks on the Cisco & Northeastern 
Railroad on the south side of Brecken- 


ridge, began operations. Their racks 
are now handling approximately 1,000 
bbls. of oil an hour and extensions of 


the racks already are being planned. 

The casinghead gasoline plant of the 
California By-Products Co. also has 
started operations and during its initial 
day loaded four cars of blended gasoline. 
This company is the pioneer casinghe:d 
refinery in this field and its functions 
here will bring about large savings of 
casinghead gas which, despite its high 
value when blended with less volatile 
stuff, formerly went to waste. 

Another indication that the movement 
of future oil development will be to the 
north into the South Bend, Ivan, Elias- 
ville and Graham, territories in Young 


of a town at South Bend during last 
week. Upwards of 1.000 residents al- 
ready have located in the town, accord- 
ing to reports reaching here and more 
than 40 locations have been made in the 
field in that territory within a week. A 
newspaper plant is now being trans 
ported to the new town of South Bend 
and evidences are numerous that some- 
thing in the nature of a .“boom” will 
eventuate, either during the winter or 
the earlier weeks of the coming spring. 

One of the things that is expected to 
have much to do with the development of 
the new county is the fact that roads 
will be passable, because of their lime- 
stone and rock mixture, during the most 
inciement weather. ‘The building of 2 
ine from Graham to South Bend, the 
new town, by the Kell railroad now 
building from Wichita Falls to Graham 
is deciared to be a likelihood by many of 
the operators who are placing their con- 
fidence in the new territury as the com- 
ing center of activity. 

Lincoln Oil & Gas Co., of Toledo, Ohio 
with large holdings in the field, having 
its own production in Block 13 and other 
tracts, has let a contract tu build at ouce 
a turee-unit casinghead plant with a 
daily capacity of between 2,5U0U and 3,00U 
gailons of Ligh grade gasviie. ‘Lhe uew 
pi.nt will be located on the I. A. Sloan 
rease and will have rail connections on 
the Cisco & Nortueastern Kailway. 

The Pantanudie Vil & Kefining Co.’s 
lease on the K. J. MeUluskey tract in 
tue Southbend extensivn of the Eliasvilie 
pool is tue center of imterest to ol oper- 
ators in the North Texas fieids foiuw- 
img the drilling in of the No. 3 MeUilus- 
key a 1,00U-bbl. gusher from a 2,luu- 
foot sand. ‘This sand, which lays 4uU 
teet above that from which the produc- 
tion was obtained on the No. 1 McClus- 
key has been examined by a number of 
experts who declare it a true saud witb- 
out bearing any lime. It was only neces- 
sary to pierce this sand six inches before 
the oil started flowing, and 10 minutes 
after drilling in, the vil was going over 
the crown biock. . 

The Edmouda Oil & Refining Co. has 
just compieted the derrick for its first 
well on the Joseph Yeuman survey. 
about seven or eight miles north and just 
a little west of the town of Breckenridge. 
The location is a mile and a half uorth 
of the Roxana Petruvleum Co.’s No. 1 
Ball, which has been one of the most con- 
sistent producers in the North Brecken- 
ridge field for the past six or eight 
months. 

Six hundred teet south of the Edmonds 








location, Brown and associates have al- 
re.dy spudded in a well on the J, T. 
Ball farm. There is considerable ac. 
tivity under way in this particular sec- 
tion of the Breckenridge field, .it is re. 
ported. The Roxana Petroleum Co., with 
extensive holdings in this territory is re- 
ported to be building a large field camp 
there. 

Judge A. B. Sadler, chief of the oil and 
gas division of the Texas Railroad Com- 
mission, concluded a two-day visit last 
Tuesday, at Breckenridge and returned 
to Austin. At a meeting at the court- 
house he addressed about 25 oil men and 
pipeline representatives, stating that 
while he found the field outgrowing its 
pipe line facilities, he believed that the 
situation was one that would right itsel/ 
and that there was no need of borrowing 
trouble. Statement was made by tly 
Prairie Pipe Line Co. that within 16 
days or two weeks it would be able to 
handle 10,000 bbis. more per day fron. 
the field, the Gulf said that it would hay: 
to decrease its carrying capacity about 
a quarter next week, because of its de- 
clining storage facilities. More storag: 
in the field was urged by pipe line mey 
and Judge Sadler, who also impressed the 
need of the strictest enforcement of th. 
city ordinance requiring buried pipes fox 
gas and oil carriage. Judge Sadler wa 
introduced to the meeting by Mayo: 
Sayles. 

Stephens Near Completions 

Cogsdell, Mascho & Maxwell’s No. | 
C. M. Hitson, cleaning out after hsot at 
3,488 feet. 

Humble Oil & Refining Co.’s No. 3 
Guffey, producing 65 bbls. after shot at 
3,125 feet, to drill deeper. 

Magnolia Petroleum Co.’s No. 8&8 
i/o plugging back to pay at 3,020 
eet. 

Same company’s No. 2 Delaney Es- 
tate, shows oil and gas at 3.248 feet. 

MecNamare and othérs’ No. 1 Block 54 
shut down to connect at 3,078 feet. 

The Texas Co.’s No. 2 Vick, cleaning 
out after shot at 3,334 feet. 

Montrose Oil Co.’s No. 1 Stoker, no 
show of oil at 3,485 feet. 

Strickland Oil Co.’s No. 1 Owens. 
bridged after shot at 3,240 feet. 

Sunshine Oil Co.’s No. 1 Block 39, 
shut down for pipe line. 

Scott Oil & Refining Co.’s No. 1 
Guffy, shut down for pipeline connec- 
tions at 3,050 feet. 

Triangular Oil Co.’s No. 1 Block 74, 
shut down for pipeline connections at 
3,000 feet. 

Stephens County Completions 

Anchor Oil Co.’s No. 1 Tolle, 100 bbls., 
3,113. feet. 

Brown Oil Co.’s No. 4 Dickie, 1,200 
bbls., 3,144 feet. 

Bass Petroleum Co.’s No. 1-A Walker 
Caldwell, 650 bbls., 3,145 feet. 

Block 60 Oil Syndicate’s No. 1 Block 
60, 80 bbis., 3,166 feet. 

Breckenridge Investment Co.’s No. 1 
Black, 200 bbls., 3,178 feet. 

Chapman, Clark & Harbin’s No. 4 
Chaney, 300 bbls., 3,118 feet. 

Carteret Oil Co.’s No. 1 Walker, 300 
bbis., 3,105 feet. ‘ 

Cosbrook Oil Co.’s No. 6 Martin, 400 
bbls., 3,154 feet. 

Gulf Production Co.’s No. 16-C Ward, 
670 bbls., 3,096 feet. 

Humble Oil & Refining Co.’s No. 2 
Kell, 6,000,000-foot gasser, 3,155 feet. 

Same company’s No. 2 Harris, dry, 


2,176 feet. — 4 
art, dry, 


Same company’s No. 
3,346 feet. 

Lone Star Gas Co.’s No. 10 Warren, 
70 bblis., 1,602 feet. 

Same company’s No. 15 Warren, 6) 
bbls., 1,610 feet. 

Same company’s No. 17 Warren, 7! 
bbls., 1,612 feet. 

Magnolia Petroleum Co.’s No. 1 Ware 
dry, 3,930 feet. 

Same company’s No. 1 Walker, 6,000 
000-foot gausser, 3,077 feet. 

Monitor Oil & Gas Co.’s No. 7 Sloan 
1,000 bbls., 3,200 feet. 

Same company’s No. 10 Sloan, 
bbls., 3,180 feet. 

Mahlstedt Mook Oil Co.’s No. 2 Ack 
ers, 300 bbls., 3,150 feet. 

Oklahoma P. & R. and Pennock Oi! 
Co.'s No. 10 Sloan, 500 bbls., 3,180 feet. 

Prairie Oil & Gas-Co.’s No. 3 Cochren, 
200 bblis., 3,197 feet. 


500 

Same company’s No. 3 Lydon, 800 bls 
3,240 feet. 

Same company’s No. 4 Lydon, 200 
bbls., 3.248 feet. 

Same company’s No. 2 Lydon, 800 
bbls., 3,280 feet. 

Same company’s No. 1 Redwing, 100 
bbls., 3,387 feet. 
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Mark Unions are drawn and pressed from cold steel, are protected from rust. Will stand any pressure 
with brass seats fused into place. They are free or temperature found in the oil country or in refrig- 
from sand or blow holes common to all brass, malle- erating plants, cotton gins or oil mills. Especially 
able or cast unions. All parts, including threads suited for coils, gasoline, gas and air lines. 


Handled Exclusively in the Mid-Continent Field by 


THE ATLAS SUPPLY COMPANY 


General Offices 406-420 N. Main St. Muskogee, Okle. 


Phones, 3432-—3458—3134—3435. L. D. Phones,26 and 28 - ieee 
OKLAHOMA BRANCHES: TEXAS BRA z 
Bartlesville, Pawhuska, Ollten. KANSAS BRANCHES: Fort Worth, Eastland, Ranger, 
Okmuigee Augusta, E} Derado, Burns De Leon 
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Producers & Refiners Co.’s No. 1 
Rogers, 20 bbls., 3,392 feet 

Pryor & Woodward’s No. 1 Harding, 
350 bbls., 3,200 feet. 

Ranger Caldwell Oil Co.’s No. 1 Crow- 
ley, dry, 1,725 feet. 

Rogers Oil Co.’s No. 1 Block 58, 200 
bbls., 3,110 feet. 

Seidlitz’ Trustee No. 1 Block 1, 600 
bbls., 3,150 feet. 

Shawmut Petroleum Corporation’s No. 
1 Robertson, dry, 3,452 feet. 

Sinclair Consolidated Co.’s No. 1 Hill, 
dry, 3,630 feet. 


Same company’s No. 2 Rogers, 300 
bbls., 3,130 feet. 

Same company’s No. 2 Thorp, 300 
bbls., 3,110 feet. 


Swensondale Oil Co.’s No. 16 Swenson, 
20 bbls., 1,765 feet. 

Strawn Petroleum Co.’s No. 11 Stew- 
art, 25 bbls., 1,755 feet. 

The Texas Co.’s No. 2 Keathley, 40 
bbls., 3,252 feet. 

Same company’s No. 6 Pierce, 500 
bbls., 3.258 feet. 

Same company’s No. 11 Gholson, 300 
bbls., 3,193 feet. 

Same company’s No. 
bbls., 3,212 feet. 

T. P. Coal & Oil Co.’s No. 1 Pace, dry, 
3,539 feet. 

Walker & Caldwell’s No. 1 Walker & 
Caldwell, 1.200 bbls., 3,161 feet. 

Stephens Drilling Wells 

American Oil & Engineering Co.’s No. 
6 D. J. Stanford, shut down at 3,270 
feet; Atlantic Oil Producing Co.’s No. 1 
A. A. Rogers, shut down at 3,300 feet; 


1 Grimes, 75 


Brown Oil Co.’s No. 1-B A. J. Jones, 
underreaming at 3,405 feet; Cogsdell, 


Mascho & Maxwell’s No. 1 C. M. Hitson, 
shut down at 3,490 feet; Ferrell Oil Co.’s 
No. 1 W. H. Tolle, drilling at 3160 
feet; Thomas H. Fyshe, drilling at 3,400 
feet. 

Gulf Production Co.’s No. 1 W. W. 
Cox, shut down at 3,080 feet; No. 6 G. 
R. Davis, shut down at 3,375 feet; No. 
2 W. H. Moore, drilling at 3,200 feet; 
No. 1 L. A. Stoker, shut down at 3,190 
feet; Humble Oil & Refining Co.’s No. ? 
A. J. Collins, drilling at 3,150 feet; No 
2 T. H. Collins, shut down at 3.060 feet ; 

No. 2 H. W. Hart, cleaning out at "295 
feet ; Landreth and others’ No. 5 Hale, 
drilling at 3,100 feet. 





|2.700 feet; 


Magnolia Petroleum Co.’s No. 8 C. B. 
Brown, shut down at 3,002 feet; No. 2 
T. F. Lanham, fishing at 3,280 feet ; No. 
8 A. L. Sullivan, drilling at 3,400 ‘feet ; 
No. 2 C. D. Ward, drilling at eT 
feet; Prairie Oil & Gas Co.’s No. 1 C 
Jones, setting casing at 3,165 feet ; No. 1 
R. Satterfield, drilling at 3,400 feet : 
The Texas Co.’s No. 2 H. E. Wilson, 
shut down at 3,250 feet; Texas & Pacific 
Coal & Oil Co.’s No. 2 8. W. Bobo, fish- 
ing at 3,245 feet; No. 1 S. X. Pierce, 
drilling at 500 feet ; Transcontinental 
Oil Co.’s No. 1 F. E. Thorp, drilling at 
3,200 feet. 

Cooper & Henderson Oil Co.’s No. 7 
Martin, drilling at 3,200 feet; No. 2-A 
I. A. Sloan, drilling at 3,200 feet ; Cos- 
brook Petroleum Co.’s No. 4 WwW. H 
Ackers, shut down at 3.090 feet ; Fidelity 
Oil Co.’s No. 1 Jessie R. Smith, bad hole 
at 3,065 feet; Gulf Production Co.’s No. 
9 J. M. Ward, drilling at 3,200 feet; 
No. C-10 J. M. Ward, drilling at 3,200 
feet; No. C-12 J. M. Ward, drilling at 
3,200 feet. 

Mahlstead Mook Oil Co.’s No. 1 Block 
64, running casing at 3,043 feet; No. 2 
Sylvanus, cleaning out at 3,043 feet; 
Mid-Kansas Oil & Gas Co.’s No. 5 G. 
W. Hill, drilling at 3100 feet; Oil De- 
veloping Co.’s No. 1 Walker & ‘Caldwell 
drilling at 3.150 feet; Patton Victor Oil 
& Production Co.’s No. 2 Lakeview 
drilling at 3,190 feet; Pocahontas Oil 
Co.'s No. 2 W. H. Ackers, running cas- 
ing at 3,065 feet; Prairie Oil & Gas Co.’s 
No. 1 Cockren, shut down at 3,100 feet. 
Swensondale Oii Co.’s No. 1 Crowley 
shut down at 3.000 feet; The Texas Co.’s 
No. 6 Black Bros., fishing at 3,224 feet - 
No. 8 Black Bros., shut down at 3.069 
feet: Woods and others’ No. 1 Block 1, 
drilling at 3,100 feet. 

Sun Co.’s No. 2 Glenn, drilling at 
No. 2 Todd, shut down for 
water et 2,904 feet; No. 1 Thorpe, run- 
ning tubing at 3.824 feet; No. 1 Owens. 
underreaming at 2,680 feet; No. 1 Ken 
drick, shut down for part of rig at 
2680 feet; No. 1 Bell, shut down at 
200 feet; No. 4 Chaney, waiting on 
swedge at 1.642 feet; No. 5 Chaney 
drilling at 2.100 feet ; No. 2 McCall, 
drilling at 3.310 feet; No. 1 Keel, jarring 
on easing at 2.898 feet ; No. 1 Frazier 
drilling at 2,800 feet; No. 7 Stoker, 
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drilling at 200 feet; 
shut down at 3.515 feet; No. 7-B Jen- 
nings, shut donw at 3,515 feet; No. 4 
Blackwell, shut down at 3,265 feet; No. 
38-A Carey, waiting on steel nipple at 
3,374 feet; No. 4A Carey, waiting at 
1,120 feet; No. 2 Lee, drilling at 1,100 
feet. ‘ 

Prairie Oil & Gas Co.’s No. 3-A Ack- 
ers, trying to shut off water at 3,005 
feet; No. 4-A Ackers, drilling at 2,900 
feet; No. 5-A Ackers, drilling at 1,445 
feet; No. 6-A Ackers, drilling at 1,450 
feet No. 7-A Ackers, drilling at 1,900 
feet; No. 8-A Ackers, drilling at 1,400 
feet; No. 1 Cochran, drilling at 3,200 
feet; No. 2 Cochran, drilling at 2,885 
feet; No. 4 Cochran, waiting on shot at 
3,197 feet; No. 4 Cochran, fishing at 
2.328 feet; No. 5 Cochran, drilling at 
1,900 feet; No. 6 Cochran, drilling at 
2,150 feet; No. 2 Gardenshite, pulling 
casing at 4,415 feet; No. 1 wlenn, clean- 
ing out at 2,000 feet; No. 1-A Green, 
drilling at 2700 feet; No. 1 Hand, fish- 
ing at 2,995 feet; No. 1 Hill, drilling at 
2,300 feet; No. 1 Hughes, running cas- 
ing at 3,130 feet; No. 4 Jones, drilling 
at 2,800 feet; No. 5 Jones, drilling at 
3,100 feet; No. 1 C. F. Jones, drilling 
at 3,380 feet; No. 4 Lydon, cleaning out 
at 3,248 feet; No. 1 Pratt, drilling at 
1,100 feet; No. 4 Sorgee, drilling at 
1,900 feet; No. 1 Tolle, drilling at 2,750 
feet; No. 1 Tomlinson, preparing to run 
casing at 30140 feet; No. 1-A Veale, 
drilling at 2,930 feet. 


Eastland and Ranger 


Completions were few in this section of 
the North Texas field during the past 
week. Production remained prvctically 
stationary in spite of the small num- 
ber of completions, only showing a loss 
of 765 bbls. daily. Total amount of pro- 
duction reported 15,250 bbls. daily 

A test attracting more than ordinary 
attention in this field is the Okeh Ranger 
Oil Co.’s No. 1 Caudle, north of Eastlanc 
about one mile, now showing strongly 
for oil from 3,490 feet. The boiler i- 
being moved b:ck preparatory to drilling 
in. It is not known whether the bit is 
still in the so-called Caddo lime or in the 
deep Ranger pay. The Caddo lime i: 
supposed to exist at 3200 to 3,250 in 
this section and the Ranger pay -from 
about 3,550 feet. From 3,202 to 3,230 
this well had a showing in the lime, but 
this was passed up for the Ranger pay 
in hope of getting a natural producer. 
However, the well will be shot in the 
R.enger pay and if this is unproductive 
it will be plugged back to the Caddo lime 
and given a heavy shot in that: forma- 
tion. . 

The Gulf Production Co. is reported 
to have made a location on the Kine- 
brough lease south and across the road 
from the Rust well of Courtwright and 
others, that came in some weeks ago 
wih a production of about 150 bbls. from 
a sand found at 1,500 feet. This well 
is still holding up to 100 bbls. and shows 
signs of increasing. The Gulf Produc- 
tion Co. is also said to have determined 
on five new locations for the Kinebrough 
lease that is just east of the Rust well 
though this announcement is net au- 
thentic. Courtwright and others have also 
made a location on the Rust farm near 
the Rust well and will soon begin opera- 
tions. Which leads to the belief that 
the shallow field to the west of this city 
is in for a big play in the future. 

Probably the most important well to be 
brought in in this field during the past 
week was the well of the States Oil Cor- 
peration, No. 1 Hammett, about four 
miles west of Eastland and a short dis- 
tance northwest of the same company’s 
test on the Fisher trect that came in sev- 
eral weeks ago. The Hammett was giver 
a heavy shot from 3,058 to 3.628 and 
responded with a flow of 500 bbls 
While this well is not considered a wild- 
cat, yet it is quite an extension of that 
section of the field and is a step forward 
toward linking up the north Eastland 
County field with that of the old Gun- 
sight district. This well 2s is usually the 
ease with the wells in that section did 
not give much indication of being a pro- 
ducer before it was shot, however, after 
the nitro was exploded, it became active 
and is now putting 500 bbls a day in the 
storage tanks. 

South of Eastland on the Will A. Mar- 
tin farm, and almost within the cor- 
porate limits, the Donley Drilling Co. is 
down several hundred feet and making 
rapid progress on an offset to the Mart 
Hill well of the Alice Oil Co., which 
continues to hold up remarkably well. 

South of the Hill well on the Con 
nellee ranch, the Arkansas Natural Gas 


No. 6-B Jennings. 





Co. is setting casing at around 1,895 
feet. This well has been spudded in only 
a few weeks and has made remarkable 
progress in drilling. 

It is reported from Sipe Springs that 
the Atlantic Oil & Refining Co.’s No. 2 
Fee, after being: shot is making better 
than 1,000 bbls., and the Keidecker- 
Kenyon No. 1 Pruitt, is making 30 bbls. 
an hour natural under gauge and ix 
showing for a better well. When this 
company had drilled only six inches into 
the pay at 2,290 feet the fluid rose 800 
feet in the hole, and when it had reached 
a depth of only three feet in the lime the 
well began flowing with the foregoing 
result. The operators expect to strike 
the big pay about 20 feet in the lime. 

The Kirkwood-Weaver-White well i: 
standing 1,700 feet in oil and is expected 
to make a producer. There are eight 
more wells in the Puitt-Greenwood- 
Fields section on or nearing the lime 
with 11 others drilling, while to the west 
of Sipe Springs the Fisher Gilliland No 
2 Poteet, bears every ear mark of a 
gusher as soon as it is cleaned out. Of 
considerable importance is_ the past 
week’s development in the Hilburn or 
Rising Star pool. 

H. V. Foster’s No. 4 on the Hilburn 
tract having come in for a good producer. 
This well is two locations west of the 
discovery well, and it went over the top 

fter a light shot. It is reported mak- 
ing about 200 bbls. through the bridge, 
and operators versed in the game say it 
will make 600 bbls. when cleaned out. 
This well is about one-half mile north 
of the Smoot well, which came in several 
days ago making 600 bbls. It is about 
one. mile northwest of the Clark well, 
which has been making 800 bbls. for sev- 
eral weeks, and those acquainted with 
the field will remember it as the well 
nearest the lumber yard in Oil Center. 


The Manly Heck Oil Co.’s No. 1 
Goodrich has a showing around 3.200 
feet. This well is about one mile north 
of the original or discovery well in this 
pool. 

Eastland Near Completions 

Empire Gas & Fuel Co.'s No. 1 St 
John, shut down at 3,750 feet. 

Same company’s No. 2 S. John, ga: 
showing and drilling at 3.378 feet. 

Gabriel Brannon’s No. 1 , Reagan, set 
ting casing and drilling at 2,750 feet. 

Invincible Oil Co.’s No. 5 Shook. 
topped lime and drilling at 3,006 feet. 

Plateau Oil Co.’s No. 1 Tohrp, shut 
down for tubing at 3,325 feet. 

The Texas Co.’s No .1 Exall, cleaning 
out and swabbing 10 bbls. at 3,197 feet. 

Weaver & Kirkwood’s No. 2 White 
topped lime and shut down for shot at 
2,340 feet. 

White Oil Corporation’s No. 1 Thorp 
trying to shut off water at 3.340 feet. 

Eastland County Completions 

Frank Day Oil Co.’s No. 1 Kincaid. 
35 bbls., 3,372 feet. 

H. V. Foster and others’ No. 3 Hil 
burn, 100 bbls., 3,113 feet. 

Humble Oil & Refining Co.’s No. 14 
Farguson, dry, 1.538 feet. 

Same company’s No. 1 Ingram, dry, 
3,285 feet. 

Magnolia Petroleum Co.’s No. 4 Bear 
den, 5 bbls., 2,987 feet. 

Same company’s No. 4 Mathews, dr) 
2,935 feet. 

S. me company’s No. 6 Moorehead, dry 
3,722 feet. 

Mid-Kansas Oil & Gas Co.’s No. 15 
Dabney, dry, 3,099 feet. 

Midlothian Oil Co.’s No. 1 Madding. 
10 bbls., 3,105 feet. 

Ohio Oil Co.’s No. 1 Rusing, 40 bbls. 
3,006 feet. 

Pittsburgh & Western Oil Co.’s No. 1 
Puett, 50 bbls., 2,776 feet. 

Sapulpa Oil Co.’s No. 1 Pippen, dry. 
4,097 feet. 

Sun Co.’s No. 1 Allen, 4,000,000-foot 
gasser, 3,202 feet. 

Sinclair Oil Co.’s No. 9 Earnest, 180 
bbls., 1,907 feet. 

T. P. Coal & Oil Co.’s No. 4-B Butler. 
dry, 1,355 feet. 

Virginia Oil Co.’s No. 1 Watson, 150 
bbls., 3.241 feet. 

Comanche County, Desdemona, Sipe 
Springs and Wildcat Completions 
Humble Oil & Refining Co.’s No. 2 

Goss, 3,000,000-foot gasser, 550 feet. 
Magnolia Petroleum Co.’s No. 6 Moore. 

dry, 3,595 feet. 

Prairie Oil & Gas Co.’s No. 1 Quar- 
rels, dry, 4,605 feet. 


Archer County 
Perkins and others’ No. 1 Andrews. 
2 bbls., 918 feet. 
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With Parkersburg’s Quarter Century 
Reputation Behind Them — 


And the endorsement of the keenest men in the oil producing business. 


With their ease and economy of transport, either singly or in large quantities, and in 
small or large capacities. 


And the rapidity and cheapness which characterizes their erection and dismantling for 
re-erection at other points without destruction, or loss of parts. 


With their channel reinforced seams, specially prepared packing, and guaranteed 
scientific leak-proof construction. 


And careful nesting for shipment with all parts included, and final painting with a 
patented resistant paint. 


With all these points standing out like a sore thumb, and many more not mentioned, 
but present, and voting for them, you can’t place a better bet than your money on 


PARKERSBURG 


PORTABLE BOLTED STEEL TANKS 
65 - 100 - 250 - 500 - 1000 - 1500 - 2000 bbls. capacity 


Ask for Bulletin ‘‘C’’ and full details 


TheParkersburg Rig & Reel Company 


Parkersburg, W. Va. Tulsa, Oklahoma 


Warehouses, Representatives and Tank Setting, Cutting 
Down and Re-Setting Crews at: 


TEXAS KANSAS LOUISIANA OKLAHOMA 
DeLeon Houston Eldorado Srovepart Tulsa Walter 
oe Peabody Homer . 
Ranger Wichita Falls Augusta Gahagan Drumright Pawhuska 
Albany Desdemona Minden Hominy Blackwell 
Eastland Comanche OHIO WEST VA. Okmulgee Beggs 
Dallas Cleveland Ciarksburg Wilson 


WYOMING: Casper and Osage 
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Palo Pinto County 

T. P. Coal & Oil Co.’s No. 1 Boles, 
dryfi 3,191 feet. 

Same company’s No. 1 Riebe, 
4,015 feet. 

Same company’s No. 4 Robinson, 50 
bbis., 1,617 feet. 

Erath County 

Prairie Oil & Gas Co.’s No. 1 Kahn, 

dry, 4,220 feet. 
Eastland Drilling Wells 

Arkansas Natural Gas Co.'s No. 5 
Connellee, drilling at 2,100 feet; Asso- 
ciated Oil Co.’s No. 1 Castleberry, drill- 
ing at 2,100 feet; No. 1 Light drilling at 
2,800 feet; Bradley Oil Co.’s No. 
Exall, shut down at 1,625 feet; No. 1| 
Moore, drilling at 460 feet; Fred bs 


dry, 





and others’ No. 1 Mattie Baggett, shut 
down at 2,300 feet; Delmar Oil Co.’s No. 
2 1. T. Hitt, fishing at 2,780 feet; No. 2 
Hitt, fishing at 1,800 feet. 

Dohley Drilling Co.’s No. 1 Martin 
and others, driiling at 500 feet; Drillers, 
Oil Co.’s No. 6 Barnes, fishing at 2,550 
feet; Fensland Oil Co.’s No. 1 McCoy. | 
fishing at 885 feet; H. V. Foster and 
others’ No. 2 J. D. Smoot, drilling at 
2,100 feet; Gabriel Brannon’s No. 
Reagan, drilling at 2,800 feet; Gulf Pro- 
duction Co.’s No. Ray, fishing at 
2,180 feet. 

Higginbotham Drilling Co.’s No. 4 
Higginbotham, setting. casing at 2,490 
feet; Humble Oil & Refining Co.’s No. 1 
Bivens, setting casing at 1,310 feet; No. 
2 J. D. Clark, underreaming at 150 feet ; | 
No. 3 Clark, drilling at 1,100 feet; No. 1 
Martin, shut down at 3,100 feet; No. 1 
Ray, drilling at 1,450 feet; No. 1 Thorp, 
drilling at 2,900 feet; No. 1 Wharton, 
cleaning out at 3,265 feet. 

Jackson Oil & Refining Co.’s No. 1 
Daniels, shut down at 1,920 feet; Lat- 
shaw and others’ No. 1 F. M. Jackson, | 
underre: ming at 900 feet; Madden Bros.’ 
No. 1 Day, underreaming at 816 feet; 
Magnolia Petroleum Co.’s No. 1 Collier 
underreaming at 1,360 feet; No. 1 Moore, 
drilling at 2,500 feet; Manley Heck Oil 
Co.’s No. 1 Brooks, shut down at 3,210 
feet; Mid-Kansas Oil & Gas Co.’s No. 8 
Harrell Acct. 2, cleaning out at 3,259 
feet. 

New Domain Oil Co.’s No. 3 William- 
son, drilling at 300 feet; North Texas'| 
Oil Co.’s No. 1 Goode, shut down for! 

















1) Parrock, cleaning out at 3.351 feet; No 
18 Mrs. Ann Quiett. drilling at 1.300 feet - 


ling at 3,522 feet; Virginia Oil Co.’s No. 
1/3 Thorp, drilling at 2,000 feet; White 


casing at 2,908 feet. Okeh Ranger Oi’ 
Co.’s No. 1 Caudle, drilling at 3.300 feet ; 
A. G. Parker and others’ No. 2 Green, 
shut down at 3,203 feet; Prairie Oil & 
Gas Co.’s No. 1 Stewart, drilling at 
2,000 feet ; Root Hupp Duff Oil Co.’s No. 
1 Goode, drilling at 3,700 feet; Sheffler 
and others’ No. 1 Green, fishing at 1,665 
feet; Southwestern Development Co.’r 
No. 2 Goode, pulling casing at 2,800 
feet; States Oil Corporation’s No. 4 
Connelle, shut down at 700 feet. 

States Oil Corporation’s No. 3 Dooley, 
drilling by bit at 3,259 feet; No. 2 Hen- 
derson, shut down at 3,539 feet; No. 7 


No. 4 Mrs. Ann Quiett. drilling at 200 
feet; No. 1 Ray. cleaning out at 3.3° 
feet: No. 1 Shamberger, drilling at 1.34¢ 
feet: Strum Oil Co.’s No. 1 Vestal 
cleaning out at 1.640 feet; T. P. Coal & 
Oil Co.’s No. 3 Barker, drilline at 3,000 
feet. 
Transcontinental Oil Co.’s_ No. 

Thorp, running casing at 3.450 feet: 
Universal Oil Co.’s No. 1 Nerger, fish- 


Oil Corporation’s No. 2 Thorp, shut 
down at 2.890. 

Prairie Oil & Gas Co.’s No. 1 Cotton, 
nulling easing at 3.445 feet: No. 3-Q 
Christmes, cleaning out at 3,467 feet: 
No. 8 Howard. cleaning out at 3,535 
feet: No. 4 Johnson, cleaning out at 
8212 feet; No. 6 Roner, cleaning out at 
3496 feet: No. 1 Roper, cleaning out at 
2.329 feet: No. 1 Stewart, drilling at 
S00 feet: No. 7 Woods, cleaning out at 
3.502 feet. 

Sun Co.’s No. 1 Greenwood, set casing 
at 2.120 feet; No. 1 Allen, drilling at 
3.240 feet; No. 4 Allen, drilling at 2,900 
feet: No. 1 Hutton running casing at 
8045 feet: No. 2 Hutton. running man 
drill at 2.650 feet: No. 3 Hutton, fish- 
ing for tools at 2,830 feet; No. 1 Hig- 
ginbotham, drilling at 3,200 feet; No. 2 
Higginbotham, cleaning out at. 3,358 
feet; No. 4 Higginbotham, waiting on 
orders at 2,586 feet. 

Burkburnett Pool 

Production in the Wichita County 
field showed some little loss, for the past 
seven days. The most noticeable de- 
crease was in the Burkburnett pool, 











The Fulton Gas 


and utilized. For this purpose the 
designed, and is so constructed that 


from the gas under treatment, the 
to take its place. 
The usual practice is to compress 


and 300 pounds to the square inch. 
mined, the weights on the lever can 


pilot valve. 








Natural Gas Gasoline Plants 





In the manufacture of Gasoline from natural gas, during the process 
of treatment, the gas is raised to a high pressure by means of a multi- 
stage compressor, and when the gasoline has been extracted from the 
quantity under treatment, it becomes necessary to remove the residuum 
gas still under high pressure, by discharging it into the atmosphere, or 
into a closed receptacle, or system of pipes from which it can be saved 


the stage, or limit of pressure at which all the gasoline will be removed 


the treated gas to escape, while a fresh supply of untreated gas flows in 


then blow. The valve will blow until the pressure falls 20 to 25 pounds, 
or until all the treated gas has escaped. 

The period of blowing can be made longer or shorter by means of 
the tappet screw on lever which touches the stem of the exhaust 


THE CHAPLIN-FULTON MFG. CO. 
PITTSBURGH, PA. 


Relief Valve for 


Fulton Gas Relief Valve has been 
when the compression has reached 


relief valve will open and permit 
the gas to some point between 200 


When this point has been deter- 
be adjusted so that the valve will 


which reported a slump of 2.390 bbls. 
daily, its production being 65,100 bbls. 
daily. The daily average for the two 
other pools was as follows: Electra 
10,965 bbls., Iowa Park, Holliday, etc., 
5,305 bbls. 

It is reported from Electra that three 
wells in the K. M. A. district stand out 
as the features of last week’s ‘completion: 
for the county. 

The Universal Oil Co.’s No. 1 Block 
80, K. & K., which was thought to -be 
dry at around 2,000 feet and which 
pulled the casing in two at 1,500 feet 
thereby starting a flow of oil from that 
denth, is reported making 175 bbls. a day 
with some water trouble. 

The Dr. J. C. Wallace No. 1 K. & K. 
is reported making 100 bbls. from the 
1,630-foot sand. Owing to the distancr 
from the Universal well and the fact that 
there is a large dip, it is thought the 
Wallace well has the same sand as th 
Universal. The Panhandle Refining Co.’s 


2|No. 4 Munger, in the north part of 


Block 25, is swabbing 100 bbls. from the 
1.200-foot sand. The Walker Consoli 
dated Co.’s No. 4 K. & K., in Block 17 
is making 50 bbls. from the sand at 
1.760 feet. The Burkburnett Jr. Oil 
Co.’s No. 6 Burnett is a 20-bbl. producer 
from the 765-foot sand. 

The Univers*] well is the first pro- 
ducer from 1,500 feet in the K-M. A. dis- 
trict, and is the second producer in Block 
20, and is also the farthest west that 
nroduction has yet been extended in the 
K. M. A. pool. The Universal test is in 
the north part of Block 20. a short dis- 
tance south of the Gulf Production Co.’s 
No. 1 Potter Lewis, which has been hav- 
ing casing trouble for several days, ane 
is not yet down to the K. M. A. regular 
sand depth. No sand wes reported in 
this test at the 1,500-foot depth. 

The shallowest sand yet developed into 
a producer in this district is the 1,240- 
foot sand, from which the Panhandle Re- 
fining Co.’s No. 4 Munger, north part of 
Block 25, is producing at the rate of 100 
bbls. There have been showings of oil 
at this depth reported in other wells 
drilled in this neighborhood but this i: 
the first in which the sand was consid- 
ered as looking good enough to justify a 
test. The result has been very satis 
factory and the new well provides a 
fourth producer sand in the K. M. A 

The Jetter & Lewis Oil Co. is rigging 
up to start a 2,000-foot test on its 
lease on the Cropper tract in the Tex 
homa pool. This tract alreday has shal- 
low production. 

This will be the first test in this field 
to go after a sand below the usual 1,250 
to 1.300-foot depth of the wells already 
producing and will be watched with great 
interest. 

The Ramming Development Co. is als« 
reported getting ready to start a 2,000 
foot test on the Roller tract. 

The second big gasser in the Texhom: 
field was renorted Friday night wher 
the Texana Oil Oil Co.’s No. 2 Hornsby 
blew in with an initial production of 
30,000.000 cubic feet. The gas sand 
was found at 1.500 feet. 

This makes a total of six gas wells in 
this field, four of them being small well: 
making around 2,000.000 to 8,000.000 
cubic feet per day. The Texana Co.'s No 
1 is a gasser making around 5,000,000 
cubie feet per day. 

In addition to the gassers in the Tex 

homa pool a good new oil well is reportec 
on the Dodson tract, the Wirt Franklir 
_ 1 Dodson making 150 bbls. at 1,32¢ 
eet. 

The two new gassers named above are 
the first gas wells for the respective com 

panies, with the exception of the Tex- 
ana’s No. 5 Dodson. The Texana wil’ 
be remembered as the pioneer in the ga 

development of the pool, its No. 1 hav 

ing been the first gasser drilled. Th 
No. 5 is the second well to be taken te 
the gas sand, other wells having beer 
completed as oil producers from shallower 
sands. 

A new sand, 50 feet deeper than that 
at which offsetting wells are producing 
has been struck at the Nos. 20 and 21 
Daniels of the Texas Chief Oil Co. in 
the Texhoma field. The No. 20 well was 
comnleted 10 days ago at a depth of 
1.300 feet, and is now producing at the 
rate of 20 bbls. a day. The No. 21 test 
and offset to the No. 20 was drilling in 
Thursday from a sand struck at the same 
denth. 

The Texas Chief Co. has several wells 
producing from the 1.240-1.250 feet 
denth. The Nos. 20 and 21 struck the 
1,250-foot sand, but drilled through. It 
is now believed bv officials of the com- 


a larger production than the shallower 
depth. The Texas Chief lease is 600 feet 
northeast of the Camp gasser, which 
came in several weeks. ago, showing an 
initial production of 35,000,000 cubic 
feet of gas. 

In the North Clara pool the 49 Oj! 
Co.’s No. 1 Ramming, north of the Mec 
Callister & Brown lease, and the furthest 
north the Ramming sand has been drilled 
so far, has drilled 30 feet of rich looking 
sand, according to latest reports from 
the field, from 1,761 to 1,791, and is 
now preparing to shoot the sand and 
complete. The McBam Oil Co.’s No. 6 
Prechell has not yet completed cleaning 
out after being shot. 

A new well for the Kansas & Gulg Co 
on the Michna lease, Block 819, reporte: 
good for 100 bbls., is practically the on); 
new development reported from th 
Burkburnett northwest. There is nm 
change in the status of the deep test i: 
the north part of Block 819, though th: 
crew is reported still at work. 

In the Burkburnett townsite pool th« 
Magnolia Petroleum Co. is reported get 
ting ready to drill a new hole for th 
No. 13 Van Cleave. The first No. 18 hac 
been completed and was making aroun 
150 bbls. when it was junked, accordin: 
to reports. This is practically the onl: 
drilling being done in the townsite poo! 

The Aldine Oil Corporation’s No. 1 C 
Birk, east of the Arkansas Texas well 
which got a new 1,835-foot sand betwee: 
Clara, in the Bowers, and Burk Camero: 
well some weeks ago, is reported to hav: 
made some flows the latter part of th 
week, being the first of the tests started 
after the strike of the Arkansas Texas 
to show any material developments. Th: 
Arkansas Texas well is understood to b: 
pumping about 40 bbls. 

From Vernon, Wilbarger County, it i 
reported that the Gulf Prod. Co.’s No. 1 
MeMillan has reached 2,180 feet, wit! 
casing set and cemented as far as 2,016 
feet. This well, it will be remembered 
is the one which caused such a flurry o/ 
excitement in local circles a little mor: 
than a month ago. 

The Gem Oil Co.’s No. 1 Wharton 
Section 27, Block 2, is drilling at 1,460 
feet. This organization has consistent], 
kept on with its progress for the last 
month, 

Pyramid Royalty Co.’s No. 1 Whar 
ton, Section 52, Block 3, rat-holing at 
1,830 feet. 

Staley Green and others’ No. 1 Dill, 
Section 82, Block 14, has resumed drilling 
at 2,130 feet after a temporary period 
of suspension. 

A report from Wichita Falls states 
that $20.000 worth of Burkburnett crud 
was pumped into Red River a few days 
ago, when one of the Constantin pip 
lines across the river to the Constantin 
refinery at Devol broke. The company, 
it is reported, is making no effort to re 
cover the oil, but since the accident 
wagons and trucks have taken advantage 
of the opportunity and have been salvag 
ing the crude. 

Burkburnett Completions 

surk Czomeron Oil Co.’s No. 4 Foster 
& Allen, dry at 1,870 feet. 

Burk Key Wilson and others’ No. 2 
Case, dry at 150 feet. 

Carlisle Ryan & Texas Interstate’s 
No. 1 Donohoe, 20 bbls., at 1,238 feet. 

Danciger & Underwood’s No. 1 Myers 
dry at 1,400 feet. 

Franklin Oil Co.’s No. 1 Dodson, 110 
bbls. at 1,250 feet. 

Gulf Prod. Co.’s No. 10 Michna, 60 
bbls. ‘at 1,630 feet. 

Overland Oil Co.’s No. 3 Myers, dry 
at 990 feet. 

Oklahoma Petroleum & Gas Co.’s No. 6 
Taylor, Lease 4, 65 bbls. at 1,655 feet. 
Same company’s No. 8 Taylor, Lease 4 
60 bbls. at 1.650 feet. 

Plains Oil & Gas Co.’s No. 1 Dodson 
125 bbls. at 1.250 feet. 

Quanah Oil Co.’s No. 7 Roller, 80 bbls 
at 1,035 feet. 

Steiner Oil Corporation’s No. 2 Siber 
dry at 1,625 feet. 

Texas Prod. Co.’s No. 5 Dodson, 15,- 
000.000-foot gasser at 1.490 feet. 
Texhoma Oil & Refining Co.’s No. j 
Dodson, dry at 1,755 feet. 

Same company’s No. 6 Dodson, dry at 


1,270 feet. 

At Towa Park 
Burkburnett Junior Oil Co.’s No. & 
Burnett, 15 bbls. at 780 feet. 

F. N. Gates Oil Co.’s No. 2 Fee, dr; 
at 825 feet. 


Electra 
Gulf Production Co.’s No. 3 Collett 
120 bbls. at 1.420 feet. 
Ilughes Petroleum Co,’s No. 3 Dunn. 
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pany that the 1,300-foot sand will show 


dry at 1,300 feet. 
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CLARK ENGINE ON SILLS 
READY FOR WORK 


The Men Who Buy Clark Drilling Engines are 
Men Whose Judgment is Dependable 


We would like to have you ask some of these buyers 
what they think of Clark Drilling Engines, these 
customers of ours are among the mighty in the oil 
business—they are probably good personal friends 
of yours. 





Sinclair Oil & Gas Empire Gas & Fuel, Pearsonia 
Cosden Oil & Gas Barnsdall Oil, Bartlesville 

Roxana Petroleum Boston Oil & Gas, Newkirk, Okla. 
W. M. Graham Shell Co., California 

D. W. Franchot & Co. Asiatic Petroleum 

Oklahoma Producing & Refining International Petroleum 

Carter Oil Co., Tulsa Sinclair Panama Oil Co. 


Complete list of users and our New Drilling Engine Catalogue. mailed 
on request. We are prepared to make immediate shipments of Clark 
Drilling Engines and parts from our Tulsa warehouse. 


CLARK BROS. COMPANY 


Main Office and Factory, OLEAN, N. Y. 


CLARK BROS. COMPANY BUCK & STODDARD 
8 North Cheyenne Avenue, Tulsa, Okla. American Nat’l Bank Blidg., San Francisco, Cal 


GAS ENGINEERING and CONSTRUCTION CO., 704 Union Bank Bidg., Pittsburgh, Pa. 
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Co.’s No. 1 Taylor, 
feet ; 
shut dowm at 1,595 feet 


Brown Drilling Co.’s No. 4 K. & 


Goetz, 30 bbis. at 1,090 feet. 


K. M. A. Completions 
Bass & Diliards No. 6 K. & K., 130 


bbis. at 1,765 feet. Aggers Oil Co.’s No. 4 Daniel, 
Haynes Art & Cannon’s No. 6 Munger,|out; No. 5 Daniel, drilling at 700 
dry at 1,760 feet. feet; Ark-Tex Oil Co.’s No. 1 Birk, shut 
Haynes & Cannon’s No. 1-C Munger,|down at 1,800 feet; No. 2 Birk, shut 
dry at 1,760 feet. down at 1,250 feet; Brown & McAllis- 
Walker Consolidated Petroleum Co.’s|ter’s No. 5 Ramming, cleaning out; 49 


No. 3-B K. & K., 40 bbls. at 1,765 feet. 

Pe.roleum Development Co.’s No. 2 K 
& K., dry at 925 feet. 

Walker Consotidated Petroleum Co.'s 
No. 4 K. & K., 5U bbls. at 1,760 feet. 
Dr. Wailace’s No. 1 Logan, 100 bbls. 

1,635 feet. 

Burkburnett Drilling Wells 
Buckeye Petroleum Co.’s No. 2 State 
Lands, drilling at 200 feet; No. 3 State 
Linds, drilling at 1,450 feet; Danciger 
Oil & Refining Co.’s No. 1 Michna, Lot 
26, shut down at 1,750 feet; kort Hollis 


1,690 feet ; 
down at 1,290 feet. 


D- niel, 
Petroleum 
drilling at 750 feet; 
others’ No. 1 Heusener, 
1,000 feet ; 
down at 1,640 feet; 


Syndicate’s No. 


at 


No. 62 Rielly, drilling at 1,100 fe 


64 Rielly, 


drilling at 1,450 
Tex-Ohio Oil Co.’s No. 1 Roberts, 
t; Winz Oil Co.’s 
No. 1 Taylor, shut down at 1,610 feet; 
cieaning 


Oil Co.’s No. 1 Ramming, shut down at 
Ferguson's No. 2 Fee, shut 


Invaders Oil & Refining Co.’s No. 8 
shut down at 1,270 feet; Johnson 
3 Dodson, 
Kelpey, Bright and 
shut down at 
Lawton’s No. 1 Birk, 
Magnolia Petroleum 
Co.’s No. 61 Rielly, drilling at 500 feet; 
et ; 
shut down at 1.200 feet; 


shut 


No. 
No. 





drilling at 1,200 feet; No. 11 
shut down at 1,500 feet; No. 
Dodson, shut down at 1,200 feet; No. 
Dodson, shut down at 1,220 feet; 
Co.’s No. 1 Myers, drilling at 1,200 feet ; 
Texana Petroleum 
drilling at 1,300 feet; 


Powell, 
Dodson, 


Co.’s No. 1 Livermore, drilling at 1,800 
feet. 
Underwood Drilling Co.’s No. 2 Myers 


shut down at 1.350 feet. Weatherford 
Oil Co.’s No. 1 Weatherford, shut down 
lat 1,740 feet ; Arcadia Oil Trust Co.’s No. 
2 Melton, shut down at 730 feet 
Oil Co.’s No. 1 Dale, 
feet; Emerick Oil Co.’s No. 3 Burnett, 
shut down at 1,420 feet; No. 4 Burnett. 
drilling at 1,000; Federal Oil Co.’s No 
1 Baker, shut down at 1,670 feet ; Powell 
Oil Co.’s No. 1 Foster & Allen, shut 
down at 890 feet; Texas Virginia Oi! 
Co.’s No. 2 Burnett, drilling at 990 feet 

Virginia Oil Assn.’s No. 3 Burnett 
Universal Oil 


Oil Co.’s No. 3 Vogel, drilling at 1,650|65 Rielly, drilling at 1,400 feet; No. 66 shut down at 690 feet ; e 
feet; klorry Ward Pooduction On! ’'s No |Rielly, drilling at 1.400 feet; No. 68'& Development Co.'s No. 1 Go's, No. 
2 Schnakenberg, drilling at 1,700 feet ;|Rielly, drilling at 1,200 feet; No. 9 Allen; Petroleum ergy oy og" 0 
Great Lakes Petroleum Co.’s No. 4 Tay-|Ramming, shut down at 1,780 feet; No.|1 K. & K. , drilling at 1,800 feet 0. r. 
lor, shut down at 1,650 feet; Grand|10 Ramming, drilling at 1,230 feet; No. K. & K, drilling at 900 feet ; Burton ( il 
Duke Production Co.’s No. 3 "Holtzen, 28 Ramming, drilling et 1,800 feet; No. Co.’s No. 1 Blagg, drilling at 700 feet 
driiling at S880 feet. 11 Ramming, drilling at 1,000 feet; No. Dundee Oil & Gas Co.’s No. 2 Griffin. 
Kansas & Gulf Co.’s No. 6-B Scheis-|29 Ramming, drilling at 1,350 feet; No. shut down at 1.830 feet; Greater Texs 
seur, shut down at 1,820 feet; No. 1/31 Ramming, drilling at 1,030 feet; No. Oil Co.’s No. 1 Burnett, drilling at ~ 
Hoitzen, Block 2, Tidwell, drilling at}32 Ramming, drilling at 900 feet; No. feet ; Headingten and others & 
1,300 feet; No. 2 Michna, shut down at|6-A Holcomb, drilling at 1,400 feet ; No. Mitchell, drilling at 900 feet ; Hi 
1,650 feet; Kansas Gulf Produeng &|5 McFarland, drilling at 2.100 feet; No Roberts No. 2 K. & K., shut down a 
Refining Co.’s No. 16 Schmisseur, ciean-|13 Martin, shut down at 1,660 feet; No |1,760 feet; No. 1 Logan, drilling at 
ing out; No. 18 Schmisseur, sitt down|14 Martin, shut down at 1,660 feet. 1,745 feet; Haynes Ard and a. 
at 1,800 feet; No. 19 Schmisseur, shut] Monarch & Emerick’s No. 6 Roller, © Munger, ‘shut “yey - wh, = 
down at 1,900 feet; No. 5 Vogel, shut|shut down at 1,230 feet; No. 8 Rolier. © Rg cmp I & Be ohn No. 
down at 1,790 feet; No. 1 Morkan, shut |drilling at 1,240 feet; MeMan Oil Co.'s — e~™ nan’: “20 a ; 
down at 1,450 feet. No. 6 Preschel, shut down at 1,660 feet ; » > "k tele No. 2 Logan, shut 


O'Dell Oil Co.’s No. 7 Beach, 
1,500 feet ; 
10 Schultz, 
Quanah Oil 
at 1,000 feet 
1 Albright, shut 
Shamrock Oil Co.’s No. 
shut down at 1,440 feet. 

Skelly’s No. 
1,670 feet; No. 
at 1,000 feet; 
No. 2 Beach, 
Texhoma Oil & Refining Co.’s 
Powell, drilling at 1,300 feet; 


MeMahon Oil Co.’s No. 1 State Lands, 
cleaning out; No. 2 State Lands, shut 
down at 1,480 feet; No. 3 State Lands, 
shut down at 1,160 feet; No. 6 State 
Linds, shut down at 830 feet; No. 7 
State Lands, shut down at 1,550 feet; 
Chis. F. Noble’s No. 12 Waggoner, shut 
down at 1,640 feet; O. P. & G. Co.'s No. 
2 Taylor, Lease 1, drilling at 1,500 feet; 
No. 10 Taylor, Lease 3, drilling at 1,400 
feet; No. 11 Taylor, Lease 3, drilling at 
1,300 feet. 

Patton and others’ No. 
shut down at _ 1,690 feet : 


1,200 
Roller, 


drilling at 
Co.'s No. 7 


down at 


8 Ramming, 


2 Wagner, 
Santa Fe Oil 








drilling at 
Pierce Oil Corporation’s No. 


feet ; 


drilling 


; Rogers Refining Co.’s No. 
1,200 feet ; 
13 Borscheldt, 


2 Ramming, shut down at 
shut down 
Stump Oil & Gas Co.’s 
shut down at 1,270 feet; 
No. 
No. 


20 
21 
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ORAL 2 ape dustie Chatyd Leopats as 
Joint Leaks, Positively Permanently— 
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Kmergency Pipe Clamps all 
Leaks in Pipe, Instantly and Forever— 
* Anv Precanre, 
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CARRIED IN STOCK BY ALL SUPPLY STORES 
M. B. SKINNER CO., CHICAGO 











; Southern Production 
Co.’s No. 1 Munger, shut down at 1,740 
feet; Texhoma Oil & Refining Co.’s 
No. 4 K. & K., shut down at 1,780 feet ; 
No. 6 K. & K., drilling at 1,700 feet; 
Walker Consolidated Petroleum Co.'s No. 
2 Ferguson, shut down at 1,780 feet; 
Works and others’ No. Ferguson, 
drilling at 1,600 feet. 

Outside of the Pools 
County—Mass Tex Oil Co.’s 
drilling at 760 feet. Huteh- 
No. 1 Yarborough, shut 
Sabana Oil Co.'s No. 


down at 1,720 feet 


ERATH 
No. 1 Hill, 
inson and others’ 
down it 375 feet. 


1 Halsey, cleaning out. Herrington & 
Robinson’s No. 1 Cage, shut down at 
3,138 feet. Ohio Bankers Oil Co.’s No. 
1 Harris, drilling at 2,990 feet. Dough 


Boys Oil Co.’s No. 1 Laney, shut down 
at 800 feet. Prairie Oil & Gas Co.'s No. 
1 Quarles, pulling casing at 4,603 feet ; 


| No. 1 Kahn, pulling casing at 4,240 
|feet; No. 1 Russell, drilling at 3,55U0 
| feet. 


No. 1 Costello, shut down at 2,650 feet. 
Lone Stur Gas Co.’s No. 1 Wheeler, shut 
down at 4,020 feet; No. 2 Wheeler, fish- 
ing for casing at 3,638 feet. 1. 

Owens and others’ No. 1 W heeler, run- 
casing at 350 feet. Dittman & 


} ning 
1 Bigler, hole caving at 


Shidler’s No. 
| 3,500 feet. 
CALLAHAN CouNntTy—Alamo Petroleum 


| Pato Pinto County—A. T. Hurd’s 
| 
| 
} 
| 
| 1 shut down at 2,745 


| Co.’s No. Hart, 


|} feet. Bryan Union Oil Co.’s No. 1 
Hennessey, fishing for tools at 1,650 
feet. Clyde Callahan Oil Co.’s No. 1 


| Woody, shut down at 1,026 feet. Andy 
| Urban’s No. 1 Tabor, shut down at 2,875 
i feet. Advance Oil Co.’s No. 1 Powell 
& Liggett, shut down at 1,905 feet. 
Pierce Fordyce’s No. 1 McGowan, pull- 
ing casing at 4,020 feet. Norman Oil 
Co.’s No. 1 Harris, shut down at 1,700 
feet. Ranger Andrews’ No. 1 Odam, 
drilling at 2,700 feet. 

| COMANCHE CouNnTy—Humble Oil & 
Retining Co.’s No. 2 Goss, shut down at 
2,800 feet. Ringle Oil Co.’s No. 1 Thomp- 
son, drilling at 200 feet. Burkburnett 
National Gas Co.’s No. 1 Denny, shut 
down at 630 feet. Comznche Oil Asso- 
ciation’s No. 1 Sturkie, drilling at 3,900 
feet. Desdemona Oil Co.'s No. 1-A 
Thurman, fishing at 2,850 feet. Iowa 
Duke Oil Co.’s No. 1 Askew, fishing for 
easing. T. P. Coal & Oil Co.’s No. 
lee, drilling at 2,980 feet. Ohio Fuel 
Oil Co.’s No. 1 Greenwood, drilling at 
11,110 feet. 

WILBARGER CouNTy—<Aetna Oil Co.’s 
No. 1 Goss, drilling at 2,100 feet. Chur- 
chill Oil Co.’s No. 1 Watts, shut down 
, at 1,990 feet. Lynn Cook Oil Co.’s No. 1 
| Webb, shut down at 1,790 feet; No. 2 
| Waggoner, shut down at 900 feet. Penn 
Burk Oil Co.’s Noo. 1 Hurt, drilling at 
{1,800 feet. Staley & Green Drilling 


to 


prety No. 1 Dill, shut down at 2,100 
| feet. S. & R. Oil Co.’s No. 1 Hancock, 


; Shut down at 2,490 feet. Smith and 
others’ No. 1 Castleberry, shut down at 


20 
24 
Texas 


Co.’s No. 5 Dodson, 
Texas Gusher Oil 


; Cauble 
drilling at 2,550 





2070 feet. Santa Fe Home Oil & Gas 
Co.’s No. 1 Showers, shut down at 1,229 


feet. Magnolia Petroleum Co.’s No. 37 
Piper, drilling at 900 feet. 
ARCHER CouNTy—Alberta Oil Co.’s 


No. 2 Ferguson, shut down at 1,750 feet. 
Bissonet & Cezreaux’s No. 2 Parkey, shut 
down at 1,750 feet; No. 3, drilling at 
700 feet. Connecticut Oil Corporation’s 
No. 1 Mankins, shut down at 1,990 feet 
Dee & Bellport’s No. 3 Mangold, shut 
down at 1,890 feet. Harvey Natura) 
Oil Co.’s No. 1 Ferguson, drilling at 
645 feet. St. Louis Texas Oil Co.’s No 
1 Cowan, shut down at 1,100 feet. Tex 
Oil Association’s No. 1 Williams, shut 
down at 1.800 feet. Woodburn Oil Cor 
noration’s N». 1 Wilson, drilling at 1,100 
feet. 

Cray County—Ashland Oil Co.’s No 
1 Joyce, drilling at 1.100 feet. General 
Oil Go.’s No. 2 Keith, drilling at 2.900 
feet. Lone Star Gas Co.’s No. 7 Stine, 
drilling at 1,750 feet; No. 9 Stine, drill- 
ing at 1,600 feet; No. 10 Stine, shut 
down at 1,530 feet. Prescott Phoenix 
Oil & Gas Co.’s No. 2 Kempner, shut 
down at 2.000 feet. 389 Oil Co.'s No. 1 
Elliott, shut down at 1,290 feet. West 
8 States Oil Co.’s No. 1 Huggins, shut 
down at 600 feet. 

Youne County—Ajax Oil Co.’s No. 1 
Benson, shut down at 2,075 feet. Texas 
Holding Co.’s No. 1 Ernest, drilling at 
3.000 feet. Coleord & Colquitt’s No. 1 
Graham, shut down at 1,890 feet. Denny 
and others’ No. 1 Stovall, shut down at 
1,815 feet. Godley and ohers’ No. 1 
Graham, drilling at 600 feet. Staley, 
Langford & Chenault’s No. 1 Donnell, 
shut down at 3,470 feet; No. 2 Donnell, 
drilling at 500 feet. Mid-Tex Petroleum 
Co.’s No. 1 Graham, shut down at 2,100 


feet. North American Refining Co.'s 
No. 1 Scott, shut down at 2,920 feet. 
Oo. P. & G. Co.’s No. 1 Graham, shut 


down at 2,100 feet. Panhandle Refining 


Co.’s No. 2 McCluskey, shut down at 
2,190 feet; No. 3 McCluskey, drilling 
.t 900 feet; No. 1 Scott, shut down at 


Roxana Petroleum Co.’s No 
2 Donell, drilling at 500 feet; No. 1 
Ford, shut down at 2,160 feet; No. 1 
Holcomb, drilling at 600 feet. Shamrock 
Vil Co.’s No. 1 Graham, shut down at 
440 feet; No. 1 Stovall, drilling at 1,300 
feet. Snowden & McSweeney's No. 1 
Graham, shut down at 3,730 feet; No. 1 
Stovall, shut down at 2,335 feet. South- 
western Miami Oil Co.’s No. 1 McKeen. 


2,475 feet. 


drilling at 4,100 feet. Sun Co.’s No. 1 
Stovill, shut down at 580 feet; No. 1 
Hughes, shut down at 4,580 feet ; No. 1 
Brooks, shut down at 3,470 feet; No. 1-B 
Hunt, drilling at 2,600 feet; No. 1 Nor- 
ris, shut down at 4,300 feet. Texas 


National Oil Co.’s No. 1 Dooley, drilling 
at 300 feet. Young County Oil & Gas 
Co.’s No. 1 Graham, drilling at 100 feet. 

SHACKLEFORD CouNTy—Associated Oil 
Co.'s No. 1 Snyder, fishing at 3,900 feet. 
Bird Petroleum Co.’s No. 1 Dyer, shut 
down at 2,950 feet. Ibes Oil Co.’s No. 1 
Poindexter, drilling at 3,500 feet. Ken- 
Tex Oil Co.'s No. 1 Hubbard, drilling at 
750 feet. Murphy & Bolanz’s No. 1 
Conr..d, shut down at 2,690 feet. Smith 
and others’ No. 1 Merritt, shut down at 
1,490 feet. Texas Cushing Oil Co.’s No. 
1 Proctor, fishing at 4,435 feet. Texas 
Oil & Development Co.’s No. 1 Driggers. 
shut down at 590 feet. Texhoma Oil & 
Refining Co.’s No. 1 Black, shut down 
at 3,920 feet. Texas Co.’s No. 1 Webb. 
drilling at 3,500 feet. 

BayLork County—Dunn and _ others’ 
No. 1 Webb, shut down at 1.890 feet. 
Jackson and others’ No. 1 Waggoner. 
shut down at 2,500 feet. Kansas & Gulf 
Oil Co.’s No. 1 Stevens, underreamin's 


.¢ 1,505 feet. Kelly Green Oil Co.’s No. 
1 Portwood, drilling at 2,400 feet. Wil- 
cox and others’ No. 1 Robertson, drill- 


ing at 2,400 feet 
at 2,550 feet. 
HARDEMAN CouNTi—Daniels and oth- 
ers’ No. 1 Durham, shut down at 610 
feet. Fort Pitt Oil Co.’s No. 1 Pen- 
nington, shut down at 1,000 feet. Friz- 
zell Oil Co.’s No. 1 A. J. Norton, fishing 
at 2,300 feet; No. 1 W. F. Norton, sliut 
down at 400 feet; No. 1 Porterfield, shut 
down at 1,100 feet. Hale Petroleum 
Co.’s No. 1 Wheat, shut down at 2.720 
feet. McReynolds Oil & Gas Co.’s No. 1 
O’Hare, shut down at 980 feet. Mid- 
West Oil Co.’s No. 1 Gilliam, shut down 
at 1,000 feet; No. 1 Mulkey, shut down 
at 500 feet. Nee-No-Shee Oil Co.’s No. 1 
Stewert, shut down at 1,850 feet. Quan- 
nah Oil Co.’s No. 1 Stewart, shut down 
at 1,850 feet. Walker Oil Co.’s No. 
Lance, shut down at 800 feet. 
THROCKMORTON CouNnTy—Kelly Green 


; No. 1 Stevens, drilling 








Oil €o.’s No. 1 Davis, .shut down at 
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Something New for Pumping 
Shallow Wells 
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42 foot-2 inch Leg Tripod 
Steel Top and Crown Block 























IMPORTANT 





Steel Bull Wheels 
Steel Band Wheels 
Steel Cali Wheels 


One hundred of these wheels will be shipped 
from Pittsburgh at once—all outstanding or- 
ders will be filled immediately. 


Place your orders now for a full carload; 
twelve to fifteen bull wheels to a car. 


A recent modification of the commission 
order affecting open cars enables us to do this. 


A Superintendent of a large Oil Producing 
Company says: ‘“‘We must get Moore Steel 
Drillers and Pumpers in the fields. Too 
much time and money has been thrown 
away. The element of uncertainty is too 
oreat. We have lost thousands of dollars in 
the past two years simply because the initial 
investment seemed too high.’”’ 


Visit our Tulsa shop and see an all steel rig 
set up. Also various size drillers and pump- 
ers erected. Wewill run you out at any time 


LEE C. MOORE & CoO., Ine. 


TULSA, OKLA. PiTTSBURGH, PA. 
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3,500 feet. Prairie Oil & Gas Co.’s No. 1 
Woods, shut down at 3,920 feet. Sun 
Co.’s No. 1 Matthews, fishing at 1,920 
feet. 

Wise County—Bridgeport Oil & Gas 
Co.’s No. 1 Dethloff, shut down at 1,000 
feet. Burk Waggoner Oil Co.'s No. 1 
Gilbert, drilling at 1,755 feet. Carey 
Oil Co.’s No. 1 Whatley, cleaning out at 
2,100 feet. Hale & Todd’s No. 1 Hoyle, 
drilling at 2,100 feet. Keystone Oil Co.’s 
No. 1 Askey, setting casing at 2,400 
feet. Lubbock Bridgeport Oil & Gas 
Co.’s No. 1 Romminger, cleaning out at 
3,500 feet. Wise Comanche Burk Oil 
Co’s No. 1 Spann, cleaning out at 1,500 
feet. 

DAILY PRODUCTION REPORT 
(Week ending November 27, 1920.) 





Burkburnett 
Magnolia Pet. COo...-ssssesees 2,535 
The Texas CO....cccccccccees 4,120 
Gulf Prod. CO.....-eeeeeeeees 1,955 
Panhandle Ref. Co........+++.+ 1,235 
Humble Oil & Ref. Co.......-- 1,310 
Texhoma Oil & Ref. Co....... 1,055 
Oklahoma Pet. & Gas Co..... 1,460 
Gilliland Oii & Ref. Co....... 1,605 
American Ref. Co......+++++- 1,600 
Associated Oil & Ref. Co.....-. 360 
Livingston Oil Corp.......-+++ 865 
Woodburn Oi! Corp.. 400 
Lone Star Gas Co....... 385 
Chas F. Noble.....--e++eeeees 810 
Dominion Oi] CO.....+++,++++ 585 
Invaders Oil & Ref. Co......-. 440 
Walker Cons. Co.....eseeeeee 630 
Western Oil Corp.......-++++s o ie 
Miscellaneous . . 65,100 


Total 
lowa Park, Holliday and Petrolia 


The Texas Co. (Petiolia)..... 125 
Gulf Prod. Co. (Petrolia)..... 5 
Woodburn Oi! Corp. (Holliday) 145 
Gulf Prod. Co. (lowa Park).. 100 
Texhoma Oil (Iowa Park)..... 250 
Woodburn Oil (lowa Park).... 20 
Walker Cons. (lowa Park).... 225 
Miscellaneous (lowa Park).... 4,205 
BHOMMIGRY ccccccccsccccceccscss ons 
Petrolia ..ccccccccccccsvcseces 2 
TOUR] .cccocccvccessscveseces 5,305 


Gulf Prod. Co 
Magnolia Pet. 
Prairie Oil & Gas Co 
The Texas Co....... 
T. P. Coal & Gas Co 
Mid Kansas Oil Co 
Bem CO. cccccccecccccccssesces 
Sincliar Cons. Co 
Humble Oil & Ref. Co.. 
Miscellaneous 

Total 








15,250 


Electra 

Magnolia Pet. Co........+++6:. 4,365 
The Texas Co....... ecccccece 3,860 
Gulf Prod. CO0......sccccesecs 865 
Panhandle Ref. Co.......++«+:. 130 
Miscellaneous ....--eeeeeeeeee 1,745 

BOOMs cccccecccecccscccecsce 10,965 

Stephens County 

Gulf Pred. CO... .ccccccsccccece 12,485 
Magnolia Pet. CoO......s+essee% »75 
Prairie Oil & Gas Co........++.+ 2,240 
The Texas CO.....c.sseeercece 9,460 
T. P. Coal & Oil Co......seee- ,910 
Mid Kansas Oil & Gas Co...... 3,225 
Bem Ce. ccccceccscccccccccceces 1,530 
Sinclair Cons. Co......++eeee% 1,800 
Humble Oil & Ref. Co......... 3,150 
Miscellaneous ......-+eeeeeeee 80,645 

TEE ce cccccsccccccesencses 119,200 








Wildcats 

T. P. Coal & Oil Co. (Strawn).* 610 
The Texas Co. (Shackelford).. 145 
The Texas Co. (Young)....... 30 
Panhandle Ref. (Young)...... 210 
Magnolia Pet. Co (Comanche). 2,145 
Mid Kansas Oi] (Comanche)... 220 
Sun Co. (Comanche).........-- 145 
Sinclair Cons. Co. (Comanche) 130 
Humble Oil & Ref. (Comanche) 930 
Miscellaneous (Comanche) 6,275 
COlOMAR ccccccecccccccceseses 320 
BYOWR cccccccccccccecccosccce 300 
BUPAWE 2c ccccccccccccccecsccce 405 
VOuUn@ cccccecs Secccscceccoecs 210 

WEEE cen cnsesevecsescoecece 12,075 
Total all fields..........+++++ 227,395 
Total last week........+esee05 233.050 

EGER ccsccvesccoesoccooccecee 5,155 








North Louisiana—East Texas 


By M. L. VAUGHN 


RECENT COMPLETIONS 





SHREVEPORT, La., Nov. 27.—A _ very 
good showing was made during the past 
week as a result of drilling operations 
in the North Louisiana oil fields. Clai- 
borne was ahead with two wells makiag 
over 1,000 bbls. each, and Caddo is 
showing a steady increase in new pro- 
ducers. The daily average production of 
the field was approximately as follows: 
Caddo light, 7,950 bbls.; Caddo heavy, 
7,825 bbls.; De Soto, 2,000 bbls.; Red 
River, 10,600 bbls., and Homer, 56,000 
bbls. Total, 85,060 bbls. 

In the Claiborne district the Standard 
Oil Co. brought in five new wells, No. 23 
Shaw Palmer, Section 25-21-8, at 2,040 
feet, 500 bbls.; No. 1 King, Section 
25-21-8, 1,000 bbls. at 2,000 feet; No. 6 
McClung, Section 29-21-7, 10 bbls. at 
1,450 feet; No. 23 Lowenberg, Section 
13-21-8, 15 bbls. at 2,010 feet; No. 28 
Lowenberg, Section 13-21-8, 10 bbls. at 
1,430 feet. 

The Homer Chief Oil Co. completed 
No. 4 Hardy, Section 32-21-7, making 
200 bbls. at 1,440 feet; the Gulf Refin- 
ing Co.’s No. 31 West, Section 20-21-7, 
made 1,100 bbls. at 1,460 feet; Freedman 
& Rowe's No. 3 Hardy, Section 32-21-7 
made 75 bbls. at 1,480 feet; the United 
Okla Oil & Gas Co.’s No. B-3 Shaw, 





Muskogee Style 
“Slip Sockets,” 


Casing Blocks, 
Hooks and Wagons 





The “Old Reliable’— 
Williamsport Wire Rope 


Drillers KNOW the merits of a wire line. Williamsport is made 
with the drillers “know” put into every foot we manufacture. 
Back of this is years of experience of the best wire rope 
engineers, combined with skilled workmanship and the best 
materials, have built up the reputation of Williamsport wire 
rope. Manufactured in THEIR modern, up-to-date plant at 
Williamsport, Pa., equipped especially for wire rope making. 


Remember this Trade Mark 
Means Quality 
Carried in stock at 
Muskogee, Okla. Ranger, Texas 
Nelagony, Okla. Florence, Kans. Cisco, Texas 


Distributed through 
McEWEN MANUFACTURING COMPANY 
Tulsa, Beggs, Slick and Covington, Oklahoma 


MUSKOGEE TOOL COMPANY 


Main Office and Works 
MUSKOGEE, OKLA. 


Branch Office, 625 Mayo Building 
TULSA, OKLA. 


Texas Special 
Belts, “The belt 
without a flaw” 


Section 25-21-8, made 600 bbls. at 2,015 
feet, and tse Simms Oil Co.’s No. 6 
Japhet, Section 32-21-7, made 50 bbls. 
at 1,400 feet. 

In the Caddo district the Adamson 
Oil Co. cocmpleted No. 4 Muslow, Sec- 
tion +-20-15, making 45 bbis. at 2,190 
feet; the Mo-La Oul Co.'s No. 2 Thigpen 
& Herold, Section 4-20-15, made 50 boils. 
ut 2,125 feet; the Guif Refining Co.'s No. 
2U1 berry Lake, Section 14-2U-16, made 
4U bbls. at 2,225 feet; the Uld Settiers 
Vil Co.'s No, 12 Lyun, Section 12-21-15, 
made 50 bbis. at 2,310 feet; the W. G. 
Strange Oil & Refining Co.’s No. 138 M 
A. Dickson, Section 27-20-15, made 45 
bbls. at 2,290 feet, and the Texas Co.’: 
No. 2 Hicks Payne, Section 21-21-15, 
made 30U bbls. at 2,200 feet. 

In the Bull Bayou district the Con- 
tinental Asphalt & Petroleum Co.’s Rob- 
inson No. K-17, Section 32-13-10, pumped 
SU bbis. at 2,800 feet; the Seamans DVe- 
positors Oil Co.’s No. 33 Polley, Section 
U-12-10, made 100 bbls. at 2,785 feet; the 
Yexiahoma Oil Co.’s No. 10 Nelson, Sec- 
tion 8-12-10, made 25 bbls. at 2,765 
feet, and The Texas Co.’s No. 1 Schaffer 
in Section 16-12-10, made 4,000,000 cubic 
feet of gas at 2,715 feet. The Gulf Re- 
tining Co.’s No. 22 Kennedy, in Section 


23-13-11, made a 2d-bbl. pumper at 
2,55U feet. 
The Kansas & Gulf Co.’s No. 6 


Hurp, in Section 36-12-11, made a +40-bbl. 
pumper at 2,700 feet, and The Texas 
Co.’s No. 3 Giuuque, in Section 36-12-11, 
made +4,U0U,0UU cubic feet of gas at 2,550 
feet, both m the suutuern extension ot 
the Buil Bayou district, d 

in Caldweil Parisi the Transcontin- 
ental Out Co. got suit water in No. 1 bur- 
ruugus, Secuvn 12-lé-4e, and the test 
Was avanduoned at 3,240 feet. 

dn Gu.cuitu County, Arkausas, Hunter 
and Otuers avanduned No. 1 Wesson, Sec- 
uon 24-10-18, at Z,54U teet. 

din Panoia County, ‘Lexus, The Texas 
Co. abanuvoned No. Y Waterman at 2,02U 
Leet, 

Claiborne Drilling Operations 

Among tue interesting tests to be made 
in Ciaivorue Purisp is vue On tue Mvuvure 
ieuse an Section Z-ly-7, wuicu ‘Lulgpen & 
cleroid ure getting ready to dru. ‘Lue 
vest 1s located eigut Mues south of Homer 
aud avout built way between biower aud 
uivsiaud, ‘Lue Hamey Ul Co. is making 
wu lest three muies south of Givsiand, 
which is aiso beamg wWatcued with iucerest. 

A test wuich will open up Cuousiderabie 
terrivury if successful is tuat of tue Dia- 
mound Petroieum Co., bow driliimg at 
4,ZuU feet. ‘iue well is lucuted on tue 
peiuany lease, in Section 11-21-38, aud ir 
avuuct turee miles burcliwest of the Lew 
production in Section 2d, which has 
created such a@ selsation. 

‘ue Benangus Ui & Min. Co. is down 
30U feet in No. 1 Camp, Sectivn 23-2U-3, 
turee miles south of tue Humer povul, aud 
the O'Lvooie Ul Co. is down 1,100 feet 
in No. 1 Smith, Section 821-7, three 
miles northwest of Homer. 

Smituerman & Palwer are still work- 
ing on the well abanduued by the Roxana 
Peiroleum Co, in the north end of Clai- 
borne Purish, in Section 14-23-38, and in 
which they recently had a promising 
showing of oil. ‘The well bridged over 
and they are arranging to set liner and 
test at 2,270 feet. kourteen miles directly 
east of this well, W. E. Hall is drilling 
at 1,050 feet in No. 2 Duke, Section 
18-23-5. 

The Fawn Creek Oil Co. is setting 
liner to test at 1,225 feet in No. 2 
Kinder, Section 32-21-7; the Bowie-Clai- 
borne Oil Co. is drilling at 100 feet in 
No. 10 Featherstone, Section 20-21-7; the 
Gilliland Oil Co. has set 8-inch casing 

















in No. 17 Oakes, Section 30-21-7, at 1,330 





feet; the Gulf Refining Co. has three 
rigs running on the West lease in Sec- 
tion 20-21-7, and three on the White, in 
Section 36-21-8, and the Louisiana Oj! 
Refining Corporation has set 6-inch at 
1.925 feet in No. 1 White, Section 
26-21-8. 

The Standard Oil Co. has five rigs 
running on the King lease, in Section 
25-21-8; two on the Oakes, in Section 
29-21-7; five on the Shaw Palmer, in 
Section 25-21-8, and one on the Wheeler, 
in Section 17-21-7. The Texas Co. has 
six rigs running on the Lewis lease, in 
Section 25-21-8, and in the same section 
the United Oklahoma Oil Co. has four 
wells drilling on the Shaw. 

The Texarkana Homer Oil Co. is drill- 
ing at 2,020 feet in No. 1 King, Section 
26-21-8; the U. R. M. Oil Co. is arrang- 
ing to test at 1.240 feet in No. 1 Lang- 
ston, Section 19-21-7; Warwick and oth- 
ers have set 6-inch casing at 2,215 feet 
in No. 1 Field, Section 22-19-5; West- 
heimer and others have set 8-inch at 
1,250 feet in No. 2 White, Section 36- 
21-8, and the White Oil Corporation has 
set 6-inch at 1,925 feet in No. 15 
Wheaton, Section 23-21-8. 

Caddo Drilling Operations 

Interest in Pine Isiand development is 
now centered around the well brougit in 
last week by the Last Chance Vil Co. in 
Section 33-21-7, with an initial produc 
tion estimated at 2,400 bbls. The well 
is some distance southwest of the old 
Pine Island puool and opens up a large 
area of undeveloped territory. Among 
the new wells which are being started in 
the immediate vicinity of the Last 
Chance are Geo. O. Baird and others’ 
No. 1 Guaranty Oil Co., in Section 32- 
21-15; the Louisiana Petroleum Co.’s No. 
1 Crawtord, in Section 32-21-15; the 
Richardson Oil Co.’s No. 3 Louisiana 
in Section 38-21-15, and the 

No. 133 Spell, in Section 

The Louisiana Oil Refining 
Corporation has two wells drilling on Fee 
iand in Section 33-21-15, and the Sakaba 
Oil Co. is down 75U feet in No. 1 Lieb- 
man, Section 32-21-15. 

The Hudsun Oil Co. has resumed opera- 
tions in the Pine Island field and is 
drilling at 600 feet in No. 1 Mobley, 
Section 26-21-15; the Republic Oil & 
Gus Co. is drilling at 2,000 feet in No. 3 
Sellington, Section 29-21-15; The Texas 
Co. is setting packer at 2,320 feet in 
No. 2 Hicks & Payne, Section 21-21-15; 
the Dixie Uil Co. has two rigs running 
on he Robertshaw, in Section 14-21-15, 
and two ou the Slattery, in Section 27- 
21-15; the Fortuna Onl Co. is setting 
44-inch casing in No. 10 Herndon and 
G-uucu in No. 11 Kobertsuaw, Section 
23-21-15; the Empire Keaity Co. has der- 
mck up tor No. L Centrai Prod. Co. in 
eeciuion 3-21-15. 

‘khe Adumson Oil Co. has No. 5 Mus- 
4uW wearily competed und derrick up tor 
NO, U, mm Decuon +-Zy-10; tue Cuvute 
Vu Co. as set U-lucu Ccusing in Nous. 2 
and 3 Giassell, Section Zu-ZU-lv; the 
Mua Vii Co. was turee rigs rumuimg on 
cue La. Co. lease ln Section O-ZU-1u, aud 
vue ln Section U; tue Mu-La Ul Co. nas 
uermck up tor No. 7 Giasseal lm dec- 
wun iU-ZU-lo, and tue ‘Aampie Desue- 
mula Ul Lo, is setting 44g-iuch Cusug 
au NO. L Wempie, Secuon li-ZuU-19d. 

du tue Muvringspure district tue Wood- 
olue Ull Gv, is uriuding at 2,120 feet in 
aw. 3 Vicksun, aud at 2,U4d feet in No. 
4 iam Decuven Zo-2U-lo und is riggimg up 
co drui No. 1 Hervid in the same sec- 
uon. The V. Kh. &. Drilling Co. is ar- 
ranging o pump No. 1 aruuar, in Sec- 
won 24-2U-lv; VD. C. Richardson is drul- 
apg at l,ouv feet in No. 1 Xuuree, dec- 
won 20-2ZU-15, and bas started drilug 
No. 1 Dickson im the same section, and 
tue Guif Keliuing Co. bas five rigs run- 
mung on tue verry Lake lease. 

du tne Hosstun district, W. T. Hind 
man has sect G-iuch casing at 1,U3U teet 
an No. 1 ‘Leut, Section 2Y-22-15, and tu 
33 Ul Co, at 1,U0U teet in No. 1 Brown, 
Section 28-22-15. Woodley and otuers 
nave set t-iuch casing at 1,040 feet in 
No. 1 Worey, Section 23-22-1d. 

The Gulf Refining Co. is drilling at 
3,U8Uu feet in hard rock in the ‘Laylor 
‘drusper well in Section 17-16-16, east 
of bethany. 

kiournoy and others are drilling at 
950 feet in No. 1 Dunn, Section 23-17-16, 
near Greenwood, and 15 miles southwest 
of Shreveport. 

De Soto and Red River Operations 

luterest in De Soto and Red River 
drilling operations 1s still centered in the 
southern extensions of the Bull Bayou 
field, where considerable new territory 
has been opened recently. The Faps Oil 








Co. brought in its section well on the 
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Uniformity and Quality Build a Loyal, 


Dependable Trade | 


When you tie up with the “Muskogee Quality” you as- 
sure your trade of the most desired features in refined 
petroleum products—Uniformity combined with Quality. 


The Muskogee-Boynton-Morris crude, which goes 
through our modern refinery at Muskogee, year after 
year, is largely from our own wells, and pumped through 
our own pipe lines. 


Our Refinery Superintendent has been on the job for nine 
years, and knows this high-grade crude, and the refinery 
equipment like an aged craftsman knows his tools. 


You may have “Muskogee Quality” in gasoline, kerosene, 
viscous neutrals, non-viscous neutrals, cylinder stocks, 
gas oil, fuel oil, white crude scale wax—and bright stocks. 


Wire us your needs. 


#3] ~OKLPHOMD PRODUCINGE: REFINING 
||, CORPORATION- 9 FAAMERICA 


TULSA, OKLAHOMA 
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Williams & Elam lease, in Section 21- 
12-11, with an initial production esti- 
mated at 300 bbls. and 5,000,000 feet of 
gas. The Amerada Petroleum Co. has 
set 10-inch casing in No. 2 King, Section 
26-12-11, and is rigging up to drill King 
B-1 in Section 27-12-11; the Arkansas 
Natural Gas Co. is going into its first 
well on the Williams & Elam lease, in 
Section 21-12-11, with cable tools and has 
three more rigs running on this lease. 

In Section 15-12-11, Belchic, Laskey & 
Lanier’s well, on the Giauque lease, is 
showing salt water at 2,780 feet, and 
Dyer & Lanier’s No. 1 Giauque, which | 
showed a little gas and oil at 2,650 feet, | 
is being drilled deeper. 

The Hughes Petroleum Co. had a small 
gas well at 2.630 feet in No. 1 Lafitte, 
Section 29-12-11, but is drilling deeper ; 
McWeon and others are drilling below 
the 6-inch casing in No. 1 Giauque, Sec- 
tion 20-12-11; the Palmer Trust has set 
6-inch casing at 2.350 feet in No. 6 
Jenkins, Section 17-12-11, and The Texas 
Co. is drilling at 1,200 feet in No. 2 Bond 
and hrs set 10-inch in No. 3, in Section 
26-12-11. 


The Kansas & Gulf Co. has three 
wells about ready to come in on the 
Harp lease. in Section 36-12-11; the 


Standard Oi! Co. has set 6-inch casing 
in No. 3 Hollingsworth, Section 36-12-11 
and the United States Drilling Co. has 
made a new location for No. 1 Albritton, 
in Section 35-12-11. Goodman end oth- 
ers are drilling at 2.200 feet in No. 1 
Hollingsworth, Section 31-12-11. 

The Texas-Standard Oil Co. is drilling 
at 2.000 feet in No. 2 Sutherland, Section 
19-12-14. 

The Huntley Syndicate 
and is bailing for a test in No. 1 Hill, | 
Section 4-10-13, in which they had oa 
good showing of oil and gas at 3,000 
feet. 

On the east side of the bayou, in Red 
River Parish, the Bayou Pierce Oil Uo. 
is drilling at 2.250 feet in No. 1 State, 
Section 23-12-11, and the Commonwealth 
Oil Co. is drilling at 150 feet in No. 1, 
Holly, Section 9-11-9. 

The Transcontinental Oil Co. has set 
6-ineh casing in No. 3 Clarkson, Section 
17-12-10: The Texas Co. has 4,000.000 
feet of gas in No. 1 Shaffer, Section 
16-12-10, but will probably drill deeper ; 


has set liner 


| Seovell-Gaines, 


'No. 8 Wilson, in Section 11-12-11, has 


set 6-inch casing at 2,500 feet. The Sun 
Co. is arranging to pump No. 6 Nelson, 
in Section 6-12-10, and is drilling at 
1,700 feet in No. 9, in the same section 
The Shaffer Oil Co. is setting liner to 
test No. 11 Robinson, Section 8-12-10 
and drilling at 1,075 feet in No. 9 Moss, 
Section 12-12-11. 

The Gulf Refining Co. has set 10-inch 
casing in No. 17 Christopher, Section 
16-13-10; the Fortuna Oil Co. has’ four 
rigs running on the Pugh lease, in Sec- 
tion 6-12-10, and .is drilling at 1,850 
feet in a test in Section 1-12-11. The 
oN Oil & Gas Co. junked the hole 
in No. 1 Howard, Section 27-13-10, and 
is rigging up to drill second hole. 

The Anchor Petroleum Co. has gone 
into No. 1 Baker, Section 3-11-14, with 
eable tools and is cleaning out the hole 
at 2,775 feet. 

Wildcat Drilling Operations 


In Bossier Parish arrangements are 
being made to put the R. O. Roy well 
on the pump, but until that’ time 
no accurate gauge enn be made of 
its production. The well is situatec 
on the J. F. Smith land, in Section 


7-19-11, just south of Bodeaw Lake and 
about 10 miles northeast of Shreveport 
The hole and slush pit are standing full 
of oil, and so great is the interest in this 
development that it is claimed more than 
50 contracts have been let for tests in its 


vicinity. 

The Oil & Refining 
Co.’s test on Fee land, in Section 23- 
21-13, is being watched with interest 
promising indications of oil and gas hav- 


Caddo Central 


jing attracted the serious attention of oil 


operators. 

The Mountain Gulf Oil Co. is setting 
44-inch casing to shut off the salt water 
in No. 1 Caldwell, Section 22-22-13. 

The Transcontinental- Oil Co. had a 
flow of fluid estimated ct 250 bbls. from 
their Thigpen & Herold well in Section 
15-20-13, only a_ small 
which was oil. The outcome of this well 
has not yet been determined. No. 
in Section 10-22-13, 
drilling at 3.290 feet. 


is 


percentage of 


1} Chess Wymond, 


In Bienville Parish there are two tests 


whose outcome is being anxiously awaited 
The Early 
mond, 
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feet and will be tested within the next 
few days. This well is about three miles 
south of Gibslend and nearly 20 miles 
directly south of Homer. The Phillips 
Petroleum Co.’s test on the Briceland 
Lumber Co.’s lease, in Section 2-16-7, 
eight miles south of Gibsland, has also 
been watched with interest, but is now 
down over 3,000 feet without definite 
result. 

The Harmony Oil Co. is drilling at 450 
feet in a test on the Hodge Lumber Co. 
lease, in Section 16-15-4, 10 miles south- 
east of Bienville. 

In Webster Parish the Louisiana Oi) 
Refining Corporation is drilling at 1,650 
feet in No. 1 Gleason, Section 13-22-10 
six miles east of Sarepta. The La-Miss 
Oil Co. is arranging to test at 1,260 feet 
in No. 1 Denman, Section 1-22-11, two 
miles north of Sarepta. 

In Caldwell Parish the Transcontin- 
ental Oil Co. has abandoned No. 1 Bur- 
roughs, in Section 12-13-te, getting salt 
water at 3,237 feet. No. 1 La. Centr-l. 
in Section 19-13-4e. is drilling at 2,730 
feet. The White Eagle Oil & Refining 
Co. is drilling at 700 feet in No. 1 Bur- 
roughs, Section 26-12-5e. 

In Jackson Parish the Louisiana Gas 
& Oil Co. is drilling at 400 feet in No. 1 
Martin, Section 6-15-le, and Whitesides 
and others are drilling at 3.400 feet in 
No. 1 Demmer, Section 27-17-2. 

In Morehouse Parish the Allen Oil Co 
had a 3.000000 cubic foot gas well ir 
No. 1 Odom, Section 20-21-5e, bi 
mudded it off and is drilling ahead at 
2.260 feet. The Belle Oil Co. is drilling 
at 2.875 feet in No. 1 Rawlinson, Section 
13 22-6e. The Imperial Petroleum Co 
has set 8-inch casing at 1,450 feet in No 
2 Allison, Section 6-20-5e, and in the 
same section is trying to cut off a flow of 
fresh water in No. 3 Allison. Madison 
and others are drilling at 1,200 feet in 
No. 1 Wi:.tson, Section 36-21-5e, and The 
Texas Co. at 1,300 feet in No. 2 Tensas 
Delta. The Transcontinental Oil Co. is 
sidetracking 6-inch at 2,290 feet in No. 1 
Section 1-18-5e, and the 
United O. & P. Co. has 10-inch casing set 
in No. 1 Harris, Section 17-20-de. 

In Ouachita Parish the Allen Oil Co. 
is down 4,000 feet in No. 1 Haynes, See- 
tion 36-18-2e, fishing for drill stem; the 
Belle Oil Co. is driiling at 2,420 feet in 
No. 1 Rhymes, Section 27-17-4e ; Matcher 
and others hive set 8-inca casing at 1,250 
feet in No. 1 Haicher, Section 17-19-+4e; 
ithe La. Dev. O. & P. Co. is drilling at 
1,550 feet in No. 1 Evans, Section 16- 
19-5e; Morris & Quigg are driliing at 
2,375 feet in No. 1 Grayling Lumber Co., 
Section 2-i6-3e, and the Southern Car- 
von Co. is drilling at 1,440 feet in No. 3 
Southern Carbon Co., Section 33-19-de. 

In Natecaitoches Parish the Pianters 
O. & M. Co. is drilling at 3,260 feet in 
No. 1 Ayers, Section 3-13-i, and the 
fudor Petroleum Co. is drilling ahead 
t 950 feet in No. 1 Winn, Section 7-3-9. 

In Rapides Parish the Big Ben Oil Co. 
is driliing at 2,210 feet in No. 1 Ball, 


Section 3J-5n-3w; Ball and others are 
drilling at 1.340 feet in No. 1 Barret 
secuon 19-dn-lw, and Fk. & B. Brice are 


palling 8-inch casing in No. 1 Hall, Sec- 
tion +1--tn-2w. 

In Sabine Parish, Cook and others 
have started drilling on the Buxley iease 
in Section 26-10-12; Pomeroy & Hawil- 
ton are down 4,200 feet in a deep test 
on the Long Leaf Lumber Co. iease, in 
Section 17-6-12, and E. F. Simms is 
arranging to test No. 1 Logan, Section 
22-10-12, at 3,475 feet. 

In Union Parish the Darbonne Oil & 
Gas Co. has set 8-inch casing at 1,175 
teet in No. 1 Darbonne Timber Co., Sec- 
‘he Texzs Co. is*driiling 
t 2,025 feet in No. 1 Grayling Lumber 
Co., Section 29-21-4e, and the ‘Trauscon- 
tinental Oil Co. has set 12-inch casing 
in No. 1 Spencer, Section 2-2U0-3e, at 75 


‘| feet 


In Winn Parish, Cady and others are 
drilling at 2,000 feet in No. 2 Eden- 
borne, Section 31-10-4w. 
Arkansas 

Operations in the vicinity of the Con- 
stantin gas well, in Union County, Ar- 
kans.s, are progressing in earnest, and 
considerable gas from the Constintin well 
is being used for drilling and commercial 
purposes. The White Oil Corporation is 
drilling an offset to the Constantin well 
on the Parnell lease, in Section 12-18-16. 
in which it has set 10-inch casing at 410 
feet, and is now drilling at 875 feet. 

Dr. Samuel T. Busey has acquired a 
jcontrolling interest in the Hinton & Med- 
|dox holdings, in Section 31-17-15, includ- 
ling one well drilled to a depth of 1,485 
lfeet and which will now be completed 
iThe Quaker City Petroleum Co. is drill- 








ing at 800 feet in No. 1 Ezell, Section 
23-17-15; the Home Oil Co. is drilling 
at 2,035 feet in No. 1 Mellor, Section 
1-18-16, and E. M. Brown has set 8-inch 
casing at 1,200 feet in No. 1 Goodin. 
Section 16-16-14, and 6-inch at 2,150 
feet in No. 1 Grace, Section 3-18-14. 

Drilling operations have been extended 
into nearly every county in the south 
end of Arkansas and nearly 50 tests 
re now in progress throughout this ter 
ritory. 

In Ouachita County, where the Hunter 
well came in a small producer and was 
taken over with about 17.000 acres of 
leases by the Standard Oil Co., all sub 
sequent operations have proven failures 
and most of the tests in this vicinity are 
temporery closed down, waiting further 
development. The Standard Oil Co.'s 
No. 2 Lester Holton, in Section 18-15-18. 
is drilling at 2,575 feet. 

In Bradley County the Caldwell Oil & 
Gas Co. is drilling at 1,500 feet in No. 2 
Southern Lumber Co., Section 8-12-11. 
and the Standard Oil Co. at 1,500 feet 
in No. 2 Southern Lumber Co., Section 
8-12-11. 

In Calhoun County the Arkansas Nat- 
ural Gas Co. is drilling at 2,575 feet i; 
No. 144 Childress, Section 1-15s-15w. 


In Hempstead County Shaw & Center 
are rigging up to drill No. 1 Russell, in 
Section 36-13-23, and the White Oil Cor 
poration has set 10-inch casing at 350 
feet in No. 1 Jones, Section 12-14w-v4iw. 

In Miller County the Central Coast Oi! 
Co. is drilling at 1,600 feet in No. 1 
Mann Land & Dev. Co., Section 22-15-26 

In Clarke County the Arkansas Oi! 
Co. is drilling at 1,100 feet in No. 1 
Barringer, Section 26-10-20 

In White County, J. M. ‘Journee, Jr., 
is drilling at 875 feet in No. 1 Grave 
mere, Section 29-8-6. 

Sever.] contracts have been let by 
people living in ElDorado, Ark., near 
which the Constantin gas well is located, 
for tests to be made on land within a 
mile or two of the big gasser. 

The Daniels Oil Co. has sent B. C. 
Baysinger from Kansas City to superin- 
tend the drilling of a test about seven 
wiles north of Hope. 

East Texas 


Panola County, Texas, has come to 
the front during the past year as an im- 
portant gas territory and promising indi 
cations of oil are inducing many of the 
old line companies, as.well as inde- 
endent operators, to put down test wells 
in this field. 

The Bethany Oil & Gas Co. has three 
rigs running in the Bethany district, one 
on the Jernigan lease, in which they are 
testing at 2,600 feet; one on the Cald- 


well, drilling at 2,550 feet, and one on 
the Johnson, in which they are down 


over 3.000 feet, temporarily closed down. 
The Humble Oil Co. is setting 8-inch 
casing at 2.000 feet in No. 1 Christian. 

The Clarksdale Oil & Gas Co. lost the 
hole at 2.600 feet in No. 1 Arnold and 
has set 10-inch casing in the second hole. 
They are laying a line to their lease from 
the Fortuna Oil Co.’s gas well for fuel. 
The Magnolia Oil Co. has a gas blowout 
in No. 1 Steel at 1,880 feet, which they 
are trying to kill in order to drill 
deeper. 

The Gulf Production Co. is drilling at 
1.250 feet in No. 3 Agurs; Werner No. 
B-3 tested dry at 2,625 feet and is ream- 
ing, and Wedner B-2 is drilling at 2,865 
feet. The Texas Co. is making a deep 
test in No. 9 Waterman, now drilling at 
2.535 feet, and has made a location for 
No. 3, on the T. C. Adams lease. 

In Rusk County the Sinclair Oil Co 
is down 3,300 feet in No. 1 Bosworth 
three and a half miles west of Marshal! 

Shelby County is another center of in- 
terest in East Texas, and much is ex- 
pected as a result of drilling operations 
in this locality. The Texas Co. is mak- 
ing three deep tests in Shelby County 
No. 1 Hunt drilling at 3,315 feet, No. 15 
Pickering drilling at 3.300 feet and N 
14 Pickering, in which 6-inch casing has 
been set, at 2,225 feet. The Cathcart 
Texas Oil Co. is making an interesting 
test on the Holt lease, in the Matthew 
Moore Headright, in which they are drill 
ing at 1,100 feet. 

In Smith County the Sinclair Oil Co 
is drilling at 1,650 feet in No. 1 Brooks, 
seven miles northeast of Tyler, Texas. 

In Wood County, Carter and others 
are down 915 feet in a test on the Clark 
lease, in the Williams Headright. 

In Red River County the Toronto- 
Texas Oil & Gas Co. is drilling at 1,450 
feet in No. 1 Coleman. 

In Nacogdoches County a shallow pool 
of considerable proportions has been de- 
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The True Test of Value 


QThe largest oil companies are users of BESSEMER Trucks. QOur 
many years experience in oil field work enables us to design and build 
motor trucks most suitable for this service. @The above is a 


BESSEMER Truck built especially for oil field service. 


Has high road clearance and is equipped with 
a specially designed combination steel body. 
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Stands for Quality and Efficiency 
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veloped, wells producing from five to 15 
bbls. at from 200 to 300 feet. In most 
instances the wells are completed in less 
than two weeks’ time. The McCreary & 
Ramsey Oil Co, is drilling at 915 feet in 
No. 1 Strode, three-quarters of a mile 


east of Appleby, and several other deep 
tests are planned for this territory. 

In Harrison County the Tex-Caddo 
Oil & Gas Co. is drilling at 2,725 feet in 
No. 1 Currie, and the R. W. Hale Oil Co. 
at 2,870 feet in No. 1 Harris, 








Fields of the 


Central West 


By “WHIT” 


BUT LITTLE ACTIVITY 





FinpLay, Ohio, Nov. 27.—There was 
not much stirring in the fields of the Cen- 
tral West during the week, outside of the 
Western Kentucky field, where the drill 
remains very active. Other fields just 
about held their own. Weather condi- 
tions have been against development 
work for several days, as first came a 
heavy snow storm, accompanied by three 
steady days of rain, putting the roads in 
bad shape. 

The runs of the Cumberland Pipe Line 
Co., from sections reached by its system 
of gathering lines for the week, were 


57,089 bbls., a daily average of 9,515 
bls. 
During October the Indian Refining 


Co. run a total of 194,530 bbls. from the 
Kentucky fields. The company's runs 


from Estill, Lee and Powell Counties 
for the month amounted to 112,Q30.07 


bbls.; from Allen County, in the Western 
Kentucky field, 70,653.62 bbls., and from 
Warren County, 11,846.31 bbls. 

Advice from Bowling Green is that the 
Latonia Pipe Line Co., a part of the 
Petroleum Refining Co. of Latonia, Ky., 
and in the Cincinnati refining district, is 
running close to 5,000 bbls. a day from 
the Warren County field.. This company 
has its loading rack on the L. & N. Kail- 
road, at a point close to a mile north 
of Memphis Junctiof. The loading racks 
ean handle 18 cars and the company has 
4,000 bbls. storage at the loading racks 
and 2,000 at the pump station. 

It is reported that the Hoge Oil & Gas 
Co. sold a one-half interest in its hold- 
ings in the Willoughby-Sledge pool, in 
Eastern Warren County, a few days ago 





for a consideration of $60,000. The 
leases are mostly around the Ewing Wil- 
loughby farm and have 13 wells drilled in. 

The most important find of the past 
week in any section of the Western 
Kentucky field was that of Pratt & Shel- 
ton, on the Pearson farm, two and one- 
half miles west of the Keen pool, in the 
southwestern part of Allen County. Pro- 
duction was reported found at a depth of 
386 feet and at about 120 feet below the 
shale and far below the supposed salt 
water sand. When the well was drilled 
in it filled up and flowed. The well was 
tubed and put on the pump, when it 
ag:in started to flow and filled a 250-bbl. 
tank, and those that visited the well 
consider that it will make close to 100 
bbls. and settle to a good pumper. This 
well is in close to Alonzo, or Fleet, and 
in what is known as the Charlton-May- 
hew district. A mile distant from this 
well, some time ago, O'Neil and others 
found some 48-gravity oil on the Good- 
win farm, and it is supposed to be the 
highest gravity oil yet found in Ken- 
tucky. Reports are that the Cosden Oil 
Co. and the Carter Oil Co. have secured 
considerable acreage in the vicinity of 
the two wells. The Pearson well is shut 
down awaiting pipe line connections. 

Leases of 25,000 acres are reported to 
have been blocked up in Trigg County, 
far west of Warren and Allen Counties, 
and still west of Christian County, and 
two deep tests will be drilled on the hold- 
ings. One of these tests wili be drilled 
on the east side of the Cumberland 
River, near Cadiz, the county seat, and 
the other to the southwest of Cadiz. 

In Wayne County, C. E. Daugherty 
and others’ No. 4 J. H. Kendricks heirs 
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First In The Oil Capital 


THE FIRST NATIONAL BANK of Tulsa 


TULSA’S OLDEST BANK 


"TULSA is the acknowl- 

edged oil capital of the 
United States. It is the 
home of several hundred oil 
and gas companies and has 
many industrial enterprises 
depending directly on oil. 
Association brings familiar- 
ity, and thus it is natural 
that the First National 
Bank, the oldest bank in 
Tulsa County, is in a position 
to handle oil business more 
intelligently than banks in 
less favorable locations. As 
the name implies it has long 
been “First” in the minds of 
many oil men, and we would 
be pleased to have you try 
the service they have found 
so satisfactory. 


TWELVE MILLION 





‘|pell Oil Co.’s No. 1, Eliza Gibson farm, 














and Gray & Barrett’s No. 6, J. M. Dod- 
son farm, are both reported dry. 

In Estill County Smiley and others’ 
No. 1, J. S. Ross farm, snd No. 1, Nan- 
nie Kelley farm, are both dry holes. A. 
F. West and others’ No. 2, Thos. Hood 
farm, reported at 1 bbl., and the Chap- 


at 2 bbls. In Morgan County the For- 
tune Seekers Oil Co.’s test. on the J. B. 
Hollen farm, is renorted dry. 

In Lawrence County the Ohio Fuel 
Oil Co.’s No. 1, Ed Gaines farm, re- 
ported at 3 bbls., and No. 2, J. F. Dia- 
mond farm, dry. The Union Oil & Gas 
Co.’s No. 5. J. C. Holbrook farm, is re- 
norted at 20 bbls. The Cumberland Pe- 
troleum Co.’s No. 1, Lee Skaggs farm. 
said to show 10 bbls.; the New Domain 
Oil & Gas Co.’s No. 10, about 2 bbls.., 
and T. F. Maloney’s No. 2, James Q. 
Lackey farm, about 4 bbls. 

In Lee County the Southwestern Pe- 
troleum Co.’s No. 23, Mollie Lyons farm. 
is reported at 10 bbls. The Superior Oil! 
Corporation has whrt is reported a 10- 
bbl. well in No. 6. J. M. Asheraft heirs’ 
farm, and the Indiana-Kentucky Oi! & 


of the White Stone quarry, on the Glad- 
dish lease. On Tuesday they were taken 
through the field in Allen County and 
given a banquet at the new hotel at 
Scottsville in the evening. The business 
men of that thriving community did 
themselves proud in the entertainment of 
the guests and a most pleasant evening 
was spent in tanks, songs and music }\ 
a full orchestra. This party composes 
the Aloutette Oil Co., which has holdings 
in Texas as well as in Western Ken 


tucky. 

“The South Milwaukee Oil Co. 
pleted No. 2, on the Jess Hurt 
south of the Gainesville pool in Alle 
County. It is as good as the No. 1} 
which had 19 feet of sand and produce 
150 bbls. in 40 hours; No. 2 has 27 fee 
of rich sand; No. 8 is drilling. (Co: 
siderable activity has developed in thi 
vicinity since these wells showed up xs 
good. The Kentucky Oil Co., having si 
wells, are offsetting Nos. 1 and 2, on t! 
Jess Hurt lease, and other drilling j 
started. The Von Hoffman Oil Co. wi! 
start drilling the Harston lease, to t! 
northeast of Scottsville. 


com 
lease 





Gas Co. has one about the same size in 
No. 13. W. B. Hobbs farm. The Ohio 
Fuel Oil Co.’s No. 50, J. M. Smvthe 
farm, estimated at 10 bbis., and the! 
Associated Producers’ No. 25, Hall-Burk 
farm, about 10 bbls. 

In Simpson County the Everette Qil & 
Gas Co.’s No. 1, L. P. Hammond farm, 
is reported around 2U bois., and Overall 
& Owens’ No. 2. R. B. Johnson farm, is 
repotred ut about the same producticn 
The Twin Lakes Petroleum Co.’s No. 2 
Joe T. Harris farm, is said to show for 
25 bbls., as does Diehl and others’ No. 1, 
on the Geo. Graff farm. Johnson and 
others are reported to have a dry hole on 
the Cushenberry farm, and J. F. Stacy, 
one of the same kind on the J. B. Lucas 
farni. The Simpsun County Oi Co.'s} 
No. 3, Mayhew farm, is reported around | 
lv bbis. 

lu the Johnson Magoffin County tields, 
the Union Oil & Gas Co.’s No. 2, J. C.! 
Gillan farm, is reported at 20 bbis. 

In Logan County the Union Oil Co.'s 
No. 3, Mose Wall farm, is reported a} 
strong 35-bbl. well, and unknown parties 
are reported to have a well on the Shrum 
farm that is showing for 25 bbls. 

In Warren County the North Texas- 
Jewell Oil Co. is reported to have drilled 
in No. 4 on the Whittaker-Kelley farm, 
at a depth of 300 feet and found a fine 
producer, which is 170 feet shallower 
than other wells in that productive field. 
Kerstetter, Stein & Veitch have a nice 
showing in their No. 5, on the Gladdish 
farm. Dr. C. W. McCarty drilled a dry 
hole in a second test on the McGinnis 
farm and an offset to the No. 5 on the 
Gladdish farm. Dry holes are a scarcity 
in the Warren County field, more so 
than any county in the State. 

Butler County, to the northwest 
Warren County, is to get a big play. 
is announced that the Arkansas Natural 
Gas Co. has let a contract for the drilling 
of five wells on its holdings near Dimple, | 
in the southern part of the county. The| 
New Domain Oil & Gas Co. has leases on | 
4,000 acres of Barren River in the same | 








of | 
It | 


A. K. Parsons and Allen G. Gwy: 
of Woodward, Okla., secured the Hers! 
Stamps lease, six miles southwest 
Scottsville, on Trammel Creek. On t 
lerse three wells were drilled in 18), 
and 1860, when the war came on and t 
operators went to their homes in Pen 


sylvania, and one of the drillers w 
shot by bushwhackers. Since gettin 


this lease, they have opened the old we 
that were covered with four feet 
earth. One of the wells was found 
have a walnut board casing and when 
stick had been shoved through the leav: 
and debris the oil seeped over the casin: 
and filled the four-foot hole. The oth 
wells were opened up and found to hay 
oil clear to the top. The wells will Ix 
“leaned and put on the pump. The New 
Domain Oil Co.’s No. 2 on the Sne 
lease, in the heart of the Davenport poo 
is reported finished at some over 1,000 
feet in a fine, loose sand. There 
strong gas pressure and the well is flo 
ing. No. 1 will make around 8 bbis 
The Manning lease in the Davenport 
pool is showing up good and gives pron 
ise of being one of the big leases there. 
The Big Bone Oil Co., on the easterly 
25 acres of the Tarrant lease in the Day 
enport pool, is pumping 25 bbls. daily. 
The Ohio Oil Co. completed a nice well 
on the Mary Jenkins lease seven miles 
northwest of Bowling Green at 1,354 
feet. The sand was found at 1,205 feet 
and shot with 200 quarts of nitro. The 
First Colwell Corporation reported No. 3 
Ora S. Davenport completed at 487 feet 
and shot with 40 quarts. The casing was 
blown out of the hole, the well pumped 
55 bbls. the first 12 hours. No. 4 com 
pleted at 996 feet was shot with 60 
quarts, filled up and flowed through tli 


is : 


jcasing. No. 4 produced 270 bbls. last 
week. The same corporation has th 
Arthur Manning lease in the Davenport 


pool and two wells making 45 bbls. daily 
after six weeks’ pumping. Fred Hart 


man is drilling on the M. Keen lexse 
and also on the Sam Wheat lease in 
Allen County, southwest of Scottville 


county and expects to start drilling this|The deep test on the Walker lease one 


winter. The Carter Oil Co. will 
12 miles northwest of Morgantown, on 
the Peter Campbell farm, also in Rus- 
sell County. 

Lord’s Weekly Letter 

L. P. Lord’s letter on Western Ken- 
tucky developments for the’ week read as 
follows: 

“The past week has recorded the com- 
pletion of several fine wells in various 
parts of the field, the activity continuing 
all along the line and there will be in- 
creased development during the winter 
months. At Seottsville, Allen County, 
there have been several new machines 
unloaded each week for the past three 
months, and notwithstanding the fact that 
there are no less than 300 rigs in the 
county, there is an unprecedented demand 
for machines all through the field. Logan 
County and several of the counties west 
of Warren County are already demand- 
ing the heavier type of drilling outfits 
for the tests that are being made. Should 
the locations in Logan County that are 
now drilling show even 25 to 50-bbl. wells 
we predict a lively time for that part of 
the country. 

“A party of 36 men and their wives 
arrived in the field from Boston, Mass., 
and were entertained by Dr. W. W. C. 
Spencer, of Boston, assisted by C. W. 
Throgmorton and I. P. Lord. The 
party was taken through the field and 
shown the interesting properties and 


drill|mile north of Scottville is down 


9 OO) 


feet. 

“A step was taken a few evenings ago. 
which should prove of immense bencfit 
to the field. At a meeting of a few of 
the prominent oil operators, it was de 
|eided to form the Southwestern Kentu 
Oil Development League, for the purpose 
of working towards the interests of this 
section. A. W. Beatty was elected 
president; W. A. Weslow, vice-president ; 
J. Naverre Atkinson, secretary, and C. A 
Butterfield, treasurer. Chester R. I 
ker was elected chairman of the exec: 
tive committee. It is planned to w 
in conjunction with the business men 
the section, to promote harmony amons 
the various interests, and for the ben 
of this section as a whole.” 

Illinois Field a! 

A few completions are reported in fie 
Illinois field. In Casey township, Clark 
County, W. C. McBride, Inc., comple‘:d 
No. 21 Jas. Rush farm, Section 25, ‘r 
10 bbls. 

In Oblong Township, Crawford C I 
ty, the Canadian Oil & Gas Co.'s No. 3 
E. E. Randolph, Section 23, was dry, 
and No. 1 abandoned. A. T. MeDon-!! 
and others’ No. 10 Sarrh Dee, Section 9, 
pumped 20 bbls. In Martin Township. 
James Pease and others’ No. 10 5. 

L. 


f 


Shipman, Section 26, pumped 2 bbi 
and the Ohio Oil Co.’s No. ; 
Ducummon No. 2, Section 36, was cry. 





witnessed the shooting of a well southiThe Associated Producers’ No. 10 P. ©. 
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STOP PULLING WELLS 


By Using 


Kraeer Sand Proof Cup Protectors 


PATENTED 


In Wells Where Floating Sand Cuts the Cups 


Protects cups from floating sand, thereby reducing the pull- 
ing of wells and correspondingly increasing production. 


Do Not Have to Pull 
Tubing to Install 


Will Not Sand Up 


Pumps More Fluid Than 
Regular Working Valve 


Simple Construction 


The simple construction of 
the Kraeer Sand Proof Cup 
Protector, enables the pro- 
ducer to install it without 
additional expense, and as 


all parts are standard and 
interchangeable, they can be 
secured from any supply 
store and readily changed 
by anyone on the lease. 


Are You Satisfied 


With this constant annoyance 
and expense of pulling wells, 
when it can be reduced from 50 
to 500 per cent by the installation 
of Kraeer Sand Proof Cup Pro- 
tectors? The money you are 


losing every day pulling wells 
would soon pay for the cost of 


installing them in every well on 
your lease. The purchase of a 
KRAEER SAND PROOF CUP 
PROTECTOR is not an expense 
—it’s aninvestment. What your 
investment will be can only be de- 
termined by the reduction in your 
pulling expense and the amount 
of production saved. 


For sale by all Supply companies or shipped direct. 


Manufactured by 


Economy Supply Company 


Bartlesville, Oklahoma 
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Barrick, Section 24, pumped 5 bbls, and 
James Pease and others’ No. H. E. 
Highsmith, Section 15, was dry. In 
Montgomery Township, the Kentucky Pe- 
troleum Co. drilled a dry one in No. 2 
Luke Dancis, Section 24. In Honey 
Creek Township, Rich, Camp cnd others’ 
No. 1 Synetha Love, Section 26, was dry. 
Bell & MeNally’s No. 9 M. J. Maxwell, 
Section 3, pumped 1 bbl., and Galey & 
McDowell’s No. 2 E. Meadows, Section 
32, pumped 5 bbls. 

In Bond Township, Lawrence County. 
the Eva Oil Co.’s No. 2 Henry Pinkstaff, 
Section 17, pumped 10 bbls. In Law- 
rence Township, Frank Burrows and 
others’ No. 1 Ella Curry, Section 21, 
was dry at 1,860 feet deep. 

In Irishtown township, Clinton Coun- 
ty, the Southern Gas Co. drilled a fiir 
gas well in No. 1 Dr. Ducumbe, Sec- 
tion 10. 

In Embarrass Township, Edgar Coun- 
ty, the Louillo Oil Co.’s No. 1 J. Bar- 
ton, Section 13, pumped 2 bbls. In 
Licking Township, Jasper Coianty, the 
Oklahoma Producing & Refining Co.’s 
No. 7 G. W. Freeland, Section 14, 
pumped 10 bbls. 

Indiana Field 

A few completions are reported from 
southwestern Indiana during the week. 
In Wzshington township, Gibson County 
the Indian Refining Co.’s No. 2 W. 
Hyneman, Lot 121, pumped 27 Dbls., 
and its No. 3 Marion Hunt, Section 16. 
pumped 45 bbls. The Murphy Oil Co.’s 
No. 1 Ed. Frederick, Section 6, pumped 
35 bbls., and Central & Coast, got a dry 
one in No. 1 Monroe Hunt, Section 16. 

In Madison Township, Pike County, 
the Alabama Oil Co.’s No. 1 Roy Love- 
Section 6, pumped 5 bbls. The 


less, 
Co.’s No. 9 Sarah J. Thomas, 


Ohio Oil 


section 30, pumped 75 bbls, and Bruner, ; 


Abbott and others’ No. 6. W. D. Shaw- 
han, Section 35, pumped 25 bbls. at 992 
feet. 

In Logan Township, Pike County, the 


Macot Oil Co.’s No. 2 F. M. Miller, 
Section 22, pumped 60 bbls. H. E, Mar- 
riefields, Trustee, completed No. 1 on 


the B. Shafer, Section 23, for 20 bbls. 
The Noble-Bolyard Oil Co.’s No. 3 N. 
W. Shafer, Section 27, pumped 20 bbls. 

In Turman Township, Sullivan County, 


V. S. Welch’s No. 5 James M. Bell, Sec- 
tion 14, pumped 8 bbls. 
Lima Field 

| The Lima fields of Northwestern Ohio 
are credited with the usual number of 
completions and well scattered over a 
vast area of territory. In Troy Town- 
ship, Wood County, Huffman and others’ 


No. 4 Hen Foster, Section 12, pumped 
6 bbls. In Liberty Township, the Sun 
Co.’s No. 16 C. Slike, Section 21, 


pumped 20 bbls. In Jackson Township. 
west of North Baltimore, Raydure and 
others’ test on the Geo. F. Dunn, Section 
32, found 


a pay at 1,520 feet, that 

pumped 22 bbls. 
In Pleasants ‘Township, Hancock 
County, Clement & Purvis’s No. 1 M. 


R. der, Section 14, pumped 10 bbls. In 
Liberty Township, the Obio Oil Co.’s No. 
24 W. Renninger, Section 4, pumped 6 
bbls. In Eagle Township, the United 
Oil Co.’s No. 11 Irwin Powell, Section 
6, pumped 45 bbls. In Orange Towr- 
ship, the Riverside Oil Co.’s No. 2 Wm. 
Hamilton, Section 3, pumped 5 bbls. 

In Jackson Township, Allen County, 
the Lima Oil Co.’s No. 1 W. R. Guthrie, 
Section 15, pumped 5 bbls. In Moulten 
Township, Auglaize County, the Clark 
Petroleum Co.’s No. 2 John Coogan, 
Section 20, pumped 10 bbls. In Logan 
Township, W. B. Jack and others’ No. 1 
Geo. Fisher, Section 3, pumped 9 bbls. 

In Washington Township, Sandusky 
County, W. and R. Gerwin’s No. 6 Fraze. 
Section 30, pumped 10 bbls. In Union 
township, Mercer County, the Watson Oil 
Co.’s No. 3 E. Boroff, Section 8, pumped 
10 bbls. 
| In Eden Township, Seneca County. 
the Sun Co.’s No. 1 J. C. Yeager, Section 
9, was dry. In Allen township, Ottawa 
County, John Weber’s No. 2 Mary 
Bringe, Section 11, pumped 29 bbls. 

Central Ohio Field 

Central Ohio is gaining in develop- 
ment work, and the gas companies will 
continue active work most of the winter. 
In Mary Ann Township, Licking County. 
the Ohio Fuel Supply Co. got a fair gas 
well on the Geo. Oatman, Section 5. 
Same company drilled a gas well <bout 
the same size in No. 1 on the Geo. S 
Rufner, Section 11, Walnut Township 
Fairfield County. 

Ashland 


In Montgomery Township, 








Better Belt Service 











In Every Corner of The World 


Hair Belting is recognized as the most dependable and all 
‘round serviceable belting on the market. 
applies only to HAIR Belting properly constructed—made 
with genuine camel’s hair yarns and of the best workmanship 
throughout—such a belt is the 


“IWANA” 


GENUINE HAIR BELT 


{he most pronounced advantages are found in its moisture 
and heat proof qualities (which are natural and not artificially 
imparted), also its long and tenacious resistance to the action 
of chemical and acid fumes, oil drip and other elements which 
so rapidly destroy the efficiency of all other kinds of belting. 





NEWARK, NEW JERSEY 


This, however, 
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County, the Logan Gas & Fuel Co. 
struck a fair gas well in No. 1 W. Keets, 
Section 3. In Orange Township, H. S 
Shaffer and others’ No. 1 Chas. Eagle 
Section 34, was dry, cs was the Ohio 


kuel Supply Co.’s No. 1 Shinaberger, 
Section 24. 
In East Union Township, Wayue 


County, the Ohio Oil Co.’s No. 2 Mrs 
D. Buchannan, Section 7, good for 10 
bbls. In Congress Townsiip, G. S 
Lacknett’s No. 2 E. and W. White, Sec- 
tion 5, was dry. In Plain Township, the 


Paumire Oil Co. gos one of the same 
kind at a test on the Bessie Johnson. 
Section 36. The East Ohio Gas Co. 


drilled a light gas well on the Wm. Bruce, 
Section 13, and the Logen Gas & Fuel 
Co. a dry hole on the C. Alexander, Sec- 
tion 23, in well No. 23 Harmon and 
others found a fair gas well on the J. 
J. Frazee, Section 1. 

In Worthington Township, Richland 
County, the Ohio Fuel Supply Co. founc 
a small gas well on the V. Rusk, See 
tion 8. In Brooklyn Township, Cuya 
toga County, the W. L. Sample Oil 
Gas Co.’s No. 1 Fred Seaber, Section 
pumped 5 bbls. 

In H rrison Township, Vinton County 
the Ohio Fuel Supply Co. drilled a very 
fine gas well on the C. A. Hertenstein, 
Section 1, and a dry hole on the J. A. 
Martindill, Section 36, Jackson Town- 
ship. Same comnany has an average gas 
well on the J. T. Foreman, Section 32, 
Swan Township. 

In Benton township, Hocking County. 
the Ohio Fuel Supply Co. struck the 
best well of the month, in the gas field, 


9 





in No. 1 Levi Keister, Section 18, and a 
dry hole on the G. H. Walton, Section 
30. The Login Gas & Fuel Co. got a 
small gas well on the G. W. Daugherty, 
Section 30, and a dry hole on the E. G. 
Brown, Section 31. 

In Ripley Township, Holmes County. 
the Ohio Fuel Supply Co.’s No. 2 Newt 
P. Dowty, Section 2, is a 15-bbl. oil well, 
while No. 2 N. P. Dowty, Section 10, is 
a nice gas well. The Logan Gas & Fuel 
Co. has a very fine gas well on the J. 
and W. B. Wachtell, Section 10. 

In Montville Township, Medina County, 
also in the Central Ohio field, the Me- 
dina Gas & Fuel Co. drilled a dry hole 
in No. 2 Mary Abbott, Lot 12. In West- 
field Township, the Ohio Fuel Supply 
Co. drilled a dry hole in a second test 
on the Rebecea Stock, Lot 5. In Har. 
risville Township, same company got a 
nice ges well on the W. E. Rickle, Lot 


131, and the Cleveland Fuel Oil Co.'s 
No. 3 Frank Dague, Lot 46, was dry. 
In the Chatham shallow field, in 
Chatham Township, the Wiser Oil Co.’s 
No. 22 E. Geisinger, Lot 6, was dry. 


The Keystone Petroleum Co. got one of 
the same kind in No. 11 L. H. Sanford, 


Lot 2. The Ohio Petroleum Co.’s No. 
19 W. L. Mantz, Lot 1, reported at 10 
bbls. The Pure Oil Co.’s No. 37 A. and 


M. Hostter, Lot 14, reported at 65 bbls. 
The Ohio Fuel Sunply Co.’s No. 8 D. A. 
Clapp, Lot 15, reported at 50 bbls., end 
its No. 8 J. G. Grigsby, Lot 15, dry, as 


well as No. 7 M. Herschey, Lot 1. Its 
No. 7 M. M. Clapp, Lot 17, was also 


dry, as was Dempsey & McGrath's No 
35 Dan Fox, Lot 7. 
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Pennsylvania-West Virginia 


By D. 8S. WAKENIGHT 


ONE IN WEST VIRGINIA 








PitTspurGH, Pa., Nov. 29.—Since the 
Eastern fields were last reviewed noth- 
ing out of the ordinary has occurred to 
attract attention. The holiday that in- 
tervened interfered with the completior 
of wells due in the sand and the sus- 
pension of operations was in many lo- 
calities continued for the remainder of 
the week. The little work completed 
was of the routine kind and nearly all 
light wells. Taken as a whole the result 
of the week’s work was the least s..tis- 
factory of any in a number of months. 
But one well with an initial production 
of 100 bbls. was completed. It is the 
Pure Oil Co.’s No. 8 on the Lafollette. 
Prichard & Robson tract in Sherman 
district, Boone County, W. V. The de- 
velopment in this district is one of the 
few that can be counted on with any 
degree of certainty to furnish good pro- 
ducers with any degree of regularity. At 
long intervals a good well is found in 
some of the old districts but it gives no 
assurance of finding others in even the 
imnofediate vicinity. 

Lhe volume of new production de- 
rived from the Eastern fields during the 
current month will fall below that of 
vetober, notwithstanding the number of 
completions was almost the same. A few 
large wells in October boosted the pro- 
duction higher than in September. ‘The 
Meeks farm gusher in Greene County 
with its initial production of 1,600 bbls,. 
supplied more than one-third of the total 
new production for that month. During 
the past week the production of this well 
has hung around 3V0 barrels a day. 
North of the gusher 1,200 feet, the Phila- 
delphia Oil Co. completed a second test 
on the Maria Jicobs farm and did not 
get better than a 10-bbl. pumper. It is 
quite certain that the rich producing 
streak does not extend in that direction. 

For some months development work in 
Greene County has been increasing and 
now leads all others in the southwest 
Pennsylvania fields. Washington and 
Morris townships are leading in develop- 
ment work. In the first numed, Myers 
Long & Co. have started to drill No. 3 
on the Elizabeth Meeks farm. In secur- 
ing new production, this company, com- 
posed of Waynesburg parties, has been 
more fortunate than any other since the 
first of the year. In the northern end 
of Allegheny County, near the Butler 
County line, Dunlap & Co. drilled in a 
well on the Ritman farm that caused 
quite a little commotion during the early 
part of the week. When drilled into the 
third sand it showed for a 40 or 50-bbl 
well. It was estimated much too high 














and 10 bbls. a day will be its speed. As 





for its being the forerunner of a new 
pool, investigation showed that a dry 
hole had been completed years ago 


within 200 feet of the well and only a 
short distance away old one-time produc 
ers had been pulled out. 

The lower southwest fields, not 
closely drilled over, holds possibilities for 
new pools. However, they are hard to 
find, none of an appreciable size having 
been discovered this year. The Maxon 
sand pool in DeKalb district, Gilmer 
County, the Berea Grit pool in Reedy 
district, Roane County, and the exten- 
sion to the old Cabin Creek field in 
Boone County, have been the principal 
.ttractions. To these three districts is 
largely due the credit for keeping the 
West Virginia fields from showing a de 
cline. Under the most active drilling 
campaign ever witnessed in the Eastern 
fields, the old districts have not been 
more than equal to furnishing enouzh 
new production to meet the decline in the 
old wells. Very few of the new com- 
panies organized to operate in the East- 
ern fields during the year can show a 
balance of the right side of the ledger. 

Privilege Tax Constitutional 

The West Virginia Supreme Ccurt of 
Appeals, last Friday handed down an 
opinion upholding the constitutionality 
of the law passed by the extraordinary 
session of the Legislature in 1919 plac 


SO 


ing a privilege tax upon oil and gas 
piped over a distance of 10 miles. The 


decision in pcrt affirms and reverses in 
part the decision of Judge H. D. Rum- 
mell, of the Kanawha Circuit Court, in 
the cases of the Eureka Pipe Line Co. 
and United Fuel Gas Co. against Walter 
S. Hallinan, state tax commissioner, in 
which Judge Rummel declared the law 
unconstitutienal. 

Under the decision rendered by the 
Supreme Court the tax cunnot apply to 
interstate shipments of oil and gas, but 
must apply strictly to shipments within 
the state. 

The tax imposed by the law is two 
cents for each barrel of oil and one-third 
of one cent on each 1,000 cubic feet of 
zas piped over a distance of 10 miles. 

Originally Tax Commissioner Hallinan 
estim.ted under the law a revenue of 
approximately $1,000.000 annually. Un- 
der the decision handed down no esti- 
mate as to what the revenue will be can 
be made as yet, according to Judge Jobn 
T. Sims, deputy tax commissioner, who 
has charge of the cases. 

The decision, Judge Sims said, “leaves 
the tax in a rather complicated condi- 
tion and some time will be required to 
straighten out the affairs before any es- 
timate can be reached.” 





Representatives of the pipe line com- 
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Automatic Lubrication Principle 
} _ Nearly mbaer J machine at some The self-oiling feature is obtained 
i time is cursed with a dry bearing. ' > ' 
The oil reservoirs in the sheaves a ell by inserting wood feeders into a 
of the Lucey Rex Crown Block pre- bronze bushing forced into the hub 





eqe 
vent such occurrences. se “Ol 1 of each sheave. 
} q 
Neither is it necessary with a 


Lucey Self-Oiling Block for a man feature The feeders absorb the lubricat 


to hazard his life and limbs by daily ing oil from a reservoir in the hub 


trips to the top of wind-swept der- fT. of the pulley. The oil is drawn by 
ricks. Two or three such climbs a 0 ucey capillary attraction through the 


month are sufficient to fill the res- ; . 
bushing and deposited as, needed on 


ervoirs. 
TOWwrR the bearing surface in a thin and 


Only in a Lucey Crown Block is saetenaeaeanen film. 
it possible to obtain this feature ocks 
which saves work, reduces possibil- : . 
ities of accidents and saves repairs The bushing retsins all th 


and premature renewals caused by utsthem strength and good bearing qualitics 
of a regular high grade phosphor 


half-oiled bearings. 











. bronze bushing with inserts that 
This is a modern solution of oil- 1 a can’t glaze, clog or come out 
ing bearings, applicable to most ma- re 
chines. We are privileged to give distinct ee , 
the driller the advantages of the Its simplicity and economy are 
valuable invention. obvious. 


class 


LUCEY MANUFACTURING CORPORATION 


AGENTS; 
REX MACINE~Y & SUPPLY CO, WORKS: GENERAL SUPPLY CO. 
Tu: sa CHATT*s NOGA CasPa® 
SOUTHERN WELL SUPPLY CO. HOUSTON NCRTH TEXAS SUPFLY CO. 


GORMAN AND RiS:iNG STAR WICHITA FALLS, GRAHAM, BRECKENRIDGE 
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Yearian & Co.’s 


panies informed The Journal’s repre- 'same district, the Manufacturers Light |have a 2-bbl. pumper at No. 6 on the H. 


sentative that an appe 
to the United States Supreme Court. 
The tax imposed if allowed to stand 
would be placing a burden on a single 
industry in the State. 
Late Developments 

Located near the mouth of Indian 
Creek, McElroy district, Tyler County, 
West Virginia, the Hope Natural Gas 
Co. has completed a second test on the 
Hiram Ferrell farm. A smail show of 
oil and gus was developed in the Big 
Injun sand. On Crab Creek, Murphy 
district, Ritchie County, the Hoppe Re- 
fining & Construction Co.’s second test 
ou the George Frederick farm is show- 
ing for a small pumper in the salt sand. 


On Laurel run, Murphy district, 
Ritchie County, E. E. Pope has com- 


pleted a second test on the H. S. Wilson 
farm. It is a 2-bbl pumper in the salt 
sand. In Washington district, Pleasants 
County, the Lance Oil Co. has a show 
for a 5-bbl. pumper in the Cow Kun 
sand at No. Y on the Sullivan -Bros.’ 
farm. 

In Greenbrier’ district, Doddridge 
County, the Clarksburg Heat & Light Co. 
completed No. 204 on the F. Maxwell 
farm. It is a gasser in the Gordon 
sand. In Central district, the Imperial 
Oil & Gas Products Co.’s No. 1 on the 
F. A .Mason farm is a 5-bbl. pumper in 
the Bib Injun sand. In Southwest dis- 
trict, the Pittsburgh & West Virgjnia 
Gas Co. has a gasser in the second salt 
sand at a test on the E. W. Summers 
farm. In West district, Travis & Train 
er’s test on the Summers-Doak farm is a 
gasser in the Gordon sand. In the same 


district, the Columbia Carbon Co. has a 
10-bbl. pumper in the Gordon sand at 
No. 37 on the Lewis Maxwell farm. 


Located in Clark district, Harrison 


County, R. T. Lowndes has drilled an old} ( L 
{presented only light wells in shallow ter-|when it did come. 


well, No. 7, on his own farm to the 
Speechley sand, developing a fair gas 
pressure in this formaticn. In Churcl 
district,, Wetzel County, the Manufac- 
turers Light & Heat Co. has a_ light 
gasser in the Maxon sand at a test or 
the Barney Rice farm. In Battle dis- 
trict, Monongalia County, the Pittsburgh 
& West Virginia Gas Co. has completed 
a test on the Marion Wise farm. It is 
a gasser in the 50-foot sand. In the 


al would be taken & Heat Co.’s test on the George Rice H. McClelland farm. 


iCo. is fishing at 1,8UU0 feet on the J. H. 


farm is a gasser in the Maxon sand. first and second tests on the H. H. Mc- 
In Duval district, Lincoln County, the Clelland farm are both light pumpers. 
Carter Oil Co. has finally completed its'A. IF. Latta & Co. have a 3-bbl. pumper 
test on the Roxey Pauiey farm. It 1s at a test on the Peter Langley farm. 
showing for a 2-bbl. pumper in the,The same parties have a_2-bbl. pumpe1 
Berea grit. The Eddystone Oil Cor-jat a test on the Gruvin Bros.’ farm. 
por.tion has a 7-bbl. pumper at No. 10 In Athens County, Carpenter & Car- 
on the James Lawson tarm. No. 11 is|pepter have completed two tests on the 
due in the sand. In the same district,/C. UC. Mills farm. The first is a light 
the South Penn Oil Co. is drilling an-|pumper and the second a duster. I» 
other test on the T. F. Nelson farm. Morgan County, John Henne has : 
On Laurel creek of Henry's lork.|duster at a second test on the Lewi: 
Spencer district, Roane County, the Car-|Janes farm. The Wolf Creek Oil Co 
ter Oil Co. has started to drill a test on/had the same kind of luck at a test on 
the L. A. Short farm. In McKim dis-|the William Hopkins farm. The samc 
trict, Pieasants Couaty, the Wulliamson company is drilling a test on the Hiram 
Oil Co. has started to drill a test on the|Thomas farm. 
Laura V. Simonton farm. In the same Southwest Pennsylvania 
district, the Walnut Run Oil Co. is| In Aleppo Township, Green , County, 
drilling on the L. C. Watson farm. In!Pa., the Manufacturers Light & Heat 
Yen-Mile district, Harrison County |Co. and the South Penn Oil Co.’s joint 
Ernest Randolph has a rig completed on|well on the Calvin Grimes farm was 


drilled for a short time last Friday and 
it produced 130 bbls. the ensuing 24 
hours. This is the well that was drilled 
primarily for gas in some of the lower 
sands but unexpectedly developed oil in 
the Maxon sand. In Springhill Town- 
ship, the Peoples Natural Gas Co,’s 
second test on the Dennis Meighan is a 
gasser in the Bib Injun sand. In Wash- 
ington Township, the Philadelphia Qi] 
Co. has a show of oil in the 50-foot sand 
at a test on the Lindsey Meeks farm. 
In Morris township, the Nineveh Oil & 
Gas Co. is due in the sand at a test on 
the Charles Throckmorton farm. 

In Kookstown borough, Green Town- 
ship, Beaver County, P. R. Laughlin has 


completed tests on the Mrs. Anna 
Swaney and J. A. Todd lots. Both are 
showing a little oil and have quite 


zas pressure. In the same township, 
the Ohio Valley Trust Co. has a duster 
at No. 3 on the Walter S. Laughlin 





tarw. 








the S. C. Bond firm. In Central dis- 
trict, Doddridge County, the Carter Oil 


McGraw heirs’ farm. In New Milton 
district, Trainer & Travis are due in the 
Big Injun sand on the T. C. Boyce farm. 
In Central district, Ira D. Cox is rip- 
ping up on the J. W. Waldo farm. In 
Southwest district, the Penn-Royal Oi) 
Co. has started to drill on the 8S. Nutter 
farm. In Clay district, Wetzel County, — 
the Philadelphia Oil Co. has started a Houston, Texas, Nov. 27.—A _ reduc- 
test on the John B. Pettit farm. In'tion of 50 cents in credit balance prices, 
Duval district, Lincoln county, the|from $3 to $2.50, wus the event of the 
Eddystone Oil Corporation is starting to|week in the Gulf Coast district. No big 
drill on the Minnie Lawson farm. In|wells were brought in and the estimated 
Carroll district, the Junior Oil & Gas/daily average production is placed at 
Co. is due in the sand on the Rachael |97,280 bbls. for the week against an esti- 
Barrett farm. eu of 126,180 bbls. for last- week. 


MARKET IS REDUCED 





Southeastern Ohio Although a cut in credit balances had 
week’s development ‘been expected, it was something of a jar 
Ohio 


close of the 
the Southeastern 


The 
work in 
The Humble Oil & 
ritory. In Knox Township, Columbiana} Refining Co. made the first announce- 
County, the Renner-Deibel Oil & Gis Co. | ment, the new prices being effective No- 
has a very light pumper at No. 11 on/yember 23 with that company. The Gulf 
the George Teagarden farm. The Bene-|Pipe Line Co. and Sun Pipe Line Co 
dum-Trees Oil Co. gov one of the same followed the next day and The Texas Co 
kind at No. 11 on the Henry Cameron |announced the new schedules on Thurs 
farm. No. 12 on the same farm is drill- day. 
ing. | ‘Che Humble Co. has lines into West 

Guernsey County completions are all/Columbia, Goose Creek and Hull. A 
light pumpers. T. J. McDonald & Co./month ago it announced that oil belong- 
ing to royalty owners would be _ pro- 
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but are of simple construction. 





our own plant. 


make satisfactory delivery. 


Plant: 
PARMACO, W. VA. 





RKERSBURG MACHINE 


PAR NIAC 


PARKERspuRG W.Y>- 


Parmaco Combination Pumping Power 
Type G. O.—7-hp.—Gas or Gasoline 





PARMACO Pumping Powers are designed for severe usage, 


with long bearings, is practically unbreakable. 
value is very simple, and uses either gas or gasoline. 
ders are bored, reamed and ground to size. 
PARMACO Powers are simple but efficient, It 
and will pump four 1,000-foot wells when balanced. We can 


Manufactured By 


PARKERSBURG MACHINE COMPANY 
PARKERSBURG, W. VA. 


Phone 507 


rated and the surplus run into earthen 
storage, for which it agreed to pay $2 per 
bbl. The only oil it handles in the West 
Columbia pool aside from its own pro- 
duction, is royalty oil. In the Hull pool 
it handles its own production and that 
of the Republic Production Co., J. S. 
Cullinan interests, and also the royalty 
there belonging to the Houston Produc- 
tion Co. The latter is a subsidiary of 
the J. H. Kirby Lumber Co. and is the 
owner of the Dolbear tract on which the 
Republic Co. is operating. 

Many reasons are given for the reduc- 
tion, but the chief is the fact that Gulf 
Coast production has been climbing and 
went above the 100.000 bbls. per day 
mark, the highest in years. The big 
wells at West Columbia are responsible 
for the increased output and_ recently 
the Hull pool has been adding its quota 
to the increase. The big buyers of 
Coastal crude in New Jersey have been 
diminishing their demands and _ taking 
less of the crude. It’s a question of 
stimulating buying by cutting the price, 
or building more steel storage. It wa: 
not considered good business judgment to 
erect additional steel storage and fill it 
with high-priced oil in the face of the 
present conditions in the business world. 
If the big Eastern refining interests de- 
sire to buy and put into storage, the price 
is now off to enable them to do so. 
Naturally, the reductions hurt the smal) 
producer who is operating in the face of 
high costs for labor and material. How- 
ever, 90 per cent of the oil in the Gulf 
Coast district is produced by the large 
companies, so it will be seen that the 
interests of the smal] operator, while im- 
portant to them as individuals, are but 
a very small part of the whole. 
is not believed that further cuts 
will be made immediately. The big wells 
at West Columbia are showing an in- 
creasing percentage of water and the es- 
timate in that pool is off 5,760 bbls. for 
the week. No new wells have been made 
in the north extension, but severul may 
be brought in during the coming weck. 
Texas Co.’s No. 1 Abrams, the original 
well in the extension is credited with a 
daily average of 3.700 bbls. for the week. 
No. 2 Abrams is off from 1,500 bbls. last 
week to 900 bbls. this week and No. 49 
Hogg, the offset on the south to Abrams 
No. 1, is making 12,400 bbls of clean oil 
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Gulf Coast Oil Operations 


By P. L. MoGREAL 


and 30 per cent sediment and water. To 
the north in the Jackson sub-division, 
the Humble Oil & Refining Co.’s No. 1 
Robinson, has quit. No. 2 is making 
. bout 200 bbls. of oil per day. The Gulf 
Production Co.’s No. 1 M. C. Masterson 
and Monarch Oil & Refining Co.’s No. ! 
Smith, are both off. 
Estimated Daily Average 

The estimated daily average produc- 

tion in each pool for the week is placed 





fields to operators, especially the little fellows. | 


as follows: Batson, 1,400 bbls.; Blue 
Ridge, 860 bbls.; Dayton, 70 bbls.; Da- 
jmon Mount, 5,700 bbls.; Edgerly, 1,200 
|bbls.; Goose Creek, 17,700 bbis.; Humble, 
| 10,860 bbis.; Hull, 21,800 bbls.; Jen- 
inings, 700 bbls.; Markham, 140 bbls.; 
Spindletop, 1,000 bbls.; S.ratoga, 3,960 
bbls.; Sour Lake, 5.200 bbls.; Vinton, 
3,750 bbls. ; West Columbia, 39,800 bbls. ; 
Welsh and Anse La Bute, 260 bbls.; 
Somerset and Piedras Pintas, 950 bbls. ; 
miscellaneous, 430 bbls. 

The $3 credit balance quotation has 
been in effect since early in April last 
and is the highest ever posted for Gulf 
Coast crude. As high as $3.50 has been 
paid by outside refiners. Late in 1918 
the price was $1 for all pools but West 
Columbia, where 75 cents was posted. 
During 1919, the quotations were $1.25 
and $1.50. Early in January of this 
year, $1.75 was posted, followed by $2 
on February 18 and $2.25 on March 2. 
Two days later the price went to $2.50 
and on April 3 to $3, a jump of 5U cents 
per bbl. 

Late Completions 

In the Goose Creek povl, the Gulf Pro- 
duction Co. abandoned No. 2 Rosenthal 
in the bay at 3,200 feet. The Humble 
Uil & Refining Co. worked over No. 1 
Tabb into making 700 bbis. of fluid, 60 
per cent sediment, at 2,100 feet. No. 22 
Galliard is bailing at 2,300 feet. 

In the Humble pool, the Atlantic Oil 
Producing Co.’s No. 2 Hamlin is pump- 
ing 75 bbis. at 2,700 feet. It is on the 
north side of the river. The Texas Co.'s 
No. 10 Wheeler, is making 25 bbls. at 
2,100 feet, after working over. Same 
company has temporarily abandoned Nos. 
247 Landsiide and 31 Koeunler. 

At Damon Mound, tie Sinclair Oil & 
Gas Co.'s No. 1 Munson, is pumping 200 
bbis. at 3,030 feet. In the Spindictop 
pool, the Unity Oil Co.’s No. ¥ Gladys 
is good for 25 bbls. at 870 feet. 

In the Sour Lake pool, the Lakeview 
Oil Co.’s No. 24% Hardin, is making 
salt water at 70U teet and the Guif L’ro- 
duction Co.’s No. 35 Tarver-Hardin is 
rated at 35 bbls. at 2,375 feet. It was 
deepened. 

Hull and Blue Ridge 

In the Saratoga pool, the Sun Co. is 
bailing No. 161 United, at 1,040 feet. 
The best well of the week was in tle 
Hull pool in the Gulf Production Co.'s 
No. 1 Thomas, deepened to 2,830 feet, 


which started flowing 3,000 bis. Same 
company is deepening Nos. 21 and 24 


Phoenix, to the north, both of which 
showed salt water at 2,300 and 2,100 feet 
respectively. The Higgins Oil & Fuel 
Co.’s No, 2 Republic is good for 75 bbls. 
at 2.050 feet and No. 3 Cantor is also a 
pumper at the same depth. Higher up 
on the hill No. 1 Findley was a failure 
at 3,550 feet and is now plugging back 
to 1,900 feet for a test there. The 
Monarch Oil & Refining Co. has set per- 





forated pipe in No. 1 Harrison at 2,450 
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The “Ace” of the Oil Fields <@> 


“Oilwell” Unit Pumping Outfit 
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Electric Driven Outfit in the Indiana Field 


“There is an “Oilwell” Unit Pumping Outfit Also with belt drive or gear drive. 


for every depth of well. . : . ‘ ; 
’ P Send for Bulletin No. 26, which describes 
They can be furnished with either a gas, gaso- these outfits in detail, or inquire at any of our 
line, kerosene or oil engine; or electric motor. 75 Branch Stores. 


“Oilwell” Products World Renowned—Both Above and Under Ground 


OIL WELL SUPPLY CO. 


PITTSBURGH, U.S. A. 


SAN FRANCISCO TAMPICO LONDON 
Branch Stores in all Oil Fields 


NEW YORK LOS ANGELES 
Everything for Oil Wells 


























Leschen Oil Well Lines Insure Drilling Economy 


The uniform durability of Leschen Oil Well Lines enable: 
them to accomplish a maximum amount of work for eack 
dollar of their cost. The economy of Leschen Lines is not a 
matter of guess, for actual work in oil fields the world over ha 
demonstrated it. The reason is the material, design, workman- EZ 





ship and “know how” used in their manufacture. 


Manufactured by 
A. LESCHEN & SONS ROPE CO. 
In Business Since 1857 ST. LOUIS Oil Well Supply Co., Selling Agents 
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feet, after working it over and is bailing 
the hole. 

No wells were completed in the Blue 
Ridge district, 15 miles southwest of 
Houston, but a total of 14 wells are 
drilling there and 12 more starting, most 
of them on the west side of the dome 
the side on which The Texas Co.’s No. 1 
Robinson is located. It blew-out aft 
3,480 feet and then flowed wild befor« 
sanding. Drill pipe in the hole is now 
being sidetrceeked. On the same _ side 
and close in to the well, the Humble Oil 
& Refining Co.’s No. 1 Dew is around 
890 feet and No. 2 is rigged. No. 1 West 
is below 800 feet and No. 1 Damon 
around 1,000 feet with No. 1 Myers at 
825 feet. A hard rock was found in all 
these holes from 760 to 1,000 feet that 
makes progress slow. The Crown Oil & 
Refining Co.’s No, 1 Ramson is around 
654 feet with No. 1 Johnson rigging. 
The Oil Issues Syndicate is around 467 
feet with Ne. 1 Booth and rigging for 
No. 2 Booth. The Gulf Production Co. 
is below 5438 feet with No. 1 Goodman 
rnd rigging No. 1 West-Schenck. The 
Republic Production Co. has started 
drilling No. 1 Booth and is rigging No 
1 Callahan. The Blue Ridge Production 
Co.'s No. 2, is rigged and ready to start 
No. 1 Robinson. The Invincible Oil Co 
is rigging No. 1 fee on the south side 
of the dome. 

On the east side of the dome, the Gulf 
Preduction Co’s No. 3-B Blakely is 
around 1,345 feet with a derrick for No 
4-C. The West Production Co.’s No. 1 
Luscher is below 2.600 feet and West and 
Gulf's jointly No. T uscher below 
1,100 feet. Kenny and others’ No. J 
Bentley is drilling below 1340 feet andn 
the Thomas-Trylor Oil Co.’s No. 1 Bent- 
ley to the north is below 480 feet. The 
Sinclair Oil & Gas Co. has a location 
for No. 2 Davidson. 

The Gulf Pipe Live Co. 
its six-inch line from the pool to con- 
nect with its main lines at Lynchburg 
on the ship channel and the Texas Pipe 
Line Co. will lay an eizht-inch line from 
the pool to Almeda, five miles west on the 
Columbia Tap railrocd, where it wil) 
build a loading rack and ship out in tank 
ears for the present. If the develonment 
justifies it the .ine will be extended to 


3 is 


is working on 


connect with the lines from West Co- 


lumbia. 
Big Wells Declining 

In the West Columbia pool, the Hum- 
ble Oil & Refining Co. has set per- 
forated pipe in No. 27 Japhet, in the old 
south pool, deepened to 3.375 feet and 
is bailing. The Texas Co. is bailing No. 
3 Abr. ms in the north extension at 3,040 


feet. It is on the north line and offsets 
light wells by the Humble and Gulf in 
the Jackson sub-division. 


No. 1 Abrams is making about 3,500 
bbls. No. 49 Hogg to the south is mak- 
ing 12,000 bbls. pipe line oil and 30 per 
cent sediment or 16,000 bbls. of fluid. 

In the old south pool the Southern 
Petroleum & Refining Co, set six-inch in 
No. 3 Phillips at 3,200 feet and is now 
drilling in a hard sand. The Texas Co 
is sidetracking No. 33 Hogg. To the 
east of the Japhet, the Gulf Co. is deep- 


ening No. 3 W. C. Hogg at 3,670 feet 
nd drilling No. at 3,000 feet with a 
derrick for No. 5. The United Drilling 


& Development Co.’s No. 1 Hogg is be- 
low 2,900 feet. To the southwest, the 
State & National Oil Co.’s No. 1 Ehmen 
is shut down with a derrick lor No. 2. 
No. 1 Williamson is also standing. 

In the new north end The Texas Co. is 
drilling No. 4 Abrams at 2,060 feet and 
No. 52 Hogg at 1,350 feet with No. 53 
at 1,050 feet, where 12-inch casing ha: 
been set. No. 51 is preparing to _resumc 
drilling. To the north in the Jackson 
sub-division the Gulf Production Co. is 
below 2,160 feet in No. 2 M. C. Master- 
son with No. 3 ¢t 2,685 feet. The Mor 
arch Oil & Refining Co.’s No. 2 Smith 
is below 2,400 feet with No. 3 fishing at 
2300 feet. The Humble Oil & Refining 
Co., to the west, is below 2.200 feet wit’ 
No. 3 Robinson and around 3,390 feet 
in No. 4 with six-inch casing set in No 
5 at 3.215 feet. To the east No. 1 
Goldman is drilling at 3.087 feet and 
No. 2 at 2,210 feet with No. 3 around 
150 feet and shut down. Simms & Co.’s 
No. 1 Turner is at 3.610 feet 
Crown Oil & Refining Co.’s No. 2 Mun- 
son at 3,280 feet. The White Oil Cor 
poration is around 2.600 feet with No. J 
Phillips end the Atlantie Oil Co.’s No. 1 
Smith is drilling at 2,765 feet. The Sun 
Co.'s No. 1 Leggett is below 1,100 feet. 





To the northeast the General Oil Co.’s 
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Cages 

Polish Rods 
Plunger Nuts 
Stuffing Boxes 
Standing Valves 
Four Cup Valves 
Eight Cup Valves 


Our facilities for serving 


ogue. 
D. & B. PUMP 


301 West Avenue 26 





PUMPS 


(Working Barrels) 


D. &. B. “Quality First” Oil Well Pumping Supplies are 
manufactured of quality materials that prove a satis- 
faction to operators when the test comes. 
pumping is what pays—that’s 
outfits do—they’re on the job all the time. 


Balls and Seats, U- 
Balls and Seats, Tool Steel 

Pull Easy Sleeves and Shoes 

Double End Steel Extension Shoes 
Plunger Bushings (Wide Wrench Hold) 


standard avoiding delays and shut downs that mean 
i financial loss to the operator—Write for our cata 


INCORPORATED 


Continuous 
what D. & B. Pumping 


Brand 


immediately are of high 


& SUPPLY CO. 


Los Angeles, California 




















No. 2 Rich is below 2,875 feet. Be- 
tween the north and the south sides th 
Humble Oil & Refining Co. is sidetrack 
ing No. 2 Hyde at 2,400 feet and the 
Great Belt Oil Co. is drilling No. 2 Hyde 
at 1,500 feet. 

Interesting Wildcats 

The Humphreys Petroleum Co.’s No. J 
Rogers, one mile west of the town of 
Mexia, in Limestone County, went int« 
a sand with cable tools at 3,055 feet 
and the well made several flows. Good 
judges meke the flows between 60 and 7¢ 
bbls. each time. The derrick collapsec 
when an effort was made to pull the cas- 
ing to go deeper. The derrick is being 
rebuilt and in the meantime tankage has 
been provided. The well is in what i 
known as the Mexia-Groesbeck gas dis- 
trict and is one the east side of the ridge 
extending between the two places a dis- 
tance of 15 miles, 

In Orange County, Emmerson & Nobk 
bailed No. 2 Chesson in the old Terry 
section at 1835 feet and is flowing 
water and about 30 bbls. of oil. It wil! 








}in Karnes County 


Friday. 





be deepened. The Toale Oil & Gas Co.’, 
No. 1 Winfrey in the same section. 
which was shut down at 1,830 feet wait- 
ing to see what the Chesson well would 
do, will now be drilled on deeper. The 
Humble Oil & Refining a mnendened 
No. 1 Blend there at 3,810 

In Harris County, the Gait Produ 
tion Co. junked No. 12 Warren at 
Hockley at 2.250 feet and has made a }o- 
eation for No. 13. The Willow Creek 
Oil Co. abandoned No. 1 Mooney in thy 
northern part of the county at 3,120 
feet. 

In Liberty County, Simms & Co.’s Ny, 
5 Pruitt bailed salt water at 4,150 feet 

In Victoria County, the Gusdalupe 
Valley Oil Co.’s No. 1 Conti has bee 
abandoned’ at 3,860 feet. The hole jx 
remarkable in that no casing was set 
except the 10-inch surface. The Atlant: 
Petroleum Co. is testing No. 1 Porte, 
at 2,100 feet. 

In Bienville Parish, Louisian:. th 
Humble Oil & Refining Co. abandone 
No. 1 Poole at 3,060 feet in salt wate: 








November Field Summaries 


RESULTS IN ALL FIELDS 

















Summary of Completed Wells 
Field— Comp. Prod. Dry Gas 
Basterm ..ccccsccces 561 2,962 102 68 
Lima-Indiana ....... 108 1,639 15 0 
Central Chio .......- 123 1,157 50 35 
Kentucky-Tennessee 276 6,033 28 13 
THIMOIS 2c ccccccccces 32 489 9 2 
HGRGRS .cccccicccecs 291 12,570 7 13 
Oklahoma .........-+ 856 73,187 199 70 
North-Central Texas. 529 75.535 160 24 
North Louisiana 85 17,2°0 23 9 
Gulf Coast ......00- 167 47.469 66 2 
WyominG ...ccccses 28 2.415 9 4 
Total November...3.066 240746 737 240 
Total October ....2,848 293,072 624 185 
Difference ....... 218 52.326 113 55 
Summary of New Operations 
Fiela— Rigs Drg. Ttl 
PAStePM ccccscccccccesere 313 666 979 
Lima-Indiana ......0-0++% 17 152 149 
Central Chid ...ceceeeees 64 138 202) 
Kentucky-Tennessee ..... 12 1,110 1,122 
SEE Ficsaess-kc6qaue-nd 3 61 64) 
a. MRR RELTSLE LEE 102 348 450 
a. ere rrrrrr res 504 1,447 1,951 
North-Central Texas ..... GAL 1,816 2,487 
North Louisiana ......... 189 2°7 485 
Cowie CORR .ccccccccveses 121 402 523 
WYGGMIRE cccccccvccvesces 152 385 mens 
Total November ....... 2.198 6.8°2 8.9°0 
Total October ..........2,229 7.255 9,484 
DUGTCPOMOO ccccscesccece 121 433 554 


A gain of 218 was recorded in well: 
completed in the various fields during 
November, but the initial daily produc- 
tion declined 52.326 bbls., in comparison 
with October. The increase in completed 
wells came from a majority of the fields 
with Oklahoma in the lead. Loss in new 
production was due principally to the 
failure of the Gulf Coast field to supply 
wells of the calibre reported in October 
when the West Columbia pool came to 
the front with a number of gushers. In- 
cluded in the wells completed were 737 
dry holes snd 240 gas wells. 

A marked decline in new work 
evidenced in the November field reports 
At the close of the month there were 
2,108 rigs and 6,822 drilling wells in the 
various fields, indicating a loss of 121 in 
rigs and 483 in drilling wells. The East- 
ern, Lima-Indiana, Kansas, North-Cen- 
tral Texas, North Louisiana, Gulf Coast 
and Wyoming fields participcted more or 
less in the decline in new work. 

Declines in active operations may be 
attributed to cold weather and _ poor 
roads, lack of finances and a determina- 
tion of many operators to curtail drill- 
ing until prices of material and labor 
are more favorable. The fact that pro- 
duction now exceeds consumption is also 
taken into consideration by the larger 
operating companies. 
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OKLAHOMA 
Summary of Wells Completed 
Comp. Prod. “7 Ttl. 
343 


County 








Washington .....cc.cee 36 1 
Nowata-Rogers ....... 56 779 } 2) 
CUMS cc cwceceuescaders 217 22,429 41 18| 
rrr rr 24 560 9 a 
Okmulgee ........5+.. 111 15,527 28 8} 
Muskogee and Wagoner 29 624 10 | 
CPG cecccscscencens 7 6,982 15 5 
POWRSO occccccvcecsss 31 1,205 15 2/ 
PRFRO cescccccccccceve 24 1,131 6 5 
MAG ccccoccscscccesece 15 1,392 8 2) 
Garfield and Noble..... 21 1,425 6 2) 
|" ener 68 10.374 4 5 | 
Stephens and Cotton.. 95 2,223 24 13 
Wildcat and misc...... 54 8,193 19 5 

Total November..,..856 73.187 199 70) 

Total October....... 767 70,358 160 48 

a ete ee 89 2,829 39 22 


-field from 4.709 bbls. 


| Township 


Summary of Rigs and Wells Drilling 


County Rigs Drg.. Til 
Washington wale ‘Maes 39 ; 
Nowata-Rogers ............ be 22 
DD ch.cedeonéae sce eed dees 144 235 3 
BE b6 céecnddeanieiee ee ans 6 21 : 
I a ia win th hi a wale 79 165 244 
Muskogee-Wagoner ........ 16 59 76 
DE Guvtedesckeuawaanscew 75 164 239 
eres eee ee 27 62 Su 
DE - Nacemneese eam awead ae 11 74 85 
i, i40¢ecenen nes me dodawaae 11 31 42 
Carfield and Noble......... 19 81 100 
Rr eee 19 137 15: 
jaanees and Cotton....... 28 126 15 
CUED Avenged esd niouséaikae 69 231 30 
Total November ........ 504 1,447 1.951 
eee SONNE ccccsscsane 470 1,564 2,034 
BROOUNRS ccscrncesesisces 34 117 83 


In the period covered py the November 


'veport of operations in Oklahoma ther 


were 856 wells completed; total initia) 
daily production of 73,187 bbls., 199 dry 
holes and 70 gas wells. In the month of 
Octoher there were 767 wells com™leted : 
70 358 bbls. of new nroduction, 160 dry 
holes and 48 gas wells. This was a gain 
in completions of 89, a gain in initial 
daily production of 2.829 bbls.; 39 mor 


failures and 22 more gas wells. 


Okmulgee County came back very en- 
couringly, with new production of 15,527 
bbls., as against 9,660 bbls. in October. 
and the great record of Okfuskee County 
boosted the “miscellaneous” end of the 
in new production 
in October to 8,193 bbls. in November 
The other counties in the state com- 
pared as follows: Washington, October 
571 bbls., November 343 bbls.; Nowata 
Rogers, October 853 bbls., November 77! 
bbls.; Osage, October 24,463 bbls., No 
vember 22,429 bbls; Tulsa, October 130 
bbls.. November 560 bbls.; Muskogee 
Wagoner, October 1,423 bbls., November 
624 bbls.; Creek, October 7,918 bbls. 
November 6,982 bbls.; Pawnee, October 
50 bbls., November 1,205 bbls.; Payne. 
October 1,168 bbls.. November 1,131 
bbls.; Kay, October 25 bbls., Novembe: 
1,392 bbls.; G. rfield-Noble, October 915 


bbls., November 1,425 bbls.; Carter, Ox 
tober 15.560 bbls.. November 10.374 
bbls.;  Stephens-Cotton, October 2,91: 


bbls., November 2,223 bbls. 

No new fields were opened, but new 
snots between old pools and extensions 
of pools were among the month’s feat 
ures. The H. F. Wilcox Oil & Gas Co 
has two wells near Bristow, Creek 
County, one in Section 35-16-9 and th: 
other in Section 28-16-8 that may be the 
opening wells to a couple of small pools 
the well in Section 28-16-8 being a sure 
enough oil producer, but the other still 
is an uncertainty. The southern end of 
the State is developing a lot of ga: 
wells, and some of these in the Dune D 
district turn into paying oil wells when 
the big head of gas is off. The pool in 
11-11, Okfuskee County, 
showing up the best of any in the State 
just now and its limits have not yet bee: 
defined. The Hewitt pool in Carte: 
County is showing signs of falling off 
and there is not as much new work there 
now as in October. The approach of 
winter, and a_ persistent whispering 
propoganda to the effect that the “mar 
ket is due for a cut” has affected the 
nerve of some operators. The whisper- 


is 


jing began last June and has persisted 
ever since in spite of the fact that the 
months 
the market for Mid-Continent oils. 


passed without any change in 
The 
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For over twenty years— 
a faithful oil field friend! 














Where Bessemers are 
manufactured—plant at 
Grove City, Pa. 
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Do you want a 
copy of this book? 


The BESSEMER 
OIL FIELD ENGINE 


Every oil or gas producer or worker should 
have a copy of our new book, ‘““The Bess- 
emer Manual of Gasoline Recovery.’’ Sent 
free on request. A complete treatise on the 
industry with almost 200 pages of valuable 





T is deep oil territory that the value 
of a gas engine and clutch is proven. 
It is in such fields that the Bessemer 
Jil Field Gas Engine has attained first 
rank. Equipped with improved Bessemer 
Reverse Clutch, it provides the ideal 
equipment for cleaning out or drilling. 


Bailt with a crosshead 


The Bessemer is the two-cycle engine 
built with a crosshead. It has no valves 
exposed to the force or heat of the ex- 
ploding gases, and in addition possesses 
a score of other features that make the 
Bessemer Oil Field Engine positive pro- 
duction insurance. 


For over twenty years the Bessemer has 
proven its worth, with a record of contin- 
uous and economical performance wher- 
ever it has been installed. That is why 
over 20,000 installations have been made 
to date. 


Investigate today 


And that is why you should investigate 
the merits of this distinguished oil field 
help. Or if you have need for other Bes- 
semer equipment, find out today how this 
institution can meet your most exacting 
requirements. 


Spare parts in stock near 
all centers of production. 


The Bessemer Gas Engine Co. 
52 York Street, Grove City, Pa. 


Branch Offices, Warehouses and Service Stations in all Active Oil Fields 


GAS AND OIL ENGINES—AIR AND GAS COMPRESSORS—PUMPING POWERS 
LT TAT on MN a am SAR 
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fact that there is a falling off of 117 in 
drilling wells as shown by a comparison 
of the number at the close of this repor 
with that of October can in part be at- 
tributed to this propoganda. The number 
of rigs at the close of the report, 504, i: 
34 more than at the close of October 
but the number of drilling wells, 1,447, is 
117 below the October drilling well fig- 
ure. The total for November, 1,951, is 
83 less than the total at thec lose of Oc- 
tober, 2,034. 





KANSAS 
Summary of Wells Completed 

County Comp. Prod. Dry ‘Tl. 
MEISE co cccccccccescas 30 3,110 2 ee 
BMOPION <ccoscosee sie Oe 5,140 7 1 
Chautauqua-Elk ...... 46 958 9 6 
Montgomery ......ee5% 31 368 8 és 
WUGOR  cccccccccececse 15 491 2 1 
Allen-Bourbon ......+.. 45 972 9 1 
WAGERS cscccdccocceses 16 508 2 1 
Miami, Fran'n, Douglas 52 496 22 3 
Wildcats and misc..... 25 527 17 ee 

Total November ..... 291 12,570 76 13 


Total October 20,840 80 14 





BWEMeVORSS os vevcccce 33 8.270 4 1 
Summary of Rigs and Wells Drilling 


County Rigs Drg. Ttl. 
DE sees 640GenKeoeearen 17 78 95 
PORUNOR co cccnepecvertucaedce 39 60 99 
Chautauqua-Elk .......e06. 19 38 57 
BEOREROUROTH ccc ccc ccvceses ee 18 18 
“Wilson pesca weseeneeeence ee 6 6 
BOR savccccecsscevesesceve ee 6 6 
DOE dace nancnncaewneées o* 9 9 
Miami-Franklin-Douglas ... .. 21 21 
Wildcat and miscellaneous. 27 112 139 

Total November.......... 102 348 450 

Total GateveP .cccsveccscs 113 386 499 

RD a cnndkésstdunes 11 88 49 





Kansas completed 291 wells in Novem- 
ber, with new production totalling 12,57¢ 
bbls.; 76 dry holes and 13 gas wells. In| 
October the completions numbered 256: | 
the total initial daily production 20,840. : 
bbls.; dry holes 80 and gassers 14. This | 
shows a gain in completions in Novem- | 
ber of 33, but a large falling off in new} 
production, 8,270 bbls. There were four | 
fewer dry holes, and one less gas well 
In the month of October the initirl pro- 
duction of Butler County completions 
was 1.831 bbls., the poorest month it 
had had in several years. In November 
the new production was 3,110 bbls. 
Marion did not do as well in November | 
as in the month before, the October total 


having been 15,840 bbls., and the No- 
vember total 5,140 bbls. The other 
counties in the state compare as follows: 
Chautauqua end Elk, October 1,604 bbls., 
November 958 bbls.; Montgomery, Oc- 
tober 194 bbls., November 368 bbls. ; 
Wilson, October 66 bbls., November 491 
bbls.; Allen, October 115 bbls., Novem- 
ber 972 bbls. (which total included a 
considerable number of wells in the 
Bronson and Meran districts, some in 
Bourbon County, not before recorded, 
but not new completions); Neosho, Oc- 
tober 45 bbls., November 508 bbis.; 
Miami, Franklin & Douglas, in October 
435 bbls., November 496 bbls.; miscel- 
laneous, October 710 bbls., November 
527 bbls. 

In new work the rigs numbered 102 
and the drilling wells 348. a total of 450, 
as against 113 rigs and 386 drilling wells 
in at the close of October, a falling off 
of 11 in rigs and 38 in wells drilling. 


OKLAHOMA-KANSAS 


Summary of Wells Completed 
Comp. Prod. Dry Gas 
856 73.187 199 70 


Oklahoma ...eeeeeeee etd +4 + 
12.5 


Kansas ...ccccccccece 291 





Total November....1,147 85,757 275 83 
Total October ..... 1.023 91,198 240 62 
Difference ......... 124 5.441 3 21 
Summary of Rigs and Wells Drilling 
Rigs Drg. Tt. 
CHIAROMA .cccccccccccescce 504 1,447 1,951 
ee PTTL eee 102 348 450 
Total November.......... 606 1,795 2,491 
Total October ....ccccees 583 1,940 2,523 
Ee ee re 23 145 122 


The combined work in Oklahoma and 
Kansus in November was 1,147 comple- 
tions, 85.757 bbls. in new production; 
275 dry holes and 83 gas wells. In Oc- 
tober the total was 1,023 completed 
wells; 91.198 bbls. in new production; 
240 dry holes and 62 gas wells. Novem- 
ber shows a gain of 124 in completions; 
but a falling off of 5.441 in new produc- 
tion; 35 more dry holes and 21 more gas 
wells. 

In new work at the close of the No- 
vember report there were 606 rigs and 
1.795 drilling wells, a total of 2.401 
while at the end of October the rigs were 
583 and the wells drilling 1,940, a total 
of 2,523. This is a gain of 23 in rigs. 
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OF SHREVEPORT 


Pioneer operators in North Louisiana, 
those who broke “first ground” for the 
sensational developments in this territory 
today, will tell you that from the outset 
it has been characteristic of the Commer- 


the facilities to properly serve you. 


North Louisiana’s Foremost 
Financial Factor 





to accord oil men 
consideration and 
the experience and 


























but a loss of 145 in wells drilling, a net 
loss of 122. 


NORTH LOUISIANA-EAST TEXAS 
Summary of November Operations 








District— Comp. Prod. Dry Rigs Dig. Ttl. 
GED ceccece 19 840 3 20 45 65 
Claiborne .... 25 14,560 4 49 60 109 
De Soto ..... 10 650 3 14 34 48 
Red River ... 13 1,255 3 41 36 77 
Bossier ...... 10 145 3 4 12 16 
Wildcats 4 4 20 50 70 
Arkansas .... .. iin” Potion 4 29 33 
DOMRB cccccee 4 40 3 17 31 48 

Total Nov.. 85 17,290 23 169 297 466 

Total Oct... 79 21,345 21 178 304 482 

Difference . 6 4,055 2 9 7 16 


Three gassers in Caddo; three in De Soto; 
three in Bossier. 

A summary of operations in the North 
Louisiana field shows an increase of six 
in the number of completed wells, with 
two more dry holes and three more gar 
wells than in the month of October. A 
decline of 4,055 bbls. in the amount of 
initial production indicstes a slight fall- 
ing off in the size of new wells through- 
out the field. The Claiborne district 
continues in the lead with new produc 
tion from 25 completions amounting to 
14.560 bbls. and only four dry holes 
The total number of wells completed 
during the month of November was 85 
of which 23 were failures and nine gas 
wells. At the close of the month there 
were 601 drilling wells and rigs in the 
field of which 135 were temporarily shut 
down from various causes. 


NORTH CENTRAL TEXAS 
Summary of Completed Work 





Comp. Prod. Dry Gas 

DE axesscbeowdens 165 4.198 Ecce 
Burkburnett .......... 88 3,825 24 2 
MRBCIRRE nw cccccccccccs 73 4,450 28 5 
Ree 144 62,540 27 9 
WOEONED ccccececceees 59 522 37 8 
Total November..... 529 75.525 160 24 
Total October ....... 471 74,538 145 12 
Difference .......... 58 997 15 12 

Summary of New Work 

District Rigs Dre. Ttl. 
WOUND ccccccccccceeseseses 42 168 210 
TRUPUOUINMOEE ccccpccscccccece 157 363 520 
BENE, cccdccccccsaccccesoe 189 366 655 
TOR sctcedtocececeeseees 145 524 669 
errr ere 7 39 46 
MEE Gainendcnsensecenwes 111 356 467 
Total November........... 651 1,816 2,487 
BONe GO cc voccccccsce 77 2,042 2,820 
TRRPTUMES cv rcccsscesscces 127 226 353 


North-Central Texas reported the com- 
nletion of 58 more wells in November 
than during the preceding month andthe 
new nroduction increased 997 bbls. The 
Burkburnett nool and wildcat districts 
were responsible for the gain in com- 
pletions. Stenhens County, the most 
interesting district in the field, failed t+ 
reach its October record in completed 
wells. 

November witnessed the completion of 
529 wells, with 75.535 bbls. new nroduc 
tion. The drv holes numbered 160 ani 
the gas wells 24. 

At the close of November 651 rigs and 
1.816 drilling wells were reported. This 
was a loss of 127 rigs and 226 drilling 
wells, in comparison with October. 


GULF COAST 
Summary of November Operat’ons 
District— Comp. Prod. Dry Rigs Dig. Tt! 











Anse La Bute 4 1,150 2 1 6 7 
Rarber Hill... 0 0 0 4 4 
Riue Ridge... 0 i 0 12 14 26 
i ee 8 101 4 0 7 7 
Damon Mound 2 400 0 1 6 7 
Wageriy ..... 7 «FO 3 2 4 6 
foose Creek.. 26 12,115 6 a) 35 44 
Humble ...... 15 380 3 1 9 10 
. Cowcee.ne 23 «425,440 7 20 21 41 
Jennings .... 5 250 2 1 3 4 
Martham .... 0 a’ 0 1 5 € 
Enindietop ... 9 125 4 3 4 7 
Saratoga .... 15 815 4 2 12 5 
Sour Lake 6 175 2 0 4 4 
Somerset .... 18 228 0 7 31 2R 
TEER wessce 5 75 4 5 5 1” 
Ww, Columbia. 7 5,700 4 10 88 4& 
Miscellaneous. 29 65 21 45 19 239 

Total Nov..1&7 47.489 66 121 492 592 

Total Oct..122 83.785 40 125 418 542 

Mfference . 25 36.218 26 4 16 20 


New nroduetion in the Gulf Caact dis- 
triet agereeated 47.469 hhis. Avrine the 
manth of November ageninst 82785 hhc 
last month. or a decrease of 36.316 bhis 
The figures for last month were the hich- 
est in years. due to hig wel's at West Co- 
lumbia and the newly onened Blue Ridge 
pool. No wells were finished in the last 
named pool this month and at West 
ccc, the initial output was 5,700 

Ss. 

The Hull pool furnished the bulk of 
the new production in November with 
25.440 bls., 8.000 of the total coming 
from one wel] that extended the limits 
to the south, New deeper sand wells at 





Cosme Creek added 12,115 bbls. to the 
total. 

Dry holes numbered 66, an increase of 
26 over the October figures. Two gas. 
sers were brought in in Limestone 
County. 

Rigs number 121, against 125 at the 
close of October, and drilling wells tota) 
402, compared with 418 last month. 

A 35-bbl. well was developed in the 
Terry district in Orange County and the 
Humphreys Petroleum Co., of Tulsa, has 
a well that flowed by heads, located west 
of Mexia in the old gas district at 3,065 
feet. It will be deepened. 

Late in the month the pipeline com 
panies announced a cut of 50 cents in 
credit balances from $3 to $2.50 per bbl. 


WYOMING 
Summary of November Operations 














Districts Comp. Prod. Dry Rigs Drg. Tt) 
Big Muddy.... 1 105... 3 24 27 
Salt Creek.... 1 sees 1 37 44 81 
Lance Creek... 2 ee 1 5 21 26 
Warm Springs, 

Grass Creek 

and Ther- 

mopolis ..... 4 305 4 29 33 
Big Horn Basin 3 SS os 9 30 = 39 
Lost Soldier, ete 6 50 5 15 43 \ 
Rock River and 

Medicine Bow 3 1,550 21 49 70 
Fremont County .. ‘age 16 34 50 
Mule Creek.... 5 85 4 21 95 
OO eee 9 185 1 7 23 30 
Natrona County 1 sues 1 9 16 25 
Lincoln County 1 BS ce 6 13 19 
Miscellaneous 2 SO as 15 39 54 

Total Nov... 38 2,415 9 152 385 37 

Total Oct... 37. 4,540 6 155 401 6 

Difference .. 1 2,125 3 3 16 19 

One gas well in Lance Creek, 1 in Big 
Horn Basin, 2 in Osage field; total eas 


production, 77,500,000 feet. 

November shows a sharp decline in the 
amount of new production in Wyoming 
that is not commensurate with the loss 
in operations due to the usual fall decline 
The November figures show that there 
are 16 fewer wells drilling and thre 
fewer rigs in the fields than in Octobe 
but the new production dropned off about 
one-half and the number of dusters in- 
ereased by three. 

The number of new wells completed 
was one more than in October and this 
report should ordinarily show an _ in 
crease in new production therefore, in 
stead of the indicated decline. The 
weather during the greater part of the 
month was ideal for field work and to 
this reason may be ascribed the large 
number of, completions. 





ILLINOIS 
Summary of November Operations 


Districts Comp. Prod. Dry Rigs Dre. Tt! 
CURIE . wccccces _ «6 wes 10 10 
Crawford ..... 15 98 6 22 22 
Lawrence ..... 10 345 2 3 21 24 
Pee oan 1 ae 
PY weccnees. - - kee 2 2 
“Eee o> ae oe 6s 2 2 
WIG cccenss : ccee ee 2 2 
Washington _ 1 1 
2 a —— 1 1 
Total Nov.... 32 489 9 3 61 6 
Total Oct.... 31 453 9 4 5 


4 
50 { 
Difference .. 1 = 1 11 19 

One gas well 'n Crawford County and 1 in 
“inton County. 

The festure of the November renort 
in the Illinois field was the all around 
inerease over October. The month 
shows a total of 32 wells comnleted. a 
new production of 489 bblis., two gas 
wells and seven drv_ holes, and when 
comnared with the October renort shows 
n inerease of one in eomnleted wells and 
36 bbls. in new nroduction, the drv holes 
and gas wells fienring the same for the 
two months. During November seven 
wells were ahendoned. 

In new work under way at the close 
of November there were three rigs uy 
and 61 wells drilling. the October <« 
showing four rigs and 50 wells drillin 
9 net inerease for November over (c- 
tober of 10. 
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INDIANA 
Summary of November Operations 





Yistricts Comp. Prod. Dry Rigs Dre. Tt! 
“ackford ..... 06 as oe. he 1 1 
Me usce-ceweee 14 104 er 15 15 
a 2 Oe nk Seti 2 8 
POE. dtbienee 6 175 —(ti«w tw 60 11 1 
Tyntineton os dena ae aia $ 8 
TWIRWETS «2.2. 1 oS «aa. ss fk 6 
 ecewteee 107 2 : f 1h 
hip. CURR LOTT 9 269 R 5 8 18 
Owitway 2.06. 1 8 - 1 
*“wahash sae? cl ives “ob, wns 4 4 
“Navte +e eee eee “* eee “* eee 1 1 
Tackson ...... a wi 2 2 

Total Nov.... 38 748 «64 5 76 8 

Total Oct.... 44 666 10 > TT 

Nifference 6 x? t 2 9 1 


During November, 38 wells were com- 
pleted in the Indiana fields, of which 
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“Hi! Yaw Mush! Whoa!!” 


The Eskimo drives his huskies over vast ice packs and 
through heavy snows and the coldest weather. He has 
a complete, well trained organization. They respond 
quickly and surely to the flourish of his long whip, the 
tug and pull of the rein, or the sharp, clear, whip-like 
crack of his commands. 





When the Alaska Electric Light and Power Company 
asked us to erect the above big storage tanks for them at 
Juneau, Alaska, our field forces had to depend to a large 
degree on just such means of transportation. But they 
were another well trained organization. Their response 
was also quick and sure. They had “been there before.” 


And so despite unusual erection difficulties, another 
big P. I. W. job went through on contract time and ac- 
cording to P. I. W. erection standards. 


‘Ie is P. I. W. Service and P. I. W. Service is World Wide’’ 





al COONS eT OO!) CUR OEE Ce or LLL IAA EE 


THE PETROLEUM IRON WORKS COMPANY, SHARON, PA. 


NEW YORK ST. LOUIS HOUSTON SAN FRANCISCO 
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four were dry holes, the new production 
of the oil wells being 748 bbls. When 
compared with the October figures show 
a decresse of six in completed wells, and 
six less dry holes, but the new production 
increased 82 bbls. In the oid Trenton 
Rock end of the state for the month of 
November, tie larger number of wells 
were completed, totalling 23, and the 
other 15 were in the western portion, 

In new work under way at the close 
of November there were five rigs and 76 
drilling wells against seven rizs and 67 
drilling welis at the ciose of Uctober, a 
net gain in new work of seven. The bulk 
of tue new work is located in the western 
and southern division of the state, there 
being 42 rigs and drilling weils aginst 
39 in the old Trenton Rock end. 


LIMA 
Summary of Completed Wells 











Districts Comp. Prod. Dry R.gs Drg. Tt’. 
WOE veccccces 8 141 4 4 7 ll 
Hancock . 13 219 1 5 17 22 
Allen 7 62 2 cate 6 tj 
Auglaize 3 me Se 2 2 4 
Sandusky ..... 4 17 1 5 5 
BEOTOCP .ccccses 9 151 12 12 
Vem. Welt... 5 141 6 6 
eS Fr er 2 15 1 5 5 
EAIGRD cccecces 2 10 1 1 1 
Ottawa ...0.. 4 3 3 
EPTNO wsccowss 1 aa 2 2 
Wyandot ..... 1 ciate 1 1 1 
Hardin «..seces 1 10 4 4 
Michigan ; er se 1 3 4 
Total Nov.... 70 891 11 12 76 &8 
Total Oct.... 65 680 6 5 91 96 
Difference .. 5 211 5 %15 8 
Two gas wells in Wood County, 1 in Allen 
County. 
In the Lima fields of northwestern 
Ohie during November there were 70 


wells completed, eight being dry holes, 
three gas wells, and a new production of 
891 bbls. When compared with Cctober 
these figures show an increase of five in 
completed wells, five dry holes and gas 
wells, and 211 bbls. more new production 
The old Wood County field was the most 
active of any of the counties during the 
month, although the new _ production 
from the wells was not as great «s from 
Hancock County. Development work in 
the Lima field will be quite active the 
coming spring, but the bulk of the work 
will be confined to the old abandoned 
territory, and extensions to the south 
and west will be looked for, as well as 


to the north in hopes of finding a north- 
ern extension to the anticline that passe: 
through Haneock, Wood and_ Lue.+ 
counties, better known to the old timers 
as the “Hogsback” or “Sucker-rod Belt,” 
passing through Mungen, up through 
Portage, west of Bowling Green to the 
Haskins field, as the sup osition is that 
the belt runs into the Irish Hills, in 
Michigan, shooting through Lueas Coun- 
ty, in Ohio somewhere close to Mon- 
cova. 

In work under way there is a slight 
decrease due to weather conditions and 
the season of the year. At the close of 
November there were 12 rigs up «und 76 
wells drilling, while at the close of Oc- 
tober there were five rigs up and 91 
wells drilling. This is an increase of 
seven in rigs up and a decrease of 15 in 


driliing wells, or a net decrease of eight. 
} <nnsiigaaint 


KENTUCKY-TENNESSEE 
Dry 


County Comp. Prod. Gas 
MED  csiacccusesencnds 18 361 6 oe 
Wolfe .ccccosscccccece 3 27 eee 
BO ccc vccscvccescese 7 9 3 
MOPGAN ..cccceccescees 2 5 1 
L@WrenCe ...cccccecers 13 143 1 

DO cvicwcss atueav eunees 21 357 ..- 
Allen 30 800 

Warren - 98 3,585 

Barren o ue 185 

- 22 
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SIE. cecaneenwe 4 10 
Johnson- Magoffin 10 145 3 
Miscellaneous 23 121 5 8 
TEMNCHBCO «cccccescece 9 20 SG cee 
Total November..... 276 6,033 28 13 
Total October .......257 8,606 18 2 
Difference ....ccceee 19 2,573 10 11 

Rigs and Drilling Wells 
County Rigs Drg. Ttl. 
WOIRE cccccccvccesesscoces oe 31 31 
Welle .vccccscssoceessoseceure 13 13 
Batt .ccccccsevnccccscccones 4 4 
MOTHAR ccccccccccccecceses 7 7 
EMWGONGO 2c ce ceccessciceses 7 32 39 
PSO Terror ee “e 82 82 
pe Brreverrrcccr et oe 146 146 
WATTER oc ccccccccccccscoce ~_ 313 313 
BATTER vec ccecvesceceecees oe 55 55 
BIMPSON 2. cccccccccccccece oe 73 73 
LINCOIN 2. cccccccccccvccece ee 4 4 
Johnson-Magoffin ......... 2 80 $2 
Miccellaneous .....-++-++++5 5 216 221 
Tennessee ......ccccccseees 52 52 
PStGl Weve... ccccccsvcove 12 1,110 1,122 
Total Oct. ..cccccecccscce 8 1,108 1,116 
4 2 6 


Difference 
The Kentucky-Tennessee field made a 








judged. 
“Scandinavia.” 


oil field. 


Branches: Atlanta, 








“SCANDINAVIA” 


Is the belting demanded by the oil drill- 
ers who count every cost. 
that while the initial cost may be small, 
yet the real cost may be large. 
also know that quality counts far more 
than the first cost—and that the service 
is the criterion by which a belt should be 
That’s why they demand 


“Scandinavia” has become known as the 
“oil-man’s belt,” because it deserves it— 
it meets every service requirement in the 


MADE TO LAST AND OUTLAST 





lt will pay you to find out more about ‘“‘SCANDINAVIA" 





SCANDINAVIA BELTING CO. 


106-108 Reade Street, NEW YORK 


Boston, Portland, Ore., 
Easton, Pa., San Francisco, Baltimore, Pittsburgh 


Scandinavia Belting is carried exclusively in Tulsa by the 
Oklahoma Tool & Supply Company 


They know 
They 


Chicago, Cleveland, Los Angeles. 

















very good showing for the month of No- 
vember, a month that work usually shows 
a decline, but the season has been an ex- 
ception. There was nothing in the way 
to stop work as far as weather condition: 
were concerned, but the sc.reity of cas- 
ing and other materials has delayed de- 
velopment. November shows a total of 
276 wells completed, of which 28 were 
dry holes and 13 gas wells, the new pro- 
duction being 6,033 bbls. This is an in 
crease in completed wells over the Oc- 
tober figures of 19 wells, 10 dry holes 
and 11 gas wells, while in new production 
there was a decrease of 2.573 bbls., duc 
to the inability to get the usual big wells 


in the amber oil sand around Bowling 
Green. It looks favorable for active 
work to continue throughout the entire 
winter season in Kentucky, especially jp 
the western division where the highway; 
are much better than in the old fields 
around Irvine. 

- While a decline was looked for in new 
operations, it failed to come. The in- 
crease for November is small, but it is a 
surprise to the trade. At the close of 
November there were 12 rigs up end 
1,110 wells drilling, or a total of 1,122 
When compared with October these fig 
ures show an increase of four in rigs and 
two in drilling wells, a net gain of six. 











Wyoming Field Operations 


By F. B. 
MORE PLENTIFUL 


CASPER, Wyo., Nov. 27.—The pipe 
situation in the Northwest is easing con- 
siderably due to shipments of tube mill 
stocks reaching the supply houses here 
Stocks of large pipe are still scarce anc 
there is no 20-inch to be had and ver; 
little 15-inch, but 10 and 12-inch can be 
bought and small pipe is becoming rather 
plentiful. 

The order sent out by some of the 
Eastern railroads that allotted’ high-sided 
gondolas to the tube mills in very smal! 
number per day, has been rescinded anc 
this has enabled the mills to stop ship 
ping by box cars and flat cars in order 
to try to fill orders. 

The pipe “bootleggers” who charge ¢ 
rather high rate over the market in 
order to make a profit over the regular 
agencies and supply houses, are grad 
ually fading away due to the influx of 
tubing supplies and their elimination 
from the market entirely, is looked for 
in the near future. 

All the regular supply houses are go 
ing into the winter with good stocks of 
material, because of an expected drop in 
price. These stocks have been kept a: 
low as possible and still supply the de- 
mands from the fields, but the operators 
are gener.lly optimistic over the amoun 
of material for field use now in the stor 
age yards and consider that it will be 
ample for all needs unless there shoulc 
be a big strike made that would caus« 
an unprecedented demand. 

Sinclair-Wyoming 

Up to the first of December, the Sin 
clair interests have been represented ir 
the Northwest through T. I. Algeo, act- 
ing us agent for the Oklahoma firm. 
December 1, the Sinclair-Wyoming Uil 
Co., an incorporation recently made for 
the purpose of handling the situation 
here, will take over the offices and work 
of the Sinclair interests. ‘The new cor 
poration has some well known figures i 
oildom as its officers, C. E. Crawley i: 


PIPE 


president and L. D. Hoover and I. F 
Algeo are vice-presidents. Mr. Algec 
will have charge of the work in th 


Northwest as he has had in the past a: 
agent. 

Tne Sineclair-Wyoming will start out 
with several producing wells on Section 
19 in the Osage field and some good 
tracts in the Salt Creek field. The Salt 
Creek property is destined to become tie 
best tract for oil production of the firm, 
for it lies in a much heavier producing 
field than the tracts at Osage. 

‘Lhe general supposition among oil men 
here is th.t the Sinclair-Wyoming will 
either build a pipeline to connect with 
some of the other great trunk lines from 
the Mid-Continent fieids, or place a large 
refinery here in case the new firm can 
obtain enough production to warrant 
same. 

Many Dusters 

The field reports for Wyoming for No- 
vember show nine dry holes out of 38 
wells completed and a decrease in pro- 
duction of 2,125 bbls., compared with the 
previous month. There is also a decrease 
of 16 in the number of wells drilling, so 
that the November report shows a de- 
cline in almost every column. 

November completed one more _ well 
than October but the whole tone of the 
re,ort is decidedly pessimistic and De- 
cember is not expected to becter condi- 
tions to any great extent. The roads 
are still in fine shape and except fo: 
short periods caused by snowdrifts, the 
hauling has shown but little slackening 
due to the season. 

The Midwest is completing its new 
pumping arrangements for shipping Salt 


TAYLOR 


it the Teapot and the Salt Creek sta 
tions are soon to be ready to send the 
erude along at a faster rate than 
before and the water line that is to coy 
vey water from Casper to the field lias 
been lowered to a five-foot depth so that 
the cold weather will not interfere wit! 


seth oil into Casper. The new pun 


ever 


the line. This work was in charge of 
Arthur Hill, one of the veteran  pijwe 
liners and a man who has built line 
| -ractieally all over the world. Mr. Hil’ 
}laid one of the first lines in Wyoming 


the six-ineh line that connects the Dalia 
field with the Northwestern Railroad 
near Lander and from this oper.tion 
back in the pioneer days of Wyoming he 
|went to India, where he spent sever:’ 
| years laying lines in Burma for British 
| interests. 
| Mr. Hill is a son of Venango County 
| Pennsylvania, and hails from Oil City, 
| where oil men originate. He is reckoned 
jas one of the best pipe line men in the 
| West and his lines have shown such ex- 
|ceptional ability to withstand overloads 
|that his services have become in deman« 
| over many others. 

Montana Operations 
The recent strikes in the Cat Creek 
| field have created considerable activity 
among the wildeatters in Montana; also 
the promoter’s deals are commencing to 
appear. 

In the Cat Creek district there is ; 
|report that a promoter obtained several 
| sections lying close to good territory, 
}and which stood a fair chance of having 
| oil. These tracts averaged well as to 
| size for drilling purposes, but the pro 
|moter divided them up into lots of 26 
}acres each and sold these lots in turn 
|to other promoters for an average of 
$750 an acre. The buyers of these tract 
or lots which averaged 20 acres in most 
|cases and 2334 acres in some instances. 
| then organized comp:nies and turned 
| over these tracts for various high prices, 
far in excess of the actual value of the 
|property. Some of these companies wer 
reported as capitalized for $1,000,000 on 
a 20-acre tract and the absurdity of the 
proposition is apparent at once when 
| $1,000 000 valuation is placed on land 
situated on the outskirts of the field an 
which can only be classed as second rate 
wildeat territory. 

The Cat Creek field is shipping about 
3,000 bbls. of oil per day now and there 
are eight strings ictive, with four moving 
to new locations in that vicinity. Tue 
weather so far has been fine, and there 
has been no very severe’ cold that would 
“ause a complete shutdown. 

The Cat Creek field lies mainly in Sec 
tions 13 and 14 of Township 15, Range 
29, and the best part of the field appe..rs 
|to be where the Mid-Northern and the 
|i rantz wells are located on the above 
\two sections. West of this part of the 
| field there is ‘an area badly faulted and 
jin this faulted region the Big Lehman 
appecrs to have gotton a duster, though 
the firm is still trying to get a pay sand. 

Still further west the Allen Oil Co. 
and the Logan Corporation ,have some 
good looking territory, that promises 
well and which in all liklihood will show 
up for production as good as the east- 
ern part. 

In Carbon County, Montana, the Pro 
ducers Explor ‘tion Co. is drilling a hole 
in Section 28-95-25, and seems to have 
a failure. The firm refuses to give out 
any information regarding the hole, but 
from sources considered reliable it was 
found that the hole is below 2,300 feet 
and, therefore, there is little likelihood 
of anything being found. ae 

The Securities Royalty Corporation 1s 
down 1,300 feet and have set the 12%- 
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Why—A Lucey Rex Rotary? 


Because— 


THRUOUT, from crown block to bit, 
each piece of material has been de- 
signed and perfected to stand its exact 
proportionate share of the strain. 


Each bearing surface has been fitted 
with the latest improved Lucey 
Bushing. 


Each wearing surface has been prop- 
erly strengthened. 


Each part has been accurately 
machined. 


Each piece has been skillfully 
assembled. 


Each Outfit has been thoroly in- 
spected. 





The Lucey Rex all steel 


rotary is not an experiment 
it is the result of years of 
engineering experience. 














Lucey Special Self-Oil- 
ing Bronze Bushing by 
which friction is mini- 
mized. 





Extra large Pinion Bearing Box 
where strain on the Rotary Table 
is greatest. 





BUY A LUCEY REX—THE KING OF ROTARIES 








REX MACHINERY AND SUPPLY COMPANY 


Exclusive Agents for Lucey Products in Oklahoma and Kansas 


1029-1030 Mayo Building, Tulsa 


Covington, 


Branches: Ardmore, 





Duncan 
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inch casing. This is a wildcat and the 
Kootenai sand, which is the producing 
horizon at Cat Creek, should come in 
about 2,200 feet. ‘This firm has a tract 

f 2,880 acres under lease. 

The shallow sand territory at Moor- 
croft is coming to the front somewhat 
at present. Here the wells are only 
about 300 feet deep and will make from 
15 to 45 bbis. The oil has been produced 
from this region since the pioneer days 
when the springs in the vicinity yielded 
oil for lubricating the gold mining ma- 
chinery at Lead and other gold mining 
centers in South Dakota. 

The Marrion Oil Co. has, for the past 
year, been cleaning out the old wells 
and putting the property on a producin 
basis. The firm has been a close cor- 
poration, but of late the need of funda 
has brought out some treasury stock and 
the officials of the firm are placing same 
on the market in order to raise sufficient 
funds to build a small refining plant aud 
lubricating stills. 

The Moorcroft and Thornton produc- 
ing areas offer some excellent chances 
for the small operator, as the oil is as 
high a grade as can be found anywhere, 
and although the cost of sending the 
crude to one of the established refineries 
makes the cost of production too high to 
show much profit, the placing of a small 
refining plant to handle the crude and 
make a lubricating product would enable 
the operator to market his output in a 
district where there is ample demand for 
the finished oils but none for the crude. 

This has already been demonstrated 
in the Thornton field, where a small plant, 
using an old boiler for a still, produces 
gasoline, kerosene and distillate from the 
Thornton crude and sells the residue, 
rich in lubricating stocks, for fuel oil. 
This plant cannot skim enough light 
stock for its local trade. 

The Marrion Oil Co. 
ducers and the crude from 


has eight pro- 
these wells 


has an average test, as shown by the 
following table: 

BD. GE. ccccccvccescvecesvccecccccesces 9211 
Ele, GOMTOOB wccccccccccccscsccssoseces 2 
Initial distillation, degrees .........0++ 360 
Gasoline, per COME .ccccccccccccccccces 84% 
HESrOSONe, POF COME cccccvecccovccesese 18% 
Light lubricant, per cent .....eeeeeeees 41 
Heavy lubricant, per cent........e.+e% 31 


Moisture, per cent 
(Tar is included in heavy stock.) 


Gas Is Still Burning 

The big gasser in the Buffalo Basin 
field is still burning and all efforts to put 
it out have failed, up to the present. 
This is the well that has cost five lives 
of members of the crews to date, and 
there seems to be no sign of a let-up in 
the immense volume of gas sent out by 
the big well every hour. 

The Midwest has a battery of boilers 
and a large gang of field men at the well 
and the crew has been trying to put out 
the blaze for several weeks, but so far 
without success. 

Standard’s Housing Plan 

The Standard Oil Co. of Indiana is 
starting a housing plan that in time is 
expected to become the largest housing 
plan in the Northwest. The company 
has decided that the service obtained 
from its workers cannot be first class 
as long as the average refinery worker is 
worried through his family being insuffi- 
ciently housed. 

As a start along this line the company 
will buy land and erect 200 ‘homes in 
Casper to relieve the situation at pres- 
ent, and it is planned that these homes 
shall be sold to the refinery employes on 
a payment plan that will not impose 
any onerous conditions upon the men who 
have but little or no money saved. 

It is becoming a recognized fact in 
the Northwest that the policy of the 
Standard of Indiana and the other mem- 
bers of the Standard Oil group, whether 
interested in refining or field production, 
has been so fair that labor troubles here 
are practically unknown. In a few in- 
stances agitators have been able to stir up 
an ill-advised strike, but these efforts 
have been condemned so strongly by the 
other workers that the trouble fell of its 
own weight. The strikes were so small 
that they had no effect upon the output. 
The Standard of Indiana has had no 
strikes of any kind in its plants. 

New Pump Station ; 

The Illinois Pipe Line Co. is placing 
a pump station at the Casper end of the 
Big Muddy pipe line. This plant is not 
needed to assist the pump station at 
the east end of the Big Muddy field to 
deliver the oil from that field to the 
refineries at Casper, but is to be used to 





1 | deliver Salt Creek oil to the Mutual 
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TWO NEW TOOLS 


Simple, Effective, Inexpensive 
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The Joint Socket is the only 
successful tool in the field 
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refinery at Glenrock, the latter plant 
being connected with the Illinois pump 
station at the Big Muddy by a 2-inch 
pipe line. 

This move marks the culmination of @ 
successful deal by which the Elk Basin 
Consolidated Oil Co., a firm composed of 
the Mutual Oil & Refining Co., Keoughan 
& Hurst, Elk Basin of Maine and sev- 
eral other firms, has acquired production 
in the Salt Creek oil field. The Elk Basin 
Consolidated took over the Mutual plants 
at Glenrock and Kansas City in the 
merger, and up to the present the Mutua’ 
plant at Glenrock has been refining Big 
Muddy oil only. The Salt Creek crude 
is a better grade of oil than the Muddy 
crude, and thus the Mutual plant nat- 
urally wanted a share in the refining of 
the better grade. 

The present output of the Big Muddy 
field is around 4,500 bbls. per day, and 
the 8-inch line from the field to Casper 
would easily carry 20,000 bbls. per day. 
were the oil to be had. The pumps are 
run by large De La Vergne oil engines at 
the Big Muddy pump station and these 
units could, on demand, furnish exces: 
power to force 35,000 bbls. through the 
line in a single 24 hours. The present 
output of the Big Muddy does not fur 
nish work enough to keep all the ma- 
chinery warm. It is, therefore, an easy 
matter to deplete the storage of crude 
stocks in the Big Muddy field and place 
the oil in Casper; then by pumping Salt 
Creek crude from the new station at Cas 
per into some of the tanks on the tank 
farm in the Muddy for a few days, a 
stock of the Sait Creek oil for the Mutua’ 
plant could be stored against a month's 
need of that refinery. 

Utah Work Starts 

The Ohio Oil Co. ‘has about completed 
the 50-mile road from Escalante to the 
San Raphael dome, and two strings of 
tools are ready to be moved out to com. 
mence the first tests of the field. When 
the geologists made the survey of this 
structure, they had to use pack horses 
to reach the country under examination. 
bis condition prevails over practically 
all Utah where many similar domes that 
look favorable for oil are to be found, but 
which lie so far from a railroad point 
that the excessive cost of development 


has deterred all but the larger companies 
from entering the field. 


Personals 

Ed Moore, of the Gypsy Oil Co., is 

spending a few days in Casper, looking 
after the business of that firm. The 
Gypsy has no production in Wyomin 
and after keeping an office here for som: 
time the firm moved away and estab- 
lished itself at Denver, evidently consid 
ering the Wyoming territory as worth 
less, The other companies, however. 
stayed with the territory and are win 
ning out. 

Ross Grant, of the Midwest, is nov 
traveling the oil fields with the industrie! 
department of that firm, showing a series 
of moving pictures at the different camp: 
of the Midwest and the Western States 

The Steamboat Springs Pilot, of Colo 
rado, has discovered an inventor in that 
town who advances a wholly new method 
of putting a deep hole down in the 
ground. He proposes to dig a hole about 
six feet deep with a pick and shovel and 
then place a Chinaman in it, head down, 
and tell him to go on home. 

Wilmer Rehr, Ross Grant and several] 
other well known young men of the Mid- 
west have found a way to beat the high 
cost of living, even though the rents are 
high in Casper. These men rented a 
large home in the fashionuble residence 
district of the city, and by pooling the 
expenses they ‘have been able to obtain 
the services of one of the best chefs in 
this region and live in sumptuous style 
and watch the rest of the world go by. 
Recently a dinner given by them was 
acclaimed as the social event of the 
season. 

Joe Ikey, well known driller, guide and 
cowboy, left Casper last week for the 
‘Texas fields. Joe graduated to the rotary 
drillers place in the Big Muddy field 
and ‘has made some rather good records 
with the rotary tools. Before he entered 
the oil game he was a cowboy and also 
a guide in the Jackson Hole region, south 
of Yellowstone Park. 

J. S. Mechling, general manager of 
the Oil Well Supply Co. in the Nortb- 
west, has been confined to his home for 
some time past with sickness. He is 
now able to get around again. Mr. 





Mechling’s mother, from Butler, Pa., is 
visiting her son here. 








OCTOBER’S FIELD FIGURES 


Los ANGELES, Nov. 22.—Oil field 
statistics for the month of October is- 
sued by the statistical department of the 
Independent Oil Producers’ Agency 
shows the shortage for the year still 
turther increased by 603,368 bbls., bring- 
ing the total yearly shortage to 7,818,542 
bbis., a daily average of 25,635 bbls. 

The net production for the month 
amounted to 9,459,528 bbls., or 305,146 
bbls. per day, an increase of 928 bbls. 
daily over September, when the daily 
output amounted to 304,218 bbls. 
Shipments during the month amounted 
to 10,062,896 bbls. or 324,620 bbls. per 
day, representing an increase of 11,249 
bbis. daily over the September daily ship- 
ments of 313,371 bbls. 

Fifty-four wells were completed with 
an initial daily output of 13,600 bbls., 
an increase of one completion but a de- 
crease in initial output of 6,200 bbls. 


per day. There were 73 new rigs built 
and 10 wells abandoned during the 
month. There was an increuse of 12 


drilling wells, the total in all fields now 
amounting to 436. Number of wells 
producing at the end of the month, 
¥,444, an increase of 45 over the num- 
ber shown at the end of September. 
New development work during the past 
month indicates the presence of oil in 
commercial quantity at Huntington 
Beach and the eyes of the oil industry 
are focused in this direction, watching 
wells which might, perhaps, establish 
the limits fo this ‘new field: . While not 
officially designated a proven field the 
accompanying report shows development 
work in this district for the current 
month. 

Following is the official figures of 
field developments - compiled by the 
agency for October, 192 

NO. OF WELLS AND PRODUCTION 





Wells Daily Month's 

District Prod. Prod Prod. 
Kern River -:....<. 2,091 19,843 615,140 
McKittrick ........ 6,811 211,128 








California Field Operations 


By 0. H. GILMAN 








Midway-Sunset .. 2,443 116,001 3,596,032 
Lost Hills- Belridge 690 11,172 346,336 
COMMER ccccescces 1,280 42,817 1,327,327 
Santa Maria ...... 416 16,116 499.613 
Ventura-Newhall 603 5,680 176,078 
Los Angeles-Salt 
BMD coccecccsce 663 3,384 104,911 
Whittier-Fullerton. 974 82,854 2,568,463 
Other Points...... 2 323 10,000 
Summerland ...... 142 145 4,500 
Total October ... 9,444 305,146 9,459,528 
September ...... 9,399 304,218 9,126,538 
Difference ...... 45 928 332,990 
FIELD OPERATIONS 
Rigs -—wWells—, 
District Bit. Dig.Cmp.Abd. 
a SO aaa 3 12 11 os 
oe rrr ree 2 6 ee 2 
Midway-Sunset ......... 22 100 14 1 
Lost Hills-Belridge..... .. 15 2 2 
CIE. scccccccccceuce 5 29 7 2 
Santa Maria .........+. 1 16 1 1 
Ventura-Newhall ....... 3 37 2 2 
Los Angeles-Salt Lake... .. 5 1 ee 
Whittier-Fullerton ..... 17 149 15 
Huntington-Newport .... 10 14 1 
Miscellaneous drilling 10 53 oe 
Total October ........ 73 436 54 10 
BepeemabeP cccccccccce 73 425 «63 ~=«(i11 
Difference .......+++: ao & © 
SHIPMENTS AND STOCKS 
Barrels 
Stocks and hand Oct. 1, 1920..... 20,589,217 
Production for October.......... 9,459,528 
Ccecceccccceccecccceocees 30,048,745 
Ghigunents for October........... 10,062,896 
Stocks on hand Nov. 1, 1920.... 19,985,849 
Stock decrease in October....... 603,368 
Stocks on hand Jan. 1, 1920...... 27,804,391 
Total 1920 shortage........00..+: 7,818,542 
x... ee 26,635 


Completed Wells 

There was an even split in the num- 
ber of new wells completed in October 
as compared with the month previous, 
the total being 54. The average daily 
production of 13,700 bbls. fell somewhat 
short of that recorded in September 
when 19,400 bbls. was reported, this 
large showing being the result of the 
four immense producers brought in at 
Elk Hills by the Standard Oil Co., their 

















December 3, 1920 





THE OIL AND GAS JOURNAL 





pan abou sas ose 

















Sa 


Hidden Resources - 
of the Earth put into use through 


NATIONAL PIPE 


HE uns-en treasures of the earth, stored deep below the surface, have 
always held a certain fascination for the man who is willing to “take 
a cl ance”. 


@Drilling-for oil andigas is always “taking a chance’. The strata may be 
hard and rocky‘or soft’and sandy and the driller very often does not know 
just when he will strike an*obstruction that may cripple the apparatus or 
temporarily stop the operations. 


@The severe service conditions of the oil and gas country demand pipe 
that is strong—pipe that is durable—pipe that will resist the strains and 
stre: ses of drilling and subsequent operations—in short, pipe that can be 
depended upon under any condition of service. 


“NATIONAL” IS THE RECOGNIZED STANDARD OF WROUGHT 
PIPE FOR OIL AND GAS COUNTRY PURPOSES 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


General Sales Offic2s: Frick Building 


DISTRICT S/ LES OFFICES 





Atlanta 














Boston Chicago Denver Detroit. New Orleans New York Salt Lake City Philadelphia Pitteburch St. Louis 


PACIFIC COAST REPRESENTATIVES: U. S. Steel Products ‘ }»mpany San Francisco Los angeles Poriiand Seattle 
EXPORT REPRESENTATIVES: U. 8. :itee] Products Company New York ‘ity 
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SUPREME BELTING 











No plies to “bootleg”’ 

: and come apart. 
Water-proof. Not 
affected by the action 
of oil. 


WESTERN DISTRIBUTORS 


MID-WEST 
BELTING & RUBBER CO. 


PATRICK McANDREW, President 


FORT WORTH, TEXAS TULSA, OKLAHOMA 
607 Commerce St 18 West First St. 
Phone Lamar 5286 Phones: Osage 6424—Cedar 110 


ALSO DISTRIBUTORS OF 


THE GENERAL TIRE AND SCOTT CUPS 











| combined output amounting to 15,000 
bbls. a day. 

| The largest number reported from any 
| one field was from Whittier-Fullerton, 
| the different districts showing a total of 
15. The Midway, including the Elk 
| Hills had a total of 14 and the old Kern 
| River had 11. At Coalinga seven wer: 
| reported. The Sunset field had no com- 
pletions. Two were reported from the 
Belridge and Lost Hills and the Santa 
Maria field had a 100-bbl. producer of 
heavy grade oil. 

A 250-bbl. well was completed by the 
Oak Ridge Oil Co. at South Mountain 
Ventura County, its gravity being 28 de- 
grees, and the No. 1 well, the second to 
be completed by the Standard Oil Co. at 
Huntington Beach, is listed with an aver- 
age daily production of 525 bbls., the 
settled gravity of this oil being 20 de- 
grees. 

Of the larger wells completed, the 
Standard again carries the honors with 
a 3,000-bbl. well on section 36-30-23, 
Elk Hills. The Southern Pacific Co. 
had two in the Midway, one making 
1,050 bbls. and the other 2,300 bbls. In 
the old Brea-Olinda field three remark- 
able wells were completed, two by the 
Union Oil Co. on the Stearms lease, one 
being a 1,400-bbl. producer and the other 
1,200 bbls. The General Petroleur 
Corporation also completed well No. 3 
on the Tonner lease, its initial produc 
tion being 1,500 bbls a day. 

Results in the Montebello and Rich 
field districts, considering the excessive 
cost of development, were not of the 
most encouraging nature. This is par- 
ticularly true of the Richfield district 
where the general public bas been led 
to believe that nothing short of gushers 
can be expected. Four wells completed 
at Montebello give an average of a lit- 
tle better than 50 bbls. to the well, while 
at Richfield the same number of wells 
show an average of 100 bbls. to the well. 

The bringing in of a 400-bbl. well on 
the north side of the old Salt Lake field 
is the second well of this kind completed 
since the Salt Lake Oil Co. renewed its 
lease. While this good showing is not 
expected to continue for any definite 
per.:od, there is every probability that 
the wells will settle to good paying pro- 
ducers. The location is attracting a 
considerable amount of interest and the 
company is running a number of string: 
of tools on new work, and will continue 
indefinitely in a thorough development 
of their holdings. 

Following is a list of all wells com- 
pleted during the month of October, the 
company, number of well, depth and in- 
stial production of each being given: 

Kern River Field 














Dpth. Out 
8-28-28 F. F. Richards, 10..... 750 10 
F. F. Richards, 11..... 800 10 
9-29-28 Junction Cil Co., 6a.... 1,089 15 
28-28-28 Associated Oil Co., 16.. 705 15 
Associated Oil Co., 17.. 650 15 
Santa Fe Co., 14....... 415 10 
Bankers Oil Co., 48.. 660 15 
Bankers Qil Co., 49..... 665 5 
Bankers Oil Co., 50.. 656 10 
20-28-28 Boston Pet. Co., 23... 1,120 10 
28-28-28 Standard Oil Co., 1..... 1,532 15 
Wells, 11; new product 140 
Coalinga Field 
18-20-15 Associated Cil Co., 1d.. 2,898 80 
19-20-15 Associated Cil Co., 72.. 2,767 20 
12-20-14 Coalinga Star Cil Co., 15 955 30 
19-20-15 Penn Coalinga Pet., 12 1,013 20 
23-20-14 Zier Oil Co., 19... ‘cl 10 
32-19-15 The Shell Co., 29 5 10 
2-19-15 Standard Oil Co., 29... 2,740 15 
Wells, 7; new product. 185 
Midway Field 
16-32-23 M. J. Laymance, 10.... 1,325 50 
-22 State Cons. Cil Co., 17.. 1,324 10 
Southern Pacific Co., 96 2,900 150 
Southern Pacific Co., 114 2,871 1,050 
Southern Pacific Co., 1. 3,425 140 
Southern Pacific Co., 70 3,140 120 
Southern Pacific Co., 57 2,887 2,300 
Santa Fe Co., 23....... 2,550 15 
Santa Fe Co., 64....... 1,575 10 
; Santa Fe Co., 65....... 1,500 50 
8-32- 23 Santa Fe Co., 54....... 1,150 15 
Santa Fe Co., 55....... 1,116 5 
Santa Fe Co., 60....... 2,155 10 
36-30-23 Standard Oi] Co., 8.. 2,958 3,000 
Wells, 14; new product. 6,925 
Lost “er | 
32-26-21 Universal Oil Co., 1.. 1,443 60 
11-29-21 General Pet. Corp., — 1,060 125 
Wells, 2; new product 185 
Casmalia Field 
18- 9-34 Pan Amer. Pet. Co., 1.. 1,500 100 
Whittier-Fullerton 
12- 3- 9 Union (Stearns), 59.... 2,599 1,400 
Union (Stearns), 62.... 2,260 1,200 
Gen. Pt. Co. (Tonner), 3 2.783 1,400 
8- 3- 9 Columbia Oil Co., 34.... 3,027 20 
Olinda Olinda Land Co., 19.... 3,760 3 
West Coast Oil Co., 78.. 2,800 100 
Montebello— 
La Merced Union Cil Co., 20..... 2,633 5 
Nutt. St. Helens Pet Co., 1... 3,540 90 
Monterey St. Helene © -- Co., 4..2.660 60 
Eggiston St. Hele: ™o.. 1. 2,566 40 





Richfield— 
Towell Union Oil Co., 2........ 3,316 100 
E. T. Yorba Amalga’d Oil Co., 2 2,451 120 
Bradford Santa Fe Co., 2b.. 3,708 70 
23- 3- 9 United Oil Co., 1 3,450 135 
18- 3-10 Standard (Murphy), 1. 3,858 25 
Wells, 15; new_ product. 5,020 
Huntington- ew 
2- 6-11 Standard Cil Co., 1. 2,440 Su 
Salt Lake Field 
21- 1-14 Salt Lake Oil Co., 1... 2,210 400 
Ventura County 
Union (Robertson), 15.. 4,556 30 
13- 3-21 Oak Ridge Oil Co., “sass 2,372 250 
Wells, 2; new product. 280 
Total number wells completed, 54. 
Total initial production per day, 13,760 
bbls. 
In September, 54 wells were completed 


initial production, 19.405 bbls. 

Field Work Shows Improvement 

With weather conditions never more 
favorable and a general loosening up in 
e-sing and supplies through the importa 
tion of many carloads of casing and a 
tendency to curtail work in the Wyom 
ing and Mid-Continent fields by some of 
the larger companies, the outlook for a 
large amount of new work in Californis 
was never more promising. evidence of 
this being shown in the latest weekly 
report of the State Mining Burezu, 26 
applications being granted for the drill 
ing of new wells. This brings the num 
ber up to 789 during the year, as com- 
pared with 624 for the same period one 
year ago. 

Of this number seven are 
southern fields. They are No. 66 and 
No. 67 of the Central Oil Co., at Whit- 
tier; Nos. 1 and 2 Amalgamated, at 
Huntington; No. 57 Stearns by the 
Union Oil Co., at Brea, and No. 5, same 
company, at Richfield. The Corona Oi) 
Co. has started No. 1 near the town of 
Corona. 

In the old “grass roots” field at 
Camrrillo, where some 15 or 20 wells 
were drilled many years ago at depths 
ranging from a few feet to 120 feet, an- 
other effort is being made to increase 
the producing capacity of the old wells 
and two new wells are being drilled by 
M. J. Lane, who has recently taken over 
the pronerty. At Los Alamos the Na- 
tional Exploration Co. (Union of Dela- 
ware) is drilling a test on Section 14- 
6-30. In the Sunset field, the Tanne- 
hill Oil Co. is drilling No. 12 and Louis 
Titus has started No. 1 in Section 4-11- 
23. At Elk Hills, four new wells were 
started by the Southern Pacific Co., in 
Section 35-30-24, snd No. 10 Standard. 
in Section 36-30-23. In the Lost Hills 
the Associated is drilling three and drill- 
ing No. 51, on Section t2-31-22, Mid- 
way. At Kern River, two were started 
by the Associated and one by the Stand- 
ard, and at Coalinga, the Shell Co. has 
started No. 15 in Section 10 and the 
Universal Oil Co. No. 19, Section 22 
9-15. 

The large list of wells passed upon by 
st~te deputies as having successfully shut 
off water is the best indication of a 
number of wells soon due for completion 
These amounted to 25 and were repre 
sented. by almost an equal number of 
operating companies. Their distribution 
covers every active field in the State 
as well as a number of wildcats. Per- 
mission for deepening of 27 wells was 
granted, among these being 11 by the 
Southern P cifie Co., the Coalinga Pa 
cifie Co.’s No. 1 and Homestead Devel 
o”»ment Co.’s No. 6, all at Coalinga; Nos 
33 and 46 of the Santa Fe Co., at Olinda: 
No. 37 Standard, Coyote Hills; No. 1 
Richfield Yorba Oil Co., Richfield; No. 
2 Montebello Oil Co., at Bardsdale; No 
12 Santa M ria Oilfields, Ltd., Cat 
Canyon; No. 6 Pan American Petroleum 
;Co., Casmalia; No. 1 San Juan Project 
Co. (wildeat), San Juan; No. 7 Inter 
state, No. 2 St.. Helens Petroleum Co.’ 
No. 58 American Oilfields Co., No. 2 
| Globe Petroleum Co., at Midway; No. 29 
Standard, in Section 2-11-24. Sunset, cnd 
No. 9 Nevada County Oil Co., at Kern 
River. 

The Standard Oil Co. has abandoned 
No. 15, Section 2-19-15 in the Coaling: 
field. 


in the 


in 








SANTA FE OIL LANDS 


While Southern Pacific’s plan for # 
separation of its oil lands and railroad 
properties still provides Wall Street 
with an interesting topic, it is not 
strange that attention should have been 
directed toward the oil holdings and in- 
terests of the Atchison, Topeka & Santa 
Fe. According to statistics announced 
in the last few days, Atchison holds un- 
{der lease or owns outright more than 
16.500 acres of land in the California 
oil district. Production is several mil 
lion barrels annually. 
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OF GENUINE WROUGHT IRON 
** Less Grief~More Speed 


» | Re wo 


There are More Fords Than Packards 


More cotton than wool—more cheap pipe 
than good pipe. The cheap pipe has its 
place, but when you look for the ulti- 
mate in service and wear, get Byers pipe. 


Cost more? Why, yes, ust as surely 
as the Packards cost more than the Fords, 
although the difference is much smaller 
in pipe. 

Economy? Yes, for deep drilling and 
difficult formations as well as for any 
service where longer life is desired 
Being made of genuine wrought iron, 
Byers pipe has better welds, better 


threads, is tougher and more durable 
than crystalline steel. 


In low depreciation and absence of fail- 
ures, Byers is conceded the highest place 
in the pipe field. It’s the pipe of 


‘‘Less Grief—More Speed’’ 


A. M. BYERS COMPANY 

ESTABLISHED 1864 PITTSBURGH, P. A. 

NEW YORK BOSTON 
CLEVELAND “ CHICAGO. ELrHIA 


DALLAS: American Exchenge National Bank 
Schofield, District Sales ‘Weeneee a 


CASING DRILL PIPE TUBING 
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News of Mexican Oil Fields 


By GEORGE 


ANOTHER DRY HOLE 





Tampico, Mexico, Nov. 20.—One dry 
hole was completed and three partially 
drilled tests were abandoned during the 
past week in Mexican fields. Two lo- 
cations where derricks were up were also 
relegated to the discard. Mexican Eagle 
Oil Co. has abandoned its No. 11 Los 
Naranjos, located in Lot 110, Amatlan. 
for a duster, the drill having failed to tap 
the pay, although it was sent 2.832 feet, 
stopping in a stratum of brown shale. 
Island Oil & Transport Corporation has 
abandoned its No. 1, Lot 114, Chinampa, 
at around 1,800 feet, in shale, consider- 
ing it useless to go on with the test in 
view of the salt water enroachments. The 
same company has also definitely aban- 
doned its No. 1. Lot 252. Ametlan, which 
was drilled 2.010 feet in blue shale. Trans- 
continental Petroleum Co. has given up 
its location No. 3, Lot 118. Chinampa. 
and No. 6. Chinampa, Lot 134, where der- 
ricks had been erected. 

In the Tonila pool, The Texas Co. has 
abandoned its No. 2 Paciencia de Agua- 
eate (San Martin), having failed to fish 
out tools lost at 1,780 feet. 

Fields in General 

Island Oil & Transport Corporation is 
preparing an extensive drilling campaign 
to strengthen its reserve production. In 
the South Fields the company is prepar- 
ing to invade Zacamixtle, moving in ma- 
terial at this writing to locations made on 
Lots 9 and 29. In the Amat'an, just to 
the north, is moving in to locations on 
Lots 144, 177 and 191, while derrick is 
up on Lot 176. The company is spuddine 
in for No. 2 Comales, which is located 
about one mile west of its No. 1. which 
after heing shut down for a long time. 
is drilling again im shale at 2.224 feet. 

Routine drilling operations in the South 
country follow: La Corona Petroleum 
Co., No. 1, Lot 28, Zacamixtle, is drilling 
in shale at 2.250 feet, carrying 8-inch: 
its No. 2 Zacamixtle is drilling in a simi- 





BLARDONE 


lar formation at 1,000 feet. Cortez Oil 
Corporation’s No. 1, Lot 148, Amatlan, is 
drilling in gumbo at 1,810 feet. Empire 
Gas & Fuel Co.’s No. 2, Lot 114, Chi- 
nampa, is drilling in hard shale at 2,000 
feet, shutting down temporarily to rig 
standard tools. At Idolo Island, East 
Coast Oil Co. is reaming down to the 
bottom of hole (1,804 feet, in gray shale). 
in an effort to get 10-inch casing down 
to cement it, the pipe being 300 feet off 
bottom. Huasteca Petroleum Co.’s No. 
2 Amatlan, Lot 222, is drilling in gray 
shale at 2,470 feet, carrying 8-inch; its 
No. 3 Amatlan, Lot 218, has cemented 10- 
inch at 2.2028 feet, in a blue shale. In- 
diana-Mexican Petroleum Co.'s No. 1, Lot 
134, Chinampa, is rigging up standard 
tools to resume from 1,761 feet, where 
the 10-inch was cemented some time ago. 
Cia. Mex. de Pet. Inversiones’ No. 5, Lot 
114, Chinampa. should be close t othe pay 
no was the- drill is in shale, with a show- 
ing of gas, at 2,075 feet. International 
Petroleum Co.’s No. 1 Toteco is drilling 
in shale at 200 feet, while its. No. 2 
same lease, is moving in material. Its 
No. 5 Amatlan, Lot 217, is getting deep 
at 2.400 feet in a green shale, carrying 


8-inch. Jones & Buchanan’s No. n- 
versiones (Lot 114, Chinampa), are 
Mexican 


drilling in shale at 1.940 feet. 
Eagle Oil Co.’s No. 10 Potrero del Llano 
is drilling in blue shale at 1,765 feet. 
carrying 10-inch; its No. 2 Zacamixtle 
Lot 25,'is drilling in blue shale at 1.650 
feet, while its No. 1 Hercones is drilling 
in brown shale at 1,460 feet. Mexican 
Gulf Oil Co.’s No. 1 Zacamixtle, Lot 23 
is cleaning hole at 2.170 feet, in shale; its 
No. 1 Amatlan. Lot 146, has a fishing 
job on at 1,936 feet, while its No. 4 
Amatlan, Lot 251, is cementing 8-inch 
at 1.780 feet, in a hard shale. Mexican- 
Sinclair Petroleum Corporation’s No. 2 
San Isidro (south of the Tuxpam River) 
is drilling at 300 feet in blue shale; its 
No. 1, Lot 226. Amatlan, is drilling in 
gray shale at 250 feet, while it is spudding 
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in for its fourth test in the prolific Lot 
251 Amatlan. E, J. Nichols and others’ 
No. 7 Inversiones (Lot 114, Chinampa) 
has cemented 10-inch at 1,823 feet, in 
hard shale, and is running in 8-inch tv 
earry. The Texas Co. is fishing for a 
bailer lost at 2,000 feet, in shale, at its 
No. 1 Amatlan, Lot 138; its No. 2 Amat- 
lan, Lot 226, has cemented 10-inch at 
1,905 feet, in. a shell, and is rigging up 
standard tools to drill in. Transcon- 
tinental Petroleum Co.’s No. 1, Lot 149, 
Amatlan, is drilling in gumbo at 356 feet ; 
and it is hauling material for a test in 
Lot 231, Amatlan. Tide-Mex Oil Co.’s 
No. 1, Lot 215, is drilling in shale at 
1,800 feet, carrying 10-inch. Sam Weaver 
and others’ No. 6 Inversiones (Lot 114, 
Chinampa) has cemented 10-inch at 1,900 
feet, and is changing to standard. 
At Panuco 

In the Panuco pool, Caltex Oil No. 4, 
Lot 4, Camolote, has cemented 8-inch at 
1,647 feet in limestone. La Corona Pe- 
troleum Co.’s No. 6 La Polla is cementing 
8-inch at .1,570 feet in limestone; its No. 
8 Piazzi is drilling at 2,185 feet in lime- 
stone, showing for say 75 bbls.; its No. 
9, Lot 6, Tanchicuin, is drilling at 1,050 
feet in blue shale, while its No. 10 Va!- 
ladores is drilling in shale at 920 feet. 
East Coast Oil Co.’s No. 3 Halcon is 
straightening crooked hole drilled 2,210 
feet in a blackish limestone; its No. 4 
Halcon has set surface casing in shale 
at 210 feete. Mexico & Boston Leasing 
Co.’s No. 3 Los Chotes is drilling in lime- 
stone at 1,725 feet. Mexican Gulf Oil 
Co.’s No. 1 Guerrero, Lot 6, Camolote, is 
drilled 1,835 feet in shale; its No. 1 Cruz 
(Tamante) -is drilling at 2,336 feet, in 
limestone, and has had a showing of vil 
at 2,210 feet; its No. 2 Lopez.is drilling 
in gumbo at 685 feet. Mexican-Sinclair 
Petroleum Corporation’s No. 4 Gonzales 
is drilling in gray limestone at 1,730 feet. 
with the hole full of oil, and it is rig- 
ging up for No. 5 on the same lease. Na- 
tional Oil Co.’s No. 5 Chijoles is resum- 
ing from 1,575 feet, with standard tools. 
and its No. 6, same lease, is drilling in 
shale at 310 feet. Panuco Crude Oil Co.’s 
No. 1 Castillo (Tampuche) is drilling in 
gray shale at 1,568 feet. Stribbling Oil 
Corporation’s (Guthrey and others) No 
1 Guzman (West Maguabes) is drilling 
around 1,300 feet, while its No. 6, same 
lease, is drilling in shale at 625 feet. 
Talvez Oil Co.’s No. 1 Maza (West Ma- 
guabes) is drilling at 1,355 feet in lime- 
stone, and is rigging up for No. 2. Tam- 
pascos Oil Co.’s No. 5. Robles is drilling 
at 1,798 feet, in limestone, showing for 
100 bbls., while its No. 7, same lease, is 
drilling in shale at 1,140 feet. The Texas 
Co.’s No. 1, Lot 7, Isleta, is changing 
over to standard tools at 1,645 feet 
Transcontinental Petroleum Co.’s No. 1 
Arteaga is drilling in hard shale at 895 
feet. White and others’ No. 1, Lot 11 
Tamante, has fished out lost tools, and is 
running in 8-inch to resume from 1,525 
feet, in blue shale. 

In the Topila pool, Topi'a Petroleum 
Co.’s No. 2 Ramirez is drilling in hard 
shale and shell at 2,600 feet. 

The invasion of Tamaulipas State, fore- 
casted by the leasing which has been go- 
ing on there for the past year, has com- 
menced, Mexican Gulf Oil Co. moving in 
material for a test in the Chocoy ha- 
cienda at this writing. 

Distinguished Visitors 

Edward L. Doheny, titular head of thi 
Pan American Petroleum Corporation and 
its numerous subsidiaries, was a visitor 
here early last week, accompanied by sev- 
eral distinguished Englishmen. The trip 
was in the nature of an inspection trip to 
the properties owned by the parent com- 
pany’s subsidiaries in Mexico. The party 
arrived here by special train, and visited 
Ebane and the South Fields holdings of 
the Huasteca Petroleum Co. Returning 
from the latter trip, the entire party em- 
barked for the United States on Mr. Do- 
heny’s yacht Casiana, which was waiting 
to receive them. The party was composed 
of the following: Edward L. Doheny, Her- 
bert G. Wylie, active vice-president and 
general manager of the Doheny compan- 
ies; Lord Pirrie, president of the famous 
shipbuilding firm of Harland & Wolf; Sir 
James T. Currie; Elish Walker, of Blair 
& Co., bankers, New York; Louis P. 
Sheldon, of the same firm of bankers, 
London; Dean Emery, New York; Ed- 
ward L. Doheny, Jr.; William Boyd, Lon- 
don; Ernest H. Davenport, assistant sec- 
retary of the British Mexican Petroleum 
Co., Ltd., London; Joseph J. Cotter, of 
the real estate department of the Pan- 
American company, New York; Edward 











ishall, secretary to Lord Pirrie. 


F. Hayes, banker, New York; A. T. Mar- 
The 





ladies in the party were: Mrs. Edward 
L. Doheny, Lady Pirrie, Miss Carlisle, 
Lady Pirrie’s sister; Mrs. Herbert G. 
Wylie. . 

Tampico Navigation Co.’s new tug, 
which recently arrived here from England, 
went on the rocks of the south jetty at 
the mouth of the Panuco River, and was 
badly damaged. She was hauled off and 
is now lying at the company’s terminals 
for repairs. The tug is a sister vessel of 
the Morris Dance, owned by the Huas- 
teca Petroleum Co., which recently ar- 
rived here also from Great Britain. 

The first real norther of the season 
arrived here one week ago and blew with 
considerable intensity for some 72 hours 
delaying shipping to that extent. Inci- 
dentally, two big whaleback oil barges 
owned by the Freeport-Sulphur Co. 
which had cleared from this port just 
prior to the norther striking, hence for 
Freeport, Texas, broke adrift from their 
towboat, and were, not picked up until 
some time later, one of them nearly go- 
ing ashore on Lobos Island, south of 
Tampico, being rescued by the Island Oil 
& Transport Corporation’s tug Harsteele. 

Bandits, well mounted and armed, held 
up Mexican Gulf Oil Co.’s pipe line camp 
early in the week, where the lines crosses 


the Llave River (a lonely stretch of 
country seuth of Tampico). The sung 
declarca they were looking for F. C. 


Greer, pipe line superntendenti, whom 
they wanted to hold for $10.000 ransem. 
Mr. Greer had passed through the camp 
carlier in the day. As the camp wis a 
small one, the bandits secured but little 
for their pains. ‘This robbery was pre- 
erdcd by some two days by a pay roll 
holdup further suuth, in the same district, 
when $3,000 was secured. Whethe: it 
was the same band or not is not known. 

Both the Texas Co.. and the Trans- 
continental Petroleum Co., are slated to 
immediately construct office buildings at 
this pleae. Both office space and dwell- 
ing houses are exceedingly scarce here, 
while hotels are accommodating people 
in cots and in lobby chairs at night. 

. C. Hansen, vice-president of the 
Mexican Gulf Oil Co., with headquarters 
in Houston, accompanied by G. N. Bliss. 
marine superintendent, Port Arthur, and 
FE. C. Kincaid, chief engineer, Houston, 
has been here on one of the routine in- 
spections of the company’s property. 

Jesse Corry, formerly constructing en- 
gineer of the La Atlantica Co., has re- 
tired from that company and opened an 
engineering office in Tampico. Corry is 
an old-timer in petroleum construction, 
one of his jobs in Mexico being the con- 
struction some twelve years ago of the 
Mexican Eagle’s big refinery at Minitit- 
lan, in the Isthmus of Tehuantepec. 

H. F. Montgomery, attorney for the 
White Oil Corporation, and George H. 
Sperry, manager of the pipe line depart- 
ment for the same corporation, were re- 
cent visitors here. 

Dan Moran. vice-president and general 
manager of The Texas Co., of Mexico. 
hes left for Houston, Texas, where he will 
attend the annual meeting of stockhold- 
ers and directors of that company. 





OIL REFINERY DESTROYED 


San Luis Osispo, Cal., Nov. 30.— 
The’ Union Oil Co.’s refinery at Avilia 
in this county was destroyed by fire, 
today, together with the boiler plant. 
which operated the automatic fire ex- 
tinguishing system. The fire was not 
under control at noon, at which time 
the loss was estimated at $500,000. 





CONTRACTS FOR DERRICKS 





SHREVEPORT, La., Nov. 29.—It is re- 
ported in local oil circles that contracts 
have been let for 56 new derricks in the 
northern portion of Bossier Parish. 
fresh attention having been called to 
that parish, especially the northern end. 
by the reports of the discovery of oil in 
the Roy well, not yet completed. ‘The 
territory where the new derricks are to 
go is about half way between the Clai- 
borne and Caddo fields. 


SIGN OF THE TIMES 


Hartrorp, Conn., Nov. 29.—Robert 
O. Eaton, who has charge of the ad- 
ministration of the state pauper law. 
‘has been informed by the board of chari- 
ties of Bridgeport that there are 15,000 
unemployed persons in that city and that 
if the present condition of labor con- 
tinues the number of persons out of work 











there will be double before January 1. 
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Many oil men have proved this. 


NOVO ENGINE Co. 
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Late News From The Fields 


OKLAHOMA 


The average daily production of the 
Oklahoma field for the month of October 
was 316,340 bbls. from a total of 40,966 
wells, or an average of a little over 6.3 
bbls. to the well. The last general count 
of wells and their average production 
recorded in The Journal was for April, 
1920, when the figures showed 47,39 
wells producing a total average daily 
production of 279,837. bbls., and at that 
time those figures were compared to a 
computution made in June, 1918, waen 
42,221 wells were producing 241,931 bbls. 
a day. The wells producing in April, 
1920, averaged a little over 5.8 buls., 
while the wells in June, 1918, were aver- 
aging about 5.7 bbls. The increase in the 
average production per well in 1920 is 
most encouraging. Much of the in- 
creased production is coming from deep 
sands of good staying qualities ard it 


may be safely assumed that from the 
present outlook Oklahoma’s daily pro- 
duction will be considerably increased 


before it begins to permanently decline 
The Osage district, which has more than 
doubled its daily output of oil in the last 
two years, is today the largest producing 
county in the State. It is being care- 
fully developed, and there is no reasor 
to think that it has reached the top o’ 
its productiveness. The district com 
prising Townships 15-11, 14-11, 15-12 
and 14-12, broadly known as the Beggs 
district, in Okmulgee County, may havi 
passed its peak, but just over the line 
in Creek County the Eastern Bristow 
district, comprising Townships 16-10 and 
15-10, is producing more oil today thar 
it ever has, and the Deaner pool, in 
Township 11-11, Okfuskee County, is 
running over 10,000 bbls. The history 
of the Oklahoma field in the past three 
years has been that when one pool de- 
clines, and it looks as if the State has 
seen its best days as a producer of oil 
another pool is opened which more than 
offsets the natural falling off in the older 
pools, and production has _ increased 
steadily as the months passed. More 





than one oil prophet has wished he had 
held his peace as one guess on the future 
after another has been found to be wide 
of the mark, so no predictions will be 
made here, but from the looks of things 
Osage and Creek are the only counties 
in the developed field that may reason- 
ably be expected to produce more oil 
than at present, and any other important 


Sjnew developments should occur in coun- 


ties outside the already developed fieids 
It may be there will be a substantial 
southeastern extension of the Hewitt or 
Okfuskee, Hughes or Seminole may turn 
the trick, and on the other hand some 
altogether unconsidered counties in the 
State may be the ones to keep Oklahoma 
at the top of America’s oil producing 
states. 

The production in Kansas for October 
fell off from the month before. The 
Butler County fields slumped consider 
ably and the gain in Marion and other 
counties was not enough to offset it. 
Following are the production figures for 
October : 

DAILY PRODUCTION FOR OCTOBER 


Oklahoma 

Washington— 

en 4,350 

MEOROMOREOE cc cccoccoscesece 1,470 

Copan and Wann........... 600 6,420 
Nowata and Rogers— 

OAD co crvocsogecsoccsenes 5,506 

BONTIOTE io cicccnccccusedess 1,111 

Chelsea abe ccccceescescces 1,007 

MEE. sdncedtocenteneesenned 420 8,044 
GED es cccccccecccsoséssccens 62,912 62,912 
Tulsa— 

Bird Creek, Flat Rock, etc.. 6,086 

Red Fork, Lost City, etc..... 1,300 

Broken Arrow-Jenks ....... 1,989 

Bixby and Leonard......... 2,139 11,514 
Okmulgee— 

POUND sn cwi-ccisececewesens 2,020 

Beggs, Youngstown an 

Hamilton Switch ......... 3.752 

Bald Hill and Boch sand 3.300 

Okmulgee-Morris ......-+++« 390 

Dee? Pees vcncnaccsccossee 317 

Henryetta and Schulter and 

OOD o:56:6:0846048600400000 8,403 63,192 

Muskogee and Wagoner— 

GOWOCR cccccecceccccccceces 705 

Haskell and Stone Bluff..... 1,089 

Boynton and bec cvesvace 1,906 

Muskogee and miscl......... 966 4,666 
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Creek— 
Glenn, Sapulpa and Keifer. .13,990 





Kellyville, Bristow. Depew.. 6,650 

Cushing and Shamrock...... 30,040 

Mannford and Olive........ 890 51,670 
Pawnee— 

GSPRNNME occ ccccccssvcccces 5,43 

PED cnas cece cécaceeaes 8,751 14,185 
Payne— 

Yale, Quay and March pool.. 7,500 17,500 
Kay— 

Blackwell 

Mervine ...... 

Ponca City 8,192 
Garfield and Noble— 

PE catestceseeeeeeecqees 9,70 

BEND occcccccccesscoceces 3,922 13,622 
Carter— 

Healdton and Fox........... 28,054 

DEEL Keee¢escdoeeeeooecnae 31,996 60,050 
Cotton and Stephens— 

Duncan and Walters........ 12,292 12,292 
Miscellaneous ......ceeeseeees 2,111 2,111 

Total Oklahoma ......... 316,340 

ansas 

Hl Derado ...cccccccccccccces 36,150 
AUBUBR cece cccccsccccccees 10,768 
Prabody-Elbing ......--+..e5e. 25,660 
BE nc cccccccosucsdeseese 29,000 

Datel TGMGES. occccscccccess 101,578 

Total Oklahoma and Kansas 417,918 
Total production in Oklahoma 

and Kansas in October.......... 12,955.458 
Total production same month last 

a ~senteanaea aa i Sica fy. i 10,734,029 

Increase October, 1920.......... 2,221,429 
Increase in daily average produc- 

71,659 


PTY errr eT re Tete 
The Hewitt District 
Three hundred and eighty-four wells in 

the Hewitt disurict, Carcer County, Ukla- 
Loma, produced an average Of 214,800 
bus. a day in Novemver, which was a 
cousiderabie failing otf trom tue produc- 
uon figures tor Vetover, which inciuded 
tue dauy production of 64 tewer weils, 
tuus suuWilg a Cunsiderabie drop in tue 
average prouuction per well, ‘here is 
not sv mucu daring being done in the 
fiewitt field as tormeriy. 

‘huere were no very big wells com- 
pleted im tue Hewitt fieid in tue past 
week, ‘Khe Carver Oil Co.s No. 1 B. 
Woodruit, soutueast corner of the nortu 
east OL tue southwest of the nurtuwest 
quarter of Secuvun lod-ts-Zw, 1s pumping 
4J bvis., from sand at 1,4U8-72 teet. ‘uc 
same CumMpany’s No. 3 Woodruil, suvucu- 
@ust coruer of the bortuwest vi tue Lurti- 
west quarcer, 18 a 6,UUU,UUJ-fuot gas well 
ut llzu-v8 and 1,224-«v teet. ‘Lue sanx 
company deeyened No. 12 Woodruff, 
nurctuwest corner of the southwest of tue 
uorchwest quarcer of Section 10, and it 
is making 116 bbls. at a total depta of 
1,645 teet. It has sands at 1,3uz-1,43u 
teet, 1,534-63 feet and 1,570-85 teet. ‘Lhe 
Skelly Ui Co.’s No. 2 Woodruff, in Sec- 
uon 15, was deepened to 1,88U teet with- 
out increasing the production, which wus 
150 bbis. Tne Cotton Beit Oil Co.’s No. 
2 Phvebe Rexroat, northwest corner of 
Section 15-4s-2w, is good for 25U bbls 
at a total depth of 1,568 feet, witn sands 
at 1,225-78, 1,344-62, 1,501-16 and 1,582- 
68 feet. No. 3 Phoebe Rexroat, south- 
west corner of the northwest of th 
northwest of the northwest quarter, is 
good for 100 bbls. at a total depth o’ 
1,380 feet, with sands at 1.256-65, 1,269 
80 and 1,286-90 feet. Coe & Simpson’: 
No. 2 Bennett, center of the northeast of 
the southeast of the northwest quarte: 
of Section 16-4s-2w, is reported this 
week at 275 bbls. from sand at 1,837 to 
1,904 feet. Westheimer & Daube’s No. 3 
Mullen, southeast corner of the north- 
east of the northeast quarter of Sectio: 
16-4s-2w, started at 300 bbls., at a total 
depth of 1,650 feet, with sands at 1,376 
to 1,420, 1,460-80 and 1,630-50 feet. The 
Magnolia Petroleum Co.’s No. 2 Cruce 
center of the northwest of the south 
west of the northeast quarter of Sectio: 


16-4s-2w, is a 250-bbl. well in sand a 
1,620 to 1,702 feet. 
Wolverine Oil Co.’s No. 62 Dillard. 


southeast corner of the northwest of the 
northeast of the northeast quarter of 
Section 22-4s-2w, is swabbing 100 bbls. 
from sand at 1,590 to 1,610 feet. Simp- 
son and others’ No. 6 Storman has beer 
drilled deeper and is making 110 bbls 
naturally at a tot] depth of 1,963 feet 
The Carter Oil Co.'s No. 2 Poland is re 
ported this week at 252 bbls., total depth 
2,244-2,270 feet, sands at 2.180-2,235 and 
2,244-2.270 feet. The Homaokla Oil 
Co.’s No. 1-A Carney, in Section 15, is 
reported flowing 400 bbls. at a_ total 
depth of 1,800 feet, scnd at 1.700-30 
feet. The Texas Co.’s No. 11 Dillard. 
center of the south line of the northwest 
quarter of Section 27-4s-2w, is flowing 
200 bble from sand at 2,193 to 2,235 feet. 

In northwestern Stephens County. 
Gant and others’ No. 1 Ward, in the 


northwest corner of the northeast of the 
southeast quarter of Section 


32-1n-8w, 





21.000,000-foot gas production 


had a 


when it came in, from sand at 2,057-78 
tect, and a 750 pound rock pressure. 
Gant and others have a rig up for No, } 
Shaffer, in the northwest corner of the 
southwest of the northwest of the south- 
west quarter of Section 33-ln-8w. ‘The 
Gladys Beile Oil Co. has commenced 
driiing No. 1 Bateman, in Section 11- 
2n-Sw. In the Duncan district the 
Koxana Petroleum Co. has commenced 
druling No. 1 Brooks, in Section 1y-1s-sy 
the Lone Stur Gas Co. & Mehinuiey 
have commenced drilling No. 5 Brown 
in Section 3U-ls-8w. ‘lhe Lone Star Ga, 
Co. & ort Ring Oil Co. have a rig up 
tor No. 4 Brown, in the southwest corue: 
of the soutueast of the northeast quarte: 
of Section 3U-1s-8w. ‘Lhe Margay Ui) 
Co. is now driing Nos. 2 and 3 Brown 
in Section 30. ‘l'xe Magnolia Petroleum 
Co. is drilung No. 1 hKagy, in Section 
341s-8w, and the North American \)! 
Co. has commenced drilling No. 3 ‘Talie- 
fer1o, in Section 34+1s-8w. Doutnhitt aud 
others huve a 10,0UU,U0U-foot gas well in 
No. 2 Tatieferro, in the soutneast corner 
of the northwest of the northwest quarter 
of Section 34-ls-8Sw, in sand at 1,dv0-7¢) 
feet. ‘Lhe Magnolia Petruoieum Co. ha; 
commenced drilling No. 2 Johnson, in 
Section 24-1s-Yw. Hamon and otiers 
Nos. 3 and 4 Cox, in Section 24, are both 
druling wells. ‘he Lone Star Gas Co 
uas a rig up for No. 1 Beaver, southwest 
corner of the northeast of the soutueast 
quarter of Section 24-ls-Uw. The Litth 
sseaver Uil Co. has a rig up for No, 1 
Kaiph, in the southeast corner of tiie 
norcowest of the nortuwest quarter 
section 24. The Carter Oil Co.’s No. 2 
cox, uurtheast corner of the southeast 
of the northeast quarter of Section 25 
1s-Yw, got sund at 1,741-56 feet and a 
3U0,0U0U0,0UU-fout gas well. ‘Lhe Maguolia 
Pevro.eum Co.’s No. 3 Brooks, in dectio: 
2d, 1s now drilling, and the Mugnolia has 
commeuced drilung No. 1-A Kusseil, in 
Section 13-2s-8w. 

In the Red River district, Tillman 
County, the Conrignt Oil Co. has avan 
doned as dry its No. 1 River bed, S20 
teet from tue souta and dU feet from 
cue west lines of the nurthwest quarter 
of Section 4-ds-ltw, at 1,107 feet. 

In Cotton County the Invincible Oi) 
Co.’s No. 6 kreeman, 1,12U feet south 
and 2U0U0 feet east of the center of Sec- 
tion 5-Zs-lUw, got sand at 2,U838 to 2,Uv6 
teet and a 15-bbl. production. ‘Lhe Na 
tional Vil Co.'s No. 5 Brink, 1,120 feet 
trum the west and 200 feet trom the 
south line of the northwest quarter of 
Section 5-2-10w, is a dry hole at 2,120 
teet. The MeMan Oil Co.’s No. 9 Chap 
man, center of the south line of the 
north half of the northwest quarter of 
Section 10-2s-10w, started at 25 bbis. at 
2,22U-38 feet. ‘The Ukiauoma Producing 
& ‘Ketining Co.’s No. 4, in the nortueast 
corner of the southeast of the northeast 
of tne southwest quurter of Section 21 
ls-1U0w, is a dry hole at 2,912 feet. This 
was an old well drilled deeper. J. C 
iXeys’ No. 1 Smith, southeast corner of 
toe southwest of the southeast quarte! 
of Section 34-1s-10w, is a 2,000,0uU-foot 
gas weil in sand at 2,095 to 2,100 feet. 

Western Fields 

The Sinclair Oil & Gas Co., drilling 
one of its Bartlesville sund wells on tie 
Hemmie farm, No. 13 in the northwest 
corner of tue northeast quarter of 15 
19-5, Payne County, to the Mississippi 
time sand, got a 3d-bbl. weil and a 
~ Saceateaaes gasser at 3,470 to 3,53! 
eet. 

In the Maramec district, Pawne+ 
County, the Lake Maramec Oil Co. las 
ubandoned the location for its No. 2 
Adier in Section 4-20-6. The compan) 
opened this district for developmen! 
some months ago but most of the othe: 
wells were failures. The Atlantic P 
troleum Corporation, which drilled on 
of the failures, an offset to the “disco\ 
ery” well, has abandoned its No. 
Myers, southeast corner of the soutl 
west of the northwest quarter of Sectio 
+. In the Jennings pool the Prairie 
& Gas Co.’s No. 5 Reigel, southwest cv! 
ner of the northedst of the northwes' 
quarter of Section 34-20-7 is a 50-bb 
well in sand at 2,750-2,800 feet. Thi 
Prairie Oil & Gas Co. has abandoned 3! 
3.225 feet its No. 6 Lowe, in the sout! 
east corner of the northwest of the sout! 
east quarter of Section 35-21-7. Bartles 
ville sand was found at 2,543-65, Tucke: 
at 2,708-38 and the top of the Missis 
sippi lime at 2,783 feet. In the Jen 
nings extension, Creek County, the East 
ern Oil Co.’s No. 7 Pigeon, center of t! 
northeast of the northeast quarter ©’ 
Section 36-19-7 was shot in sand 3! 





2.506-46 feet and it made a 15-bbl. wel! 
Tt had heen drilled to 2.835 feet. 
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These Factory-Built Houses 


“‘Circle-A”” Houses and Bunk-Houses, 
factory-built complete, are ready at 
conveniently located plants for prompt 
shipment to any section of the oil fields. 


They reach the site in the form of 
interchangeable building units and 
can be erected by unskilled labor at 
low cost. 


The speed of erection is a revelation 
to those who are accustomed to the 
troubles and delays of ordinary 
housing construction. No elaborate 
erection diagrams or small parts are 
required There is absolutely nothing 
to do except to bolt the units together. 


The product of the engineers and 
skilled workers of The Alexander 


Shipped Promptly, Erected Quickly 


Lumber Company, “Circle-A” Units 
are complete to the last detail of con- 
struction. Floor, door, window, wall, 
ceiling and roof sections; painting, 
hardware attachments, insulation— 
everything is factory-finished. 


Built to resist cold, heat and storm, 
“Circle-A” Houses and Bunk-Houses 
also withstand the wear and tear of 
being dismantled and re-erected as 
often as changing conditions require. 
Their salvage value is 98%. 


Write or wire today for the full story 
of “Circle-A”” Interchangeable Unit 
Construction. Address the nearest 
office listed below. 


THE ALEXANDER LUMBER COMPANY 


CHICAGO, Monroe Building; NEW YORK, Postal Telegraph Building; FORT WORTH, Texas 


@“CIRCLE-A”SO 


(All constreetion frlly covered by U.S Potents) 


INTERCHANGEABLE UNIT BUILDINGS 
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The strength and wearing quality of “Drillwell”—the springy 
Waterbury Manila Drilling Cable—have made it the chosen 
cable for.the hard drilling job. In fact, Waterbury quality, 
which is the dominant characteristic of every grade of Water- 
bury Rope, always makes good. 
The construction of “Drillwell” 
good service you would naturally expect from its carefully 
selected material. Special lubrication prevents internal fric- 
tion and keeps the fibre from becoming dry and disintegrating 
“Drillwell” worth considering 


cable prolongs the life and 


—an economical feature of 


when buying rope for oil well drilling. 


160,000 rope buyers are 
now using the Waterbury 
GREEN BOOKas a guide. 
A copy will be sent free 
on request. 





WATERBURY COMPANY 
63 PARK ROW. NEW YORK 


Makers of Wire, Armored, Fibre and Fibreclad Rope, also Masic Wire 


609-613-North La Salle St: 


CR ee Se err 
SR NID oss o's oS eemae+ saad Wiete s<4seen ee cee 151-161 Main St. 
EE CM ere ey nT ee 1018 Maison Blanche Bldg 
EC CLT ET TERT ee A. T. Powell & Co. 

2402-W 


In Kay County the Marland Refining 
Co. abandoned No. 11 Mellie Miller in 
the southwest corner of the northeast of 
the northwest of the northwest quarte 
of Section 9-25-2, at 3,995 feet. 

In the Garber district, Garfield Coun- 
ty, the Sinclair Oil Co. completed a 50- 
bbl. well, No. 13 Denker, southwest cor 
ner of Section 13-22-4, in sand at 2,177 
to 2,201 feet. The same company’s No. 
20 Walker, 1,320 feet north annd west 
of the southeast quarter of Section 24- 
22-44 was abandoned as dry at 3,295 
feet. The Sinclair Oil & Gas Co.’s No. 2 
Semke, southwest corner of Section 17- 
22-3w was abandoned as dry at 2,835 
feet. No. 1 on this lease was abandoned 
in October at 3,465 feet. The Sinclair 
Oil & Gas Co.’s No. 5 Schaffer in Sec- 
tion 18-22-3w is a 50-bbl. well at 2,162- 


82 feet. The Roxana Petroleum Co. has 
a failure in No. 1 Greenwood, 1,320 
feet from the north and 300 from the 


east line of the northwest quarter of Sec- 
tion 22-24-3w. The total depth of the 
Sinclair Oil & Gas Co.’s No. 1 Farrell in 
Section 30-22-3w was 3,020 feet. 

Kansas 


The Kansas fields showed little out of 
the ordinary in the pst week. In Mar 
ion County the Prairie Oil & Gas Co 
abandoned as dry its No. 1 McLinden. 
northwest corner of the southwest of the 
northeast quarter of Section 25-20-5, at 
3,055 feet. Aldred and others’ No. 1 
Waner, southeast corner of Section 7- 
21-4, was dry and abandoned at 2,595 
feet. A. D. Morton’s No. 1 Rahn, 
southeast corner of the northeast of the 
northeast quarter of Section 13-21-4, 
was dry and abandoned at 2,607 feet. 
The National Refining Co. finished ¢ 
100-bbl. well in No. 6 Reamy, southeast 
corner of the northeast of the southeast 
of the southeast quarter of Section 17- 
21-4, in sand at 2,432-38 feet. No. £ 
Reamy, in the southeast corner of th 
northeast of the southeast quarter is a 
30-bbl. well at 2,441-63 feet. The Phil 
lips Petroleum Co.’s No. 1 Battey is 
the southwest corner of the northwest of 
the northeast quarter of Section 2]- 
21-4 is flowing 20-bbls. a day from sand 
at 2,417-18 feet. The Ramsey Petroleum 
Co. in its No. 7, in the southeast corner 
of the northeast of the northeast quarter 
of Section 21-21-4, plugged back to 2,432 
feet and is pumping 100 bbls. a day fron 
sand at 2,389-2,432 feet. Ward & Wil- 
hoit’s No. 4 Covert, northeast corner of 
the southwest quarter of Section 21-21-4 
is pumping 220 bbls. from sand at 2,375- 
76 feet. Ward & Wilhoit have a hole 
full of water at 2,350. feet in No. 1 
Slocombe, southeast corner of the north- 
east quarter of Section 27-21-4. Gibsor 
& Zabnizer finished No. 1 Urschel, in 
the southwest corner of the northwest of 
the southwest quarter of Section 15-21-5 
at 2,534 feet. It was a failure, dry all 
the way. Merriam & Findeiss have a 
hole ful! of oil in No. 4 Urschel, south- 
east corner of the northwest of the south- 
west quarter of Section 16-21-5, from 
sand at 2,326-29 feet. The National Re- 
fining Co. was tubing No. 1 Urschel in 
the southwest corner of the southeast 
quarter of Section 16. The well was 
plugged back to 2,353 feet. The Prairie 
Oil & Gas Co. has a hole full of oil in 
No. 3 Jeffries, center of the southeast 
of the southwest of the southwest quar 
ter of Section 17-21-5. The Gypsy Oil 
Co. and Phillips Petroleum Co., in the 
center of the east line of the southeast 
of the southwest quarter of Section 18- 
21-5, swabbed 25 bbls. from sand at 
2,375 feet. J. H. Parker’s No. 1 Seibel. 
in Section 20-21-5, is reported this week 
at 300 bbls. The Ramsey Petroleum 
Co.’s No. 1 Doyle, northwest corner of 
Section 20-21-5 is estimated at 300 bbls. 
from sand at 2,344-62 feet. The Robin 
son Petroleum Co.’s No. 1 Seibel, in Sec- 
tion 20-21-5, reported last week pump- 
ing 800 bbls. a day was put on the swat 
for an ‘hour and 45 minutes and produced 
285 bbls. The Prairie Oil & Gas Co.’: 
No. 1 Bruce, in the northeast corner of 
Section 32-21-5 pumped oil 20 minutes, 
then water for an hour and then oil, but 
the rods parted. This is an outside well 
and was looked to to prove a consider- 
able batch of territory. 

The Ramsey Petroleum Co. has the 
best looking well of the week in Marior 
County in No. 5 Doyle, southeast cor- 
ner of the northeast of the northwest 
quarter of Section 20-21-5. It was non- 
authoritatively reported to be showing 
for a 2,000-bbl. well. No. 2 Doyle, in 
the northwest corner of the northeast 
of the northwest of the northwest quarter 
is reported to be slopping over the casing. 














The company has three other wells drill- 


ing that ought to be in within a week 

In the Peabody district Robert Wat 
chorn’s No. 13 Jolliffe, southwest corner 
of the northwest of the southeast of the 
northwest quarter of Section 9-22-4 is a 
150-bbl well at 2,506-09 feet. The Con 
servative Oil Co. completed its No. 2? 
Clark, in the southwest corner of the 
northwest of the southwest quarter of 
Section 14-22-4 and it is good for 400 
bbls. a day. Pearce & Pearce’s No. 7 
Clark, southeast corner of the northeas: 
of the southeast quarter of Section 15 
22-4 is a 200-bbl. well at 2,538-39 feet 

In Greenwood County, the Empire Ga 
& Fuel Co.’s No. 1 Schrider, northeas: 
corner of the northwest quarter of Se 
tion 27-23-13, was shot with 30 quar: 
in sand at 1,592 to 1,621 feet and is ; 
30-bbl. well. There are seven wells 
drilling in this district, Townships 22-12 
and 23-13. McGinnis & Foster’s test o: 
the Kansas City Refining Co.’s fee, 
southeast corner of the northwest qua: 
ter of Section 35-25-10, is showing 15 
bbls. before the shot in sand at 1,700-15 
feet. The Skelly Oil Co.’s No. 3 Morris 
northeast corner of the southeast of t! 
northwest quarter of Section 21-23-9 i 
a 50-bbl. well after 10, 20 and fw 
quart shots in sand at 2,527-70 feet. Th: 
Mid-Kansas Oil Co.’s No. 6 Ladd, nort! 
west corner of the northeast of the nort! 
west quarter of Section 20-25-9 is a 60 
bbl. producer in sand at 2,340-96 feet 
shot with 140 quarts. 

In Butler County, the County Bord 
Oil Co.’s No. 7 Hughes, in Section 
26-8, was reported to be still flowing $8: 
bbls. The Griggs Operating Co.'s No. 
Liggett, southeast corner of the northeast 
of the northwest quarter of Section 16 
26-8 was swabbing 500 bbls. a day fron 
sand at 2,348-80 feet. and the Great 
Southern & Tidal Oil Co.’s No. 6 Dickin 
son was underreaming the six-inch to thx 
top of sand at 2,380 feet. The Kansa: 
& Gulf Co. abandoned its No. 1 Long 
southeast corner of the northeast quarte 
of Section 21-26-7 at 2,763 feet. The 
Ramsey Petroleum Co. has 2,000 feet of 
fluid in the hole in No. 1 Young, north- 
west corner of the northeast of the north- 
east quarter of Section 27-26-7, - from 
sand at 2,755-68 feet. Moore Bros. & 
Loy’s No. 1 Huntley, in the northeast 
corner of the southeast quarter of Sec- 
tion 28-26-7 is a 75-bbl. well in sand at 
2,165 feet. 

A new pool has been opened in Linn 
County, Kansas, by the Valley Oil Co., 
with two wells in Section 1-22-24, drilled 
to sand at 500 to 535 feet. The owning 
company reports they will be good for 
40 bbls. when put on the pump. The 


“nearest production is five miles distant 


The company is drilling two more wells. 
bis. an Hour 

J. R. Hill’s No. 17, in the center of 
the west line of the northwest quarter 
of Section 21-24-11, Bigheart district, 
Osage County, Oklahoma, is reported to 
be doing 40 bbls. an hour from Bartles- 
ville sand, the top of which is at 1,707 
feet. The Peters Oil Co. reports a 1,000- 
bbl. well in the northwest quarter of 
Section 13-23-8, a mile northwest of th: 
company’s 640-acre shallow sand lease 

The Wilcox Oil & Gas Co.’s No. 1 in 
the southwest of the southeast quarter 
of Section 34-16-8, Bristow district 
Creek County, Oklahoma, has 1,600 feet 
of water in the hole at 3,196 feet. This 
is an important well, and tends to show 
that the well in Section 35-16-8 of th: 
same company did not open a wide ex 
panse of territory. The latest report on 
the Wilcox test in Section 28-16-9 is thai 
it is pumping 15 bbls. of oil and 300 bbls 
of water 

The Tidal Oil Co. has two good wells 
in Dutcher sand in Section 28-16-10 
Eastern Bristow district, Creek Count) 


No. 2 Sewell, northeast corner of t! 
southwest of the northeast quarter 
started at 700 bbls. and No. 3, southwe 


corner of the northeast quarter starte:| 
at 500 bbls. The sand lies just belo\ 
2,700 feet and there is about 15 feet o 
it, with a break. The Atlantic Petro 
eum Corporation’s No. 1 Ralston, in 
the southwest of Section 21-16-10 is un- 
derreaming at 2,800 feet. It has not ha 
any sand as yet. 


NORTH-CENTRAL TEXAS 


The second well of the Grant Oil Cor- 
poration on the W. W. Turney ranch 
in Pecos County, which struck oil bear- 
ing sands on Friday, November 19, is 
making probably 10 bbls. a day, accord- 
ing to information considered both cor- 
servative and reliable. 

Production of from 200 to 300 bbls. a 











day has been claimed for the first well, 
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LAN TERNS— LAMPS 


The Light That Means Safety First 


The Delta electric hand-lantern is the accepted light among oil 
men. Here isa light that you can carry anywhere with perfect safety. 
You are always sure of a big, strong, shower of brilliant light for 
hundreds of feet around. No oil or grease, no matches or flame to 
place your life in danger. Just a snap of the switch and you have 
daylight at night. Uses two ordinary No. 6 dry batteries that last 
for months. 


Everywhere in the Oil Fields 


The Delta No. 10 Lantern shown here is the light that you will find 
everywhere in the oil country. Built of sturdy pressed steel, finished 
in baked red enamel, nickeled reflector and special lens. Sturdily 
built to serve for years. Flanged base prevents upsetting. Handles 
for carrying in hand or overarm. Stands 7% inches high. 


Order today from your dealer or send direct. No. 10 DELTA LANTERNS Postpaid $3.50 
Full information regarding Delta hand lan- (less batteries). Slightly higher in Canada 
terns, lamps and batteries sent upon request. and west of Rockies. 


DELTA ELECTRIC COMPANY 
110 Delta Block, Marion, Indiana 


World’s standard batteries and electric lamps for hand use, bicycles, boats and buggies. 


New York City, Times Bldg., Times Square. San Francisco, Rialto Bldg. 
Winnipeg, Canada 











- = 


46 


THE OIL AND 


GAS JOURNAL 





Friday, 





brought in at 51 feet on Section 19, 
Block 140, Texas & St. Louis Railway 
Co. survey, but this amount is generally 
believed to be an exaggeration, likewis« 
the prospects that No. 2 will equal the 
above-claimed flow for the discovery test 

W. W. Turney, of El Paso, president 
of the Texas Cattle Raisers’ Association. 
owns the land on which the Grant wells 
are located, 14 miles northeast of For’ 
Stockton. The finding of oil in two shal- 
low holes sunk for sulphur by an Arizonr 
mining company several years ago has 
been responsible for the present showing: 
und, also in a measure, to the fact that 
ut the present time 12 rigs are in opera- 
tion in the county, the majority of them 
standard. 

Other Tests Being Made 

The Oregon-Texas Drilling Syndicate 
iy putting down a deep test on Section 
1%. Block 140, and last week was down 
350 feet in gray lime, The Fort Stock- 
ten Oil Syndicate, composed of home in 
terests, is drilling between 160 and 200 
feet on the P. H. Fall survey No., 602 
3.700 feet northwest of the Grant wells 
A strong flow of gas was struck severa' 
days ago. The Pinal Dobe Oil Syndicate 
on the Devlin ranch is down about 350 
feet. 

In Brewster County, the Presidio Oil 
& Gas Co., of Arizona, has spudded in 
its second well on the James P. Wilson 
ranch, 53 miles south of Alpine. Con 
siderable oil was obtained in No. 1 
around 1,750 feet. Another report says 
that the Brewster Oil Co., of Los An- 
geles, Cal., is rigging up for a deep test 
on Section 7, Block C, J. V. Massey sur- 
vey, on the Kokernot ranch, 30 miles 
south of Alpine. The well will be on 
acreage acquired from the Mohawk Oil 
Corporation. 

The Whiteside Oil & Gas Co., of 
Muskogee, Okla., which has been drilling 
for oil for two years on J. Willis John- 
son’s ranch, 18 miles southwest of San 
Angelo, will abandon its present hole, 
down 2,850 feet, and will move its rig to 
a new location, it is reported. L. F. 
McCrawley, manager, has not confirmed 
the report. but work is shut down at No. 
1 on the Door Key. 

Oil Rises 600 Feet in Well 

In Mitchell County, the Underwriters’ 

Producers & Refining Co. was to have 





spudded in its well on the Nat Smith 
ranch, six miles west of Colorado City, 
last Wednesday. The Colorado-Texas 
Oil Co, on Friday shot its promising test 
on W. L. Foster’s ranch for the second 
time. The hole bridged at 1,700 feet, 
however, after the nitro-glycerin war 
touched off between 2,626 and 2,655 feet. 
and the result of the shooting will not be 
known until cleaning out takes place 
Before the second shot oil rose 600 feet 
in the hole. Oil men believe it will make 
from 15 to 20 bbls. a day. 

The Underwriters’ T. & P. No. 1 is 
pumping oil only at intervals to supply 
other rigs with fuel. This well at one 
time produced 129 bbls. of oil in a day. 
It is shut down at about 2,650 feet deep 
Morrison No. 2, being drilled half a mile 
erst of T. & P. No. 1, is down 900 feet 
Morrison No. 1 was recently abandoned 
It was a shallow test. 

Drilling is Resumed 

Operations have been resumed at the 
Muenster well, 16 miles northwest of 
Gainesville. The new 5,000-foot cable 
was installed yesterday, and the driller- 
are fishing for tools in the hole, caused 
by the old cable breaking. Drillers ar 
taking part of their salary in stock in 
the we!’ and there is high encourage- 
ment expressed among local business mer 
who are furnishing the funds to com 
plete the hole, now down nearly 3,500 
feet. 

The Humphreys Petroleum Co., owners 
of the Rogers well, has ordered five more 
rigs shipped to the Mexia field and will 
drill on the Humphrey leases within 
three-quarters of a mile of the Rogers 
well, known as Humphrey No. 1. Prep 
arations are being made for pipeline con- 
nections. 


SOMERSET CRUDE IS NOT 
AFFECTED BY PRICE CUT 


Om Crry, Pa., Dee. 1.—The Louis- 
ville Refining Co. has announced a re- 
duction of 25 cents in the price of West- 
ern Kentucky crude, making the present 
quotation $4. . 

This change does not affect Somerset 
or Somerset light crudes, the prices of 
which remain at $4.25 and $4.50, re- 


spectively. 











Ideal Rig Irons 


OIL 


Pawhuska 
Bartlesville 





Oklahoma Tool & Supply Company 


Distributors 


Oklahoma Iron Works 
Drilling and Fishing Tools 


Snow Steam Pumps 

Waterbury Cordage 

American Wire Lines 

Warren Drilling Engines 

Acme Sucker and Pull Rods 

Casing, Tubing and Line Pipe 
Kewanee Oil Country Boilers 

Foos Gasoline Pumping Outfits 
Rubber, Canvas and Leather Belting 


AND GAS WELL SUPPLIES 
MILL SUPPLIES 
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Branch Stores and Shops: 


Bristow 
Jennings 


Drumright 
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Canadian Oil Fields 


CHATHAM, Ont., Nov. 27.—Following 
the recent discovery of commercial oil in 
the Mackenzie B:sin,. aa order in council 
has been passed at Ottawa limiting the 
maximum area which may be staked in 
this field to 640 acres. The usual limit 
in the Western provinces has heretofore 
been 1,920 acres. This order will not 
affect the large claims already staked in 
the vicinity of Fort Norman by Imperial 
Oil, Ltd., and other interests. 

It is reported that the Mackenzie 
River Petroleum Co. is being formed to 
engage in the production and transporta- 
tion of oil in the far north. The pro- 
jects under contemplation include the 
construction of an oil pipeline from a 
point near the mouth of Rat River at 
its junction with Peel River, a tributary 
of the Mackenzie, to the Alaskan inter 
national boundary. This route westerly 
from the strike on the Mackenzie rep- 
resents the shortest available line tc 
tidewater. The northern water router 
will enable crude oil to be carried in 
barges to the receiving strtion at Rat 
River from both the Fort Norman and 
Great Slave Lake areas, 

The International Petroleum Co. har 
been chartered at Edmonton with $250, 
000 capitalization, to carry on develop- 
ment work in the far north, end is re- 
ported to be backed by New York capi- 


tal. 
Athabaska District 

In the Athabaska district, an erder in 
council passed this week at Ottawa with- 
draws from salt, settlement or disposal 
11,000 acres along the Athabaska rive) 
in the tar sand area. This reservation 
is subject to gas and petroleum leases 
already granted, and to _ permission 
granted the Provincial Government of 
Alberta to test certain townships for 
gypsum and salt. The Alberta Provin- 
cial Government test at Fort McMurray 
has been sunk to 650 feet after a year’s 
drilling on the McMurray townsite, and 
shows a 30-foot bed of salt at this depth. 

The San Francisco & Fort McMurray 
Oil Refining Co. is arranging to develop 
tar sand claims on the Hanging Stone 
River in the Athabaska district, and wil 
also drill near the end of steel on the A. 
& G. W. Railway. 

The Athabaska Oil Sands Extraction 
Co. has been incorporated at Calgary 
with $250,000 capital to develop tar sand 
deposits in the Athabaska district. 

British Columbia 

In the Fraser Valley of British Co- 
lumbia the Home Oil Co., of Vancouver 
B. C., is starting a deep test near Ab- 
botsford. The company is bringing in 
both a rotary end a standard rig and i: 
now rigging up and constructing bunk 
houses. It is estimated that the glacia’ 
drift is 2,000 feet deep and that between 
3,000 and 4,000 feet of drilling will be 
required to make a conclusive test. 


Manitoba 

The Manitoba Provincial Governmen’ 
test on the Johnson claim, six miles nortk 
of Winnipegosis, in the Dcuphin dis- 
trict, has struck salt water at about 100 
feet and is trying to shut this off. 

Peace River 

In the Peace River district of north- 
ern Alberta several outfits are reported 
still at work, though no important re- 
sults have been secured. Peace River 
Petroleum, Ltd., No. 1 well north of 
Peace River town has shut off the water 
flow end installed new casing, and is 
now drilling around 1,150 feet. Peace 
River No. 2 well below Tar Island is re- 
ported down 700 feet and should get the 
main heavy oil sand within 150 feet. 
The Victory-Albertas well across the 
river from the town is drilling at 1,335 
feet with strong gas flows breaking out 
at intervals and _ necessitating slow 
drilling. The Tar Isl nd Oil & Gas Co 
is reported to have abandoned No. 1 well. 
Section 12-85-21-5, and are spudding in 
No. 2 close to No. 1. The H. L. Wil- 
liams Syndicate’s No. 2 at Three Creek: 
has been held up by a fishing job, but 
are getting the outfit in shave to continue 
work through the winter. It is reported 
that the Dominion Government is arrang- 
ing to take hold of the McArthur wells 
next spring, and will shut off the gas 
and water flow in order to protect the 
formations. 

Trenton Tests in Ontario 

Though the Imperial Oil No. 2 deer 
test on the Fairbank lease, Oil Springs, 
Lambton County, is shut down waiting 
for coal, it seems to have got the granite 
without a show. No. 1 deep test last 
year got a small production of gas, about 
250,000 cubic feet a day, in the lower 





part of the Trenton limestone. No. 2 is 
down 3,808 feet and the drillers will run 
another tour before abandoning the well. 
The Potsdam sand, usually found under 
lying the Trenton limestone in soutb- 
western Ontario, was not encountered iy 
No. 2 well. 

In Dover township, Kent County, tlh; 
Vacuum Gas & Oil Co., drilling on th: 
Jubenville farm, north of the Petro) 
ieases, has got a small show of gas iy 
the Trenton limestone below 3,200 feet 
The flow is variously reported betwee: 
50,000 and 150,000 cubic feet and tix 
well will be deepened for more produc 
tion. Petrol Oil & Gas Co.’s No. 4 
Chas. Bagnell farm, has encountered ; 
little show of salt water in the Trento: 
limestone around 3,600 feet. Anglo 
Canadian Oil Co., Gauthier farm, north 
west of Pain Court, will finish reamin,y 
to the top of the trenton limestone o, 
Monday. The Universal Oil & Gas Co 
is rigging up a test on the John Bagne! 
farm, 50 feet west of the westerly lin 
of the Petrol Oil & Gas Co. leases. East 
of the Petrol leases, the Ajax Oil & Ga 
Co. on the Sterling farm is testing fo: 
the big lime, and if this is found high 
will move to a new location. South o 
the River Thames in Raleigh Townshi; 
ihe Eureka Oil & Gas Co. is drilling 0: 
tse Antaya farm. 





ARKANSAS TEST ABANDONED 





After months of fishing for tools an 
casing in its Chidester well in Section 
14-12s-19w, Ouachita County, Arkansas 
tue Humphreys .Petroleum Co., has 
started to pull the casing preparatory t 
abandoning. The well was nearly 3,000 


ceet. , 

While another location has been made, 
the Humpureys officials will not start 
another hoie until after completion of the 
vest of the Surawn Petroieum Co., six 
miles e.st in Section 15-12s-18w, Oua- 
Culla County, now below 3,000 feet. 
Should the Strawn Co. find a pay sand 
aud get an oil well, the Humphreys will 
then start No. 2. 

‘ue Merritt Oil & Gas Co.’s well, near 
Sutton, Ark., has resumed drilling at 
1,600 feet. 


TESTS IN ARKANSAS ARE NOW 
BEING DRILLED OR WILL BL 


By W. F. Kerr 

Hope, Ark., Dec. 1.—Six oil tests ar 
drilung or have been contracted for 
witoin a radius of 15 miles of Hope, on 
struccures that have been passed upo: 
by b. Julius Fohs, geologist of the Uni 
versity of Indiana, and geologist of th: 
White Oil Corporation, of New York 
tour locations are south and southeast 
of Hope, in Hempstead and Nevada 
counties, and two are north and north 
west, 

A block of 6,000 acres was secured b) 
Earl Sneed, of Tulsa, for the White Oi! 
Corporation from W. M. Sturges, an oi! 
oper.tor of Oklahoma City, and Sidne) 
Henry and associates of Hope. The 
White location, on which drilling with : 
rotary is already under way, is in sout!i 
west southwest of 12-14-24. Four mile 
north a location has been made on an 
other part of the Sturges and Henr) 
block by the Continental Oil Corporation 
of Little Rock, represented by Walte: 
R. Brown, and the contract calls fo 


drilling to start by January 1. 

Shaw & Center, of Shreveport, wer 
under contract to start drilling at one 
in southwest southwest of 36-13-23. Th: 
Humphries Petroleum Co., of Tulsa, i+ 
drilling at about 1,400 feet in northwe: 
northwest of 4-13-22. Drilling is being 
done by Straughn & Crawford. Thi 
Tycup Oil Co., of Grand Rapids, Mic)... 
said to be backed by Allen G. Thurman 
and others of wealth, is drilling a tabout 
800 feet, in the southeast of 7-11-25. A 
change to rotary is to be made and then 
the hole completed with cable tools. Th 
D.niels Oil Co., of Kansas City, 0! 
Kansas City, of which B. C. Baysinger 
is an official, has contracted to Straughn 
& Crawford the drilling of a well i: 
southeast northwest of 28-10-24. 

All these tests are started with a view 
of their being drilled to 3,000 t 03,500 
feet if necessary. Geologists appear t 
have agreed that chalk rock will be foun 
at 1,400 feet, the Blossom sand at about 
1.870 feet, the Woodbine sand at about 
2,235 feet, the Denison sand at about! 
2,700 feet, lime at 2,755 feet and sand 
lime at about 3,100 feet. 

Activity was started in Hempstead 
County after the local oil lease associa 
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Oneida 4foint Hanger 


AMPLY STRONG AND EASY TO ERECT 
Vertical and Horigontal Adjustment 






4-Piece Bearing 
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The improved bored and reamed bearing is an exclusive 
feature in the Oneida 4 Point Hanger. The four-way adjust- | 
ment in the hanger frame, together with the ball and socket 
outer casing of the bearing provides a true universal move- 
ment in which self-alignment is successfully obtained. | } 


The efficient distribution of metal at points where the 
greatest strain occurs renders the Oneida at least 30% 
stronger than any other 4 point hanger on the market. 
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Dodge Sales & Engineering Company, distributor of the products of the — Manufacturing Com yu! and the 
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tion, consisting of 10 musiness men, and 
W. M. Sturges, of Oklahoma City, had 
had a geological survey made of a por- 
tion of the south side of the county. 
These men leased in the enighborhood of 
40,000 acres. They made no effort tc 
develop it until later geological report: 
were made, particularly those by Mr 
Fohs and a geologist for the White Oi) 
Corporation. Drilling contracts then be 
ame sought after. These men are now 
negotiating for one or more tests in the 
southwestern part of the county. 

Hope has taken on a mild oil boom 
Leases are active and at least one roy- 
alty deal has been made. It was to a 
tract uear a drilling well and brought 
$50 an acre. 


NEW DRILLING RECORD IS 
MADE ON CALIFORNIA WELL 





Los ANGELES, Cal., Nov. 30.—Eight- 
een hundred feet of hole in seven days’ 
drilling is some record and hard to. beat. 
but this it is claimed was accomplished 
in the Mid-Central well ‘at Huntingtor 
Beach. At 2,050 feet a good showing of 
oil has been found. 

The General Petroleum Corvoration is 
now drilling 15 wells at Richfield, plac- 
ing that company second in the list in 
number of wells. The Union ‘has up- 
ward of 25 drilling and the Standard has 
14. The present depths of these wells 
range from a few feet to over 4,200 feet 
The Petroleum Midway Co. and The 
Santa Fe Co. keep an active line ‘of 
drilling wells under way and numerous 
newly-organized companies are strug- 
gling in their efforts to complete wells 
Reports of bringing in wells of small 
size do not enlist great enthusiasm, as 
anything short of 100 bbls. a day is 
usually followed by drilling to reach the 
lower sands with a possibility of getting 
something commensurate with the cost 
of drilling. 

On the Yarnell property, at Richfield, 
the Petroleum Midway Co. recently com- 
pleted No. 8 at 3,400 feet, which is mak- 
ing 150 bbls. a day. No. 4a, which 
being drilled to take the place ef No. 4, 
which came in a gusher several month: 
ago and was later lost through collapsed 


Is 





casing and other troubles, after its tre- 
mendous flow destroyed several acres of 
orange and lemon trees, is now drilling 
close to 2,000 feet; No. 10 is 2,800 feet, 
No. 12 is 1,300 feet, No. 13 is a new rig 
and No. 14 a new location. Stein’s No. 
1 is drilling out cement at 3,170 feet 
with good promise of a large well. Car- 
ter’s No. 1 is drilling at a depth of 1,300 
feet. 

The Santa Ana Canyon well on the 
Crowther ranch, at the extreme eastern 
limits of the field, had reached a depth 
of 4.035 feet, a week ago. Several 
streaks of gas have marked the progress 
of the well at various depths, but indi- 
eations of oil are not encouraging. 

The four Whitley wells completed at 
West Whittier are reported as makings 
285 bbls. a day. No. 5 is standing ce- 
mented and there is little indication of 
any new work being started by any of 
the companies interested in this field 
No. 1 completed more than one year ago 
while starting with a heavy and most 
promising production, soon settled down 
around 200 bbls. a day. At this time it: 
output is given at 175 bbls., No. 2 is 
making 80 bbls., No. 3 45 bbls. and No 
4 35 bbls a day. 

The Fullerton Oil Co., which is doing 
considerable new work at Yorba Linda 
is still carrying on operations on the old 
lease at Brea Canyon, and is now mak- 
ing a deep test in an effort to locate a 
lower sand. The casinghead gasoline 
plant, installed some months ago at Bree 
Canyon, is reported making 900 gallon: 
a day and its capacity is being increased 
by the addition of another unit. 


Strike In South Dakota 
Opens New Oil District 


Casper, Wyo., Dec. 2.—Two 
from Edgemont. S. D., a wildeat well 
is reported to have struck a pay sand 
at 900 feet, and is said to be good for 
100 bbls. daily. This strike is very im- 
portant as it is the first actual commer- 
cial oil well ever drilled in the State. 
Edgemont is in the extreme southwest 
ern part of South Dakota. 

F. B. TAYLOR. 
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Keystone Pipe & 
Butler, Pa. 





We have the following New Portable Loco- 
motive Style Boilers at a special low price: 


7 45-Horsepower 
12 40-Horsepower 
3 28-Horsepower 
2 25-Horsepower 


Pittsburgh, Pa. 


ORR EAC 





Boilers 
Boilers 
Boilers 
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Supply Company 
Ft. Worth, Texas 











Financial and 


NEW YORK EXPORT MARKET 


By CHARLES NorpHAus, JR. 

New York, Nov. 26.—The value of or- 
ders booked for petroleum for the week, 
although interrupted by the Tranksgiving 
holiday, suffered but slightly compared 
with that for the preceding week. The 
export demand is less active, partly due 
to keen competition abroad, and unfavor- 
able conditions existing at present. Gas- 
oline and lubricants appeared to be pur- 
chased with more conservatism, and large 
orders have not yet been filled. Prices 
closed unchanged with the trend firmer. 

A leading official of the Standard Oil 
Co. of New Jersey returning here recently 
from abroad stated that keen competition 
exists in the oil industry abroad. The 
shortage of oil throughout the world does 
not bid to improve and the only remedy 
is a larger production and conservation of 
the refined products. 

Owing to cooler weather condition, less 
gasoline for local spot consumption is 
noted. Spot is held at 3lc to garages and 
83c a gallon to consumers in steel barrels. 
Illuminating oil, 150 fire test, in barrels, 
closed at 20c, and in tank wagon to 
store, 10c¢ a gallon. 

Loverpool and London markets closed 
unchanged. Other cable news contained 
no features of interest. 

The approximate orders booked in- 
volved somewhat of a material loss com- 
pared with the total for the preceding 
week. Illuminating oil in bulk involved 


some 79,886 bbls., registerng a decrease | 


at 13.50c a gallon, whereas illuminating 


in cases covered some 100,000 cases, also | 


showing a loss. Barrelled oil closed un- 
chanced at 24.50¢ a gallon. Of gasoline, 
some 13,000 cases at 40.75c¢ 
hands, suffering a slight decrease, while 
of the naphthas, over 15,000 cases changed 


hands, registering a fair discrepancy at | 


38.50e for 63-66 degrees and 29.50e for 
66-68 degrees. 
of lubricating oil covered about 
bbls., according to uantity 
and grade. 


20,000 


Charters of vessels to load full cargoes | 
of petroleum and by-products have not | 
been given out, due to present unfavor- | 
able market condition, and according to | 
loss compared | 


reports show a material 
with the total for the preceding week 
amounting to approximately 79,886 bbls 

Clearances of petroleum and producty 
compiled in gallons at the port of New 
York aggregated approximately 706,878 
175 gallons, showing a fair decrease from 
January 1 to November 25, 1920, com 
pared with the same period last year. 

Following tabulated figures give 
charters of petroleum and 
New York, covering crude 


th 


week ended November 25, and from No 

vember 1, 1920, with daily averages, com- 

piled in barrels: 

Since Nov. 1 
462,502 
481,550 
492,731 
499,461 
515,334 


14,342 
24.077 
22,397 
21,716 
21,472 


Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Following tabulated figures give the 
clearances of petroleum and by-product 
at the port of New York, compiled in 
gallons, for the week ending November 
25, 1920, and from January 1, 1920 
with comparative figures : 
Since Since 
Week Jan. 1, 1920 Jan. 1. 1919 
Illuminating 11,500,000 488,065,925 406,398,775 
Crude osue 10,000 1,418,600 9,974,820 
Naphthas 90,000 82,878,000 13,134,165 
Gasoline 320,000 57,340,370 45,203,585 
Lub. Oil 2,700,000 122,577,000 180,492,760 





Total ....13,930.000 751,879,995 735,024,105 


Foreign Cable Quotations 


American illuminating oil, standard white, 
ex-wharf, in barrels, a gallon: 
Liverpool 
Thursday 2s 3d 
Friday 
Saturday 
Monday 
Tuesday 
Wednesday 


2s 3d 
2s 3d 
2s 3d 
2s 3d 
2s 3d 





CHICAGO TANK WAGON MARKET 


(Chicago Territory) 
Gasoline 
Kerosene 18% 
NOTE:—Tank wagon prices were advanced 
on August 26, 1 cent a gallon by the Stand- 
ard Oil Co. of Indiana, and on September 13 
1 cent a gallon. 


Market News 


TULSA REFINED OIL MARKET 


Wholesale market, car lot, spot delivery, 

f.o.b. Group Three, December 1, 1820: 
Low 

Gasoline S. R., 56-58—450 end.. 201 
Gasoline S. R., 58-60—440 end.. 
Gasoline S. R., 64-66, 300-400 end 
Kerosene, W. W., 41-43.... ee 
Naphtha, 50-52—450 end... 
Casinghead kerosene blend. 

taw casinghead ee 
Casinghead naphtha ble 
Gas oil 
Fuel oil, 24-26, seller’s cars... . 
Fuel oil, 26-30, seller’s cars..... 2.20 


2.30 





OKLAHOMA RETAIL PRICES 
Kerosene 


Oklahoma City 
Muskogee 





changed | 


Sales of standard brands | 


puqrchased | 


products a! | 
illuminating | 
oils, also naphthas in bulk and in pack-| 
ages, reduced to crude equivalent, for the | 


Ave. | 


Tank 
Wagor 
| Tulsa 28: 
pom meng City 28c 
Muskogee 29 
| Enid 28c 
| 
| STANDARD OIL CO. (IND.) 
| Main Station Prices Effective Nov. 29, 1920 
7-— Gasoline— 
Kerosene Tank Servic: 
| Wagon Statlor 
| Chicago 27.0 29.0 
| Davenport 
Des Moines 





| 


Mankato 
Milwaukee 
Minneapolis 
| Sioux City 
Decatur 
| Detroit 
Evansville 
Grand Rapids .... 
Indianapolis 
Joliet 
Peoria 
Quincy 
Saginaw 
| South Bend 


FOREIGN OIL QUOTATIONS 


| Lonpon, Nov. 11.—REFINED PETROL- 
|EUM.—The water white quality is quoted 
|at 2s. 4d. per gallon, the prime white, 2s. 
|344d., and the standard white, 2s. 3d. All 
|grades are 1d. per gallon dearer in Scot- 
land and Ireland. 

Motor Sprritr.—aAviation spirit is 4s. 
fd. per gallon, No. 1, 3s. 8d., and No. 3. 
3s. 6d. The maximum retail prices are 
114d. per gallon more than the whole- 
-ale. In Seotland and Ireland all qual- 
ities are 1d. per gallon more. 

Gas O1n.—Unchanged with the approx 
imate price 1s. 6d. per gallon net and 
|naked ex wharf. 

I'vEL Ors.—Neither furnace nor Die- 
| sel fuel oils are officially priced. 


eth aed pel eee el ol eel el eel el el el 
CO GOOGOOGO GOGGIN OOSHONOWONS OE 
AIOW AH AW AMWWO16OAI1S OO Ol- bote 





| PARRAFIN Wax.—Prices are unaltered 
jat from 7%4d. and 11%d. per pound, ac- 
| cording to melting points. 

| LUBRICATING O1Ls.—The following are 
;the market quotations: American pales, 
|£38 to £58; American reds, £43 to £67: 
| filtered cylinders, £75 to £97; American 
| dary cylinders, £45 to £96. 


LIVERPOOL, Nov. 10.—REFINED PETROL- 
EUM.—No. 1 quality, 1s. 11d. per gallon; 
in barrels, 2s. 4d.; No. 2 quality, 1s. 10d. 
per gallon; in barrels, 2s. 3d., ex wharf. 

LUBRICATING Ort.—Ranging from £35 
> with American cylinder oils up to 


MATCHLESS BoILED AND Raw O1.— 
54s. per ewt., net, barrels free, f.o.r. 

BLACK VARNISH SOLUTION.—3s. 6d 
per gallon net, barrels free, delivered. 

PARAFFIN Wax.—S8d. per pound, net 
cash, ex store. 

Gas Orm.—l1s. 11d. per gallon, in bar- 
rels, ex. store, Birkenhead. 








| STANDARD OIL VALUE MOUNTS 


| iiiliiaitiacinad 
| A re-valuation of the properties of 
| the Standard Oil Co. of California shows 
| that a capitalization of $400,000,000 in- 
| stead of $100,000,000 would be nearer 
| the true amount, according to word from 
the company’s offices. Total assets, ac- 
cording to the 1919 accounting were 
$174.317,551, with a surplus of $4), 
306,534. 
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Stores Near 
Your 


Which Is It? 


Rotary or Cable 





Well, it makes “no never 
mind” as far as Frick-Reid 
Supply con- 
cerned, for 


service is 


Frick-Reid Stores 


are complete out- 
fitters for com- 


plete Rotary or 
Cable Tool Rigs. 


Every drilling need of the 
field is forecast and 
stocked in advance at the 
F-R Stores—and men that 
know the stock and know 
how to remedy your sup- 
ply troubles are there to 
give you 


Pedigreed 
Supplies 


Reid Gas Engines 





National Transit Pumps, 
Engines, Wrenches, 
Tongs, Ete. 





Friendly Service 


Francis By-Pass Work- 
ing Barrels 





Reid All Metal Pumping 
Powers stock warehouses at Tulsa, 


Okla., and Cisco, Texas, 
give F-R Stores and F-R 
supply users a _ handy 
“emergency bank” to draw 
on—quick. 





Donovan Boilers 





Roebling Wire Rope 





Lighting Systems 





Rig Irons, Rotaries, Cas- 
ing, Drill Pipe, Valves, 
Gauges, Ete. 


Rotary and Cable Drilling 
Supplies of Merit 


Frick-Reid Supply Co. 


Tulsa—Pittsburgh 


Then, too, the big reserve. 











INCREASED GASOLINE DEMAND 
IN NEW YORK CITY MARKET 


New York, Nov. 29.—Refined petrol- 
eum movements were comparatively good 
Saturday, with buyers taking fairly large 
quantities. Demand for kerosene is in- 
creasing rapidly, while stocks are some- 
what lighter. The colder weather is nat- 
urally responsible for the increasing re- 
quest. Prices are firm and no revisions 
are anticipated for the immediate future. 
Gas oil was also in moderate demand, 
with prices well held at the current levels. 
Stocks of fuel oil are somewhat lighter 
and the oil burning vessels continue to 
make heavy inroads on the domestia sup- 
ply. For 14-16 degrees the price remained 
unchanged at 7 cents. 

Gasoline, however, was in much lighter 
demand last week, and while stocks on 
spot are not large local observers, con- 
tinue firm in their belief that there will 
be downward revisions in prices before 
long. Mineral lubricants were easy, but 
no further price changes occurred. 

Domestic Quotations 
Petroleum— 

Refined, bblis., 150 fire test, dealers 20 

Refined, tanks, wagon to store.... 19 

Refined, Astral, barrels........... 31 





Fuel oil, 28@31 degrees......... 24% 
Ce. ee, Gc sic ccwcecceese 24% 
Motor Gasoline— 
Consumers (steel barrels)......... 33 
Garages (steel barrels)........... 31 
Consumers (wood barrels)..... : 41 
Naphtha— 
V. M. & P., deod., in steel......... 89 
Vv. M. & P., deod., in wood........ 40 
Gasoline— 
oo eee ee rere re 41 
73-76 Gerees, Weed... ...ccccccceces 61 
re Me, Me ais saceeeectewces 39 
TO=73 GOreeG, WOR... 2. .cccccecess 49 
GR-7O Gemrees, Steel. .....ccccccees 38 
68-78 degrees, wood............... 48 
TOD MRGNG, BOOS sco ccicccvccceses 50 
“uel, merchantable, tanks......... Nominal 
“yl oil, sellers’ tanks, f.0.b. Bayonne— 
BO Pree se Nominal 
DOE GD vcs ccvcecsnvcnneeen Yominal 
SO SOE cccnadsnarasctnens Nominal 


Mineral Lubricants 

Distributors in this locality report the 
demand for lubricating oils to be light. 
with consumers unwilling to make ex- 
tensive purchases in a weak market. Of- 
ferings have been liberal of late in view 
of accumulating stocks. The outlook is 
naturally rather bearish. Cylinder oils 
showed no important changes the latter 
part of the week, while black oil prices 
are still largely nominal. Spindle oils 
were as previously quoted. 
Black—Reduced, 29 gravity, 25@30 


cold test, per gallon.............-. Nominal 
29 gravity, 15 cold test...........2 Yomival 
EE Serer rr Nominal 
Cylinder—Light, filtered ........... 85@°O 
i SN 6.664.400 0400000000600 72@75 
DE GE SD. ccsenccecesens maou 92@94 
ROT, GteGmm Tetined ...cccccvcccases 52@57 
Bloomless—30@31 gravity........... 40@42 
White, 30@31 gravity...........0. 65 @75 
ee SNE QUE, vccccencicuceoes 31@32 
ha cn eee dic-s4 de veseeu 42@50 
Paraffin—High viscosity ............ 55 @56 
903 specific mravity.........cccccee 46&47 
ee eee eee 50@55 
Se. CE cba ducts des beneeniunekaesa 47@48 





STANDARD °F NFW JFRSEYV 
HAS BIG OIL PRODUCTION 





Production of the Transcontinental 
Petroleum Co. of Mexico, a subsidiary 
furnishes the bulk of the 150000 bbls 
daily production of the Standard Oil Co 
of New Jersey throughout the world. 
says the Wall Street Journal. 

Development of the Mexican outnut 
hes been rather ranid and where a little 
over a year ago it was but a nomina’ 
figure it now anproximates 90,000 bbls 
daily. In addition Standard Oil of New 
Jersey purchases sufficient oil from other 
producers to bring its shipments from 
Mexico up to about 5,000,000 bbls a 
month. 

The New Jersey company’s production 
in this country amount to about 47 000 
bbls a dey. Of this approximately 15.000 
bbls. is produced by the Standard Mil of 
Louisiana, a subsidiary, about 12,000 
bbls. daily as representing the parent 
company’s interest in the Humble Oil & 
Refining Oil & Refining Co. and about 
20.000 bbls. production by Carter Oil 
end other subsidiaries. 

In Peru the production controlled by 
the New Jersey company approximate 
nearly 8,000 bbls. a day and in Rumania 
about 5,000 bbls. a day. 


STANDARD CAPITAL INCREASED 








Baton Rovuce, La., Nov. 27.—At 
a meeting today of the stockholders of 
the Standerd Oil Co. of Louisiana, an- 
nouncement was made that the capital 
stock of the company had been increased 
from $10,000,000 to $30.000.000. 





THIRD QUARTER SHOWS BIG 
SINCLAIR COMPANY EARNINGS 





New York, Nov. 27.—It is learned 
that the operations of the Sinclair Con- 
solidated Oil Corporation for the third 
quarter of this year show the same 
steady increase in earning power that 
was noted in the statement for the first 
half of 1920. For the three quarters 
ended September 30, the earnings, afte: 
payment of interest and before taxes 
and depreciation are roughly stated to 
have been $26,500,000, against $14. 
459,882 for the nine months ended Se) 
tember 30, 1919, an increase for tly 
three qurrters of about $12,000,000. Th. 
six months’ statement showed earning- 
of about $16,000,500 for 1920, agains: 
$10,593,551 for 1919, an increase | 
nearly $6,000,000. 

The earnings for the third quarter . 
1920 were nearly $10,000,000, agains: 
$3,896,331 for the third quarter of 191!) 

The total earnings for the company i: 
1919 were $22,670.698 and earnings :: 
present are declared to be rrunning ai 
the rate of about $40,000,000 a year. 

The directors have declared the secon: 
regular quarterly dividend of $2 a sha 
on the preferred stock, payable Noven 
ber 30 to holders of record November 1° 





CITIES SERVICE EARNINGS 





Gross earnings of Cities Service ( 
for October, 1920, were $1,979,787.02 
according to the company’s earning stat: 
ment. This compares with $1,498,677.15 
the gross earnings for October, 191!) 
Net ecrnings to stock, after the deduc 
tion of interest on debentures amounte 
to $1,762,460.70, an increase of $480, 
657.90 over the same month of last year 

Gross earnings for the first 10 month 
of the calendar year were $20,929,315.66 
an increase of $4.322.468.27 over tly 
first 10 months of 1919. Net earning: 
after deduction of interest on depen 
tures, amounted to $18,734,786.28 fo 
the period, compared with $14,417,132.7* 
for the same period last year. 


STANDARD EMPLOYES WILL 
BECOME HOLDERS OF STOCK 











Cut1oaco, Nov. 30.—Employes of th 
Standard Oil Co. of Indiana will cut 2 
$12,500,000 “melon” this Christmas, ac 
cording to plans of the officials of th. 
company, made public here today. 

The plan provides each employe whi 
has been in the company’s service on 
year may subscribe for stock in an amount! 
equal to his annual salary, the compan 
to pay for half of the stock. The em 
ploye will be allowed to make his pay 
ments at the rate of 20 per cent for five 
years. 

The annual pay roll amounts to $25. 
000.000, and if all employes were tv 
take advantage of the offer it would cos 
the company $12,500,000. 

The plans, it was believed, would b 
adopted by all Standard Oil companies 
which have in the aggregate 250,000 en 
ployes. 

The company operates in Indiana, Ili 
nois, Iowa, Michigan, Montana, Minn 
sota, North and South Dakota, Missour 
Kansas, Wyoming, Oklahoma and Wi- 
consin. Men and women in all state- 
connected with the company will be cor 
cerned. 


LONE STAR MAY INCREASE 








Directors of the Lone Star Gas C 
have called a special meeting of stock 
holders, December 10, for the purpose 0 
voting on a proposal to increase the ca) 
ital stock from $10,000,000 to $11,000,000 
nd to provide for the issuance of th 
stock in ‘such manner ag the stockholder~ 
and directors may decide upon. The it 
crease is understood to be for the pur 
pose of enlarging the company’s pipe lin 
facilities. 





CADDO OIL CO.’S PROFITS 





The Caddo Central Oil & Refining Cv 
reports net earnings after all interest an: 
taxes, including Government taxes, fo 
October, of $170,208, and for the ten 
months ended October 31 last of $1,238, 
503. For the 10 months the company 
earned nearly $10 a share on its 150,000 
shares of outstanding capital stock, or at 
he rate of around $11 a share for the ful 
12 months to end December 31 next. 
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The air-tight, 
fire-proof container 










TEEL barrels assure a degree of safety for your 

products that no other container can equal. For 
steel, remember, is the toughest, strongest material a 
shipping package can be made of. You get air-tight, 
fire-proof protection for your products that preserves 
them from contamination through the mishaps and 
rough handling that destroy other containers. 












- SSE er ge egy a 





Many large manufacturers in your own industry have found 
that the rugged steel barrel saved them from losses and claims 
that were eating deeply into their profits. And they have 
standardized on steel barrels! 




















Do, you face a shipping or storage problem involving contain- 
ers? Put it up to us. If steel barrels offer the best solution. 
we'll tell you just why. If they don’t, we’ll tell you just as 
frankly. 





Outline your present shipping or storage methods, and your 
products, and we may be able to make suggestions that will be 
of great value to you. Make use of this service. This associa 
tion was formed for just that purpose. 


Steel barrels are treated in an interesting way in our booklet, 
“Steel Barrels Endure!” Shall we send you a copy? 





STEEL BARREL MANUFACTURERS ASSOCIATION 
LY 855 Leader-News Building, Cleveland, Ohio 


_— 


~ Steel Barrels 
Endure! 
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Natural Gas Developments 








CENTRAL OHIO of 670 bbls. In dry holes there was an 
Summary of November Operations increase of 10 and five more gas wells. 
Comp.Prod. Dry Gas Rigs Dig. Ttl./ This is considered an active month for 
orn = a , 2 eee : “3 : ; the season of the year, when work us- 
Ee ¥ s 2 3 4 5| ually lags. The shallow wells were on 2 
Ashland Sons 2 Se 5 9|par with the previous month as far as 
Medina ..... 76 1,117 34 8 12 60 72) production is concerned, but with 2 
Waene LID 4G2 "26 "8 “7 13 26 ag| fewer oil wells, the production did not 
Richland ... 1 none, 08 : .. «ee «e+ |rop so rapidly. 
Cuyahoga ... 2 - ‘ss +32! At the close of November there were 
Vinton ...... 6 .... 8 8 8 18 29/64 rigs up and 188 wells drilling, the 
en Son ne cee at 5 8|report at the close of October was 59 
Holmes ..... 4 15 .. 8 13 18 26! pigs and 129 drilling wells, for a total of 
a 3". ‘7 ‘7 & ‘'g  7}188, making an increase of five in rig: 
‘Athens ..... 1 1 >“ tup and nine in drilling wells, for a total 
Gumekt ....5 os rs os 1 1| net increase of 14. 
Total Nov..123 1,157 50 35 64 138 202 
Total Oct..181 1.827 40 30 59 129 188!MAY MAKE A COMPROMISE 
Difference.. 8 670 10 5 65 9 14) SETTLEMENT IN GAS ROW 
Oil wells, 38; decrease oil wells, 28; de-| wes 


crease new production, 
November proved 


wells and a 
bbls. When 
these 
in completed 


38 oil 
1,157 
tober, 
eight 
wells, 


new 
compared 
figures show 
wells, 
and a decrease in new production 


670 bbls. 
an 


| 
exceptionally | 
good month in the Central Ohio fieldss 
both in the deep and shallow sands. The 
month shows a total of 128 wells com- 
pleted, with 50 dry holes, 35 gas wells 
production 
with 
a decrease of 
fewer 


of 
Oc 


oil 


AMARILLO, Texas, Dec. 1.—Members 
of the Board of City Development who 
believe that the United States Zine Co. 
would accept a compromise in the matter 
of locating a smelter in Amarillo have 
asked for.expert opinion regardring the 
probable length of life of the gas field 
Dr. Charles N. Gould, of Oklahoma City, 
who. made the geological report on whicl 
development of the field was based, has 








advised the board that the Bivins well 
and the Masterson wells, which are on 
an opposite side of the Canadian River, 
are on the same geological structure and 
that gas taken from one of these wells 
would gradually decrease the gas output 
of the others. 

Another expert opinion was exressed 
by Dr. George C. Butte, chief. super- 
visor of the oil and gas division of the 
Texas Railroad Commission, who de- 
clared he believed that gas will be sup- 
plied for many years for all domestic and 
industrial purposes, and he advised every 
endeavor to induce industrial enterprises 
to locate plants here. 

The board has further considered the 
proposition of James D. Ward, of Tulsa 
representing the United States Zine Co. 
that Amarillo furnish a private right of 
way for a pipe line from the gas field tc 
the site of the proposed smelter nea? 
Amarillo. It is believed that Ward wil! 
be willing to have the pipeline become ¢ 
common earrier, since a right of way 
could not be secured without condemna- 
tion proceedings, and, under the Texa: 
law, such proceedings could not be hac 
unless the company seeking the right of 
way is a common carrier. 

H. M. Bosserman, of Salina, Kan., is 
seeking, because of the big gas supply 
to locate a paper mill here. He believe: 
that the supply of straw in this immedi- 
ate territory would be sufficient for ‘his 
purposes and he was impressed with the 
favorable climatic and labor conditions 


OPPOSITION TO GAS RATE 


LiTtTLtE Rock, Ark., Nov. 30.—The 
Arkansas Gas Consumers’ Association 
today began preparations to fight what 
they allege is an effort on the part of 
the Arkansas Natural Gas Co. to com 
pel industrial consumers in a dozen Ar 
kansas cities or towns to pay a higher 
rate for fuel. 

The association’s plans are the result 
of a notice sent to industrial consumer: 
in Pine Bluff, Hot Springs and severa! 
other towns, because of inability to fur 
nish gas to both domestic and industria] 





consumers during the winter months 
All industrial contracts would be te: 
minated at the end of 30 days. The econ 


pany recently withdrew a petition filed 
with the corporation commission askin; 
for a higher industrial rate. 





HENRYETTA GAS HEARING 

OKLAHOMA City, Nov. 30.—Hearing 
of the application of several compani: 
in the Henryetta vicinity for an ineress 
in gas rates, filed yesterday with t! 
State Corporation Commission will be «; 
December 15, the Commission announ 
today. The petitioning companies 2»; 
the Wooster Oil Co., the Henryetta G:, 
Co., and the Henryetta Public Servic 
Co. 

The companies ask a “just and reas«: 
able” rate: 48 cents a thousand for t} 
first 100,000 cubie feet of gas, 38 cen: 
a thousand for the next 400,000, and Is 
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@ After grading, Manila hemp is com- 
pressed into bales by hydro-electric presses. 
These bales weigh approximately 280 
pounds and measure 12 cubic feet. It is in 
this form that the Manila hemp of com- 
merce eventually reaches New England, 
each individual bale being covered with 
straw matting as a protection in transit. 
Thousands of bales of Manila fiber are con- 
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Manila Fiber Is Compressed into Bales Weighing 280 Pounds and Measuring 12 Cubic Feet 


Well Cordage. 


sumed each week in the manufacture of 
Plymouth Rope and Oil Well Cordage, and 
many thousands of bales are available in 
our warehouses at all times, properly classi- 
fied and tagged to insure the uniform qual- 
ity of our cordage products, and which 
could not be accomplished otherwise. 

@ Successful drillers prefer Plymouth Oil 





Plymouth Cordage Co., North Plymouth, Massachusetts 





OIL WELL SUPPLY COMPANY 
Stores in All Oil Fields 


Distributors 

















cents a thousand for all over 1,000.01 
cubie feet. Bills would be subject to 

3} per cent discount if paid on or befor 
he 10th of the month. Towns affect: 
ire Henryetta, Schulter, Coalton, Dewar 
Wisecamp, Spelter City and the vicinit, 
of Henryetta. 


BIG GAS ENTERPRISE 








OKLAHOMA City, Okla., Dee. 1.—Di, 
ribution of natural gas to the town: 
1 Brownwood, Stephenville, Dublin. 
DeLeon and Comanche, Texas, is being 
arranged by S. A. Boorstin, of Tulsa 
ind W. A. Letson and H. H. Barrett, of 
Brownwood. These men are incorpora 
tors of the Central Texas Pipe Line Co. 
of Brownwood, capital stock $1,000,000 - 
the Brownwood Gas Co., of Brownwood 
eapital stock $350,000; the Stephenvill 
Gas Co., capital stock $150,000; the 
Dublin Gas Co., of Dublin, capital stock 
$100,000; the DeLeon Gas Co., of Di 
Leon, capital stock $80,000, and th 
Comanche Gas Co., of Comanche, capita’ 
stock $150,000. 

The pipe line company has contracted 
with the Janellen Oil Co. for about 
395,000 worth of pipe and the gas right: 
to 5,000 acres of leases valued at 
$250,000. 





GAS PRESSURE INCREASES 
ARDMORE, Okla., Nov. 29.—The gis 
ressure in the Wirt Franklin well No 

2 on the Ruth Williams farm in Section 
28-2s-3w, in the Fox district has in 
‘reased to about 15,000,000 eubic feet 
‘aily and the increase in pressure |i:s 
caused a dwindling down of the oil pr 

ure to 50 bbls. This well while dri! 

ing with rotary tools, drilled two fevt 
into the pay sand before the pipe w:s 
set at a depth of 2.265 feet, and im 
mediately began to produce 250 bbls. of 
oil and 10,000,000 cubic feet of gas dail) 
Operations to standardize the rig wer 
commenced immediately and are expect’ 
to be completed today, when the well wi!! 
be drilled in. 








STRAW GAS TOO COSTLY 





Closely following its discovery of 
process for making a gas for automoti\: 
»~urnoses out of straw the Department 
Agriculture reports that the making 
straw gas on a commercial basis is « 
tirely out of the question. The depar 
ment points out that it takes 50 pounis 
of straw to make 250 cubic feet of straw 
gas, 

When the number of cubic feet 
vasoline in a gaseous state required | 
run an automobile only a mile or so i 
leonsidered, it can readily be appreciate! 
| what an enormous quantity of stra 
|would be required to make enough ¢:: 
to fill a tank in a liquid state. Exper 
ments are being conducted, howev« 
which would indicate the use of stra 
gas on the farm may yet be a possibilit 
|with the farmer using his own gas-ma! 
ing plant. 
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No matter where you go, you will find Butler Bolted 
Tanks are on the job, if an oil field is there. 

The above picture shows a lone sentinel—far off—50 
miles or more from railroad, at Salt Creek, Wyo. This 
is but a pioneer—hundreds of others will follow. The 
shadow of the derrick in the foreground shows that 
operations have started. 





And there must be a reason why Butler Tanks are 


ability. 


PEERLESS STEEL COMPANY 
Ardmore, Okla. 
Wilson, Okla. 
Duncan, Okla. 
Walters, Okla. 
Cement, Okla. 


RANGER BOILER WORKS 
Ranger, Texas 

CHANUTE TANK COMPANY 
Chanute, Kansas 

MAY TANK COMPANY 
Casper, Wyoming 





KANSAS CITY 











M. & V. TANK COMPANY 
Wichita Falls, Texas 


CYPRESS TANK COMPANY 
Shreveport, La. 


PETROLEUM TANK CO., INC. 
Houston, Texas. 


BUTLER MANUFACTURING COMPANY 








“Coming Events Cast Their Shadows Before” 


always selected where absolute dependence and relia- 
bility are so essential. 


It’s easy to answer even at that—for 

Butler Bolted Tanks are sturdy. 

They are accurate. 
They are built on a principle. They are not “hit and 
miss.” They go together as intended—easily. They 
have all the good points of any tanks and many that 
are exclusively their own. 


And Perhaps the Most Satisfactory Answer Is to Point to the Many 
SATISFIED USERS—This Is Evidence and Proof All in One. 


Butler Bolted Tanks are carried in stock at the 
concerns, who are ready and willing at all times to co-operate and help to the best of their 


following locations by these substantial 


BLACK, SIVALLS & BRYSON 
Bartlesville, Okla. 


MARION MACHINE, FOUNDRY & SUPPLY CO. 
Paola, Kansas 


MINNEAPOLIS 

















THE OIL AND GAS JOURNAL 





Nriday 

















‘and stroke of the valves 


A District Superintendent Writes: 


Tipat Oi Company 





Dewey Oklahoma 
August 18, 1920 


Mr. Ben Cousins 
Tulsa Oklahoma. 


Dear Sir:e- 


We have been using your Cousins Shock Absorber 
for the past two months and they have proved to 
be a success. 


The wells we put them on, were wells that had to 
be pulled about every other day and sometimes ag 
high as twice a day. But since putting on these 
shock absorbers we have not had so much trouble 

with rods parting etc. as previous to using the 

shock absorber. 


We figure that the Cousins Shock Absorber has 


paid for itself within one week, on our wells, 
by the saving of production, time and labor. 


Congratulating you on your success, we remain 
yours very truly 
TIDAL OIL COMPANY 


CEA Betvedy 


WGS/OLA Dist. Sup't. 


Privilege given for use as recommendations 





Cousin-Ben Rod Hanger 
With or Without Spring Shock Absorber 


Safe, Simple 
Practicable 


@ One man connects and 
disconnects with ease 
and in perfect safety. 

@The shock absorber 
eliminates 75 per cent of 
rod troubles. On the up- 
stroke the rods are cush- 
ioned against jar and 
jerk. At the end of the 
upstroke, and just before 
the beginning of the 
down-stroke, the spring 
expands to normal and 
thus keeps the slack out 
of the rods, and prevents 
the rods from _ con- 
tinually bending and 
straightening. The travel 


are increased also. 

@The Rod Hanger saves 
stuffing-box rings; prevents oil 
leaks at stuffing-box; prevents 
floor and climbing accidents. 


Sold by all supply com- 
panies. If not in stock. 
prompt shipments can be 
made from factory. 


Cousin-Ben Well Equipment Co. 


P. O. Box 1742, Tulsa, Oklahoma 




















Wildcat At Mexia Is 
Flowing 150 Bbls Daily 


That the Mexia well of the Humphreys 
Petroleum Co., near Mexia, Limestone 
County, Texas, found at 3,055 feet in 
the Woodbine sand, on Nevember 20, and 
which is flowing more than 300 bbls. of 
high grade oil every 48 hours, though nor 
completed, will make one of the largest 
wells in Texas, is what Frank Cox, of 
Charleston, W. Va., a large stockholder 
in the Humphreys company, said on ar- 
riving in this city on Wednesday from 
Texas. 

Besides the wooden storage that had 
been erected to handle the oil from the 
big well, four large steel tanks reached 
the Rogers lease on Sunday, and these 
are being erected this week. Mr. Cox sai: 
that leases for several miles distant were 
greatly in demand, and that Mexia was 
crowded with oil men from Texas, Louis- 
iana and other States, observing develop- 
ments and waiting to see the big well 
completed. 

The derrick that was partially wrecked 
on Monday, November 22, has been re 
paired, and the crew are waiting for 
—. word to go ahead and finish the 
well. 

Four gas showings were found in drill- 
ing the well, officially known as Rogers 
No. 1, and the log indicates that drilling 
was not as easy as the nature of the 
formations indicate, due to caving hole, 
which caused much delay. The log of 
the Mexia well follows: 

WELL RECORD 
Humphreys Petroleum Co., Mexia 


Rogers Lease, Well No. 1 
Limestone County, Texas 

















From To 
Shells and quicksand........... 0 12 
ee COE se rccantdcacecececese 12 22 
22 50 
30 35 
35 50 
50 68 
58 66 
66 91 
91 95 
95 141 
141 157 
157 165 
165 198 
Gumbo and black shale......... 198 225 
GUMNNO, BOTS ccccscccccccccceese 225 235 
UENO, CORR BOB ec oc ccccccecsce 235 260 
MEE 4:0:564660 025040. 0000600:0-068 260 323 
Light shale 323 ©6336 
Gumbo ....... 336 6346 
Light shale .. 346 86354 
White shale .. 54 368 
White shale and hard shells.... 368 385 
WENO GBED. cccccccceseccceecss 385 394 
White shale and hard shells.... 394 420 
Pt MD dexceedese sede nese 420 432 
PD GED ec-ceccedccccerecereese 432 452 
Gumbo and shale............... 452 480 
ccc secedewnese 480 512 
EEE MED cancneesercccaseese.s 512 628 
White shale gumbo............. 528 648 
|. ere 548 580 
Gumbo and shale............... 580 5693 
DY 2 e0veceasseees 593 606 
White shale (blue) 606 625 
(Small showings of gas.) 
BRMIS GRE MUNRO. ccccccseccess. 625 640 
(629° to 635’, little more gas.) 
. Se. 2 eer 640 650 
SE ~ -9.0.460505.0009666060404060008¢ 650 660 
SE ME, GEE cc ccccwenceceses 660 695 
SPUD GOD ceccccessceeescee ss 695 745 
Ol ee ere 745 3=- 755 
SED 206 0d er heOEehes.0-00.00.006 755 46775 
(Water at 770’.) 
Ce ce tecrnn eee tak ekes 775 785 
Cave shale and sand.......... . 785 795 
Re 795 86800 
Blue shale 800 810 
ih oF 8S Wei eh bie 6:00 ane 810 833 
PT ME iGepsadeaesos nqts.s 833 845 
er ee eee 845 860 
DL whehersexdbhtanwenones 6h.ae 860 930 
EE ee er eee 930 945 
De CD scpcosetendcasodeccent 945 955 
rrr err 955 1,020 
eee 1,020 1,025 
BEES GONG, BOER ccccccccaccscos 1.075 1,0°0 
Pt ME Sictecshiacsestoonane 1,050 1,070 
SE. aceeee ORs 
Rlue shale .. 0°8 
Peas 108 


Rlue shale — 
DE S6ec6sceeneneeddessteeneas 
Rlue shale 


Rlue shale res 159 
0 nee : 160 
Rlue shale 

Rlue shale 210 
PT SetkCathGA so e-Ceebtnk én Chase 255 
White shale 275 
Mt pvc¢edduedaeesesecese ovcane 299 


White shale adie 
DEED. kteédesveteseeeeseseneccten 
Shale, soft 





f= ecb Pub bat pe Su Seth Geib Qe Oath Pa Oe fal td fu fe a Gd bd pd ld fd id 
sr : > pegesm ser aes 
x 
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PD $60.0666606000006000¢0e0mus 390 
Black shale 415 
Black shale 480 
Re errr 515 
cS FD ree 1,515 1,520 
Broken sand, mostly shale...... 1,530 1,535 
(Slight showings of gas.) 
. -§ tea 1,535 1,548 
MORAY BIRCH GNAIS. « ccccccccccss 1.548 1,570 
,. "eeet aay S 1,570 1,605 
Dt) Udhiegetedetinweeene-s.6 6 eege 1.695 1,625 
. - Yer Senenie ga 1.6°5 1,680 
he ear 1,460 1.898 
Ce Mi cecccnseteniouses 1,898 1,720 
CS ie leks i ined calhc gh hierar ese : 1,720 1,81 
3.56 se a doe ee eke 1.212 1,R48 








LLL LE LEE eee 1,848 1,875 
GRBIS  ccccncccccccccsccccccceses 1,875 1,920 
White shale ...... -+- 1,920 11957 
I eine nuacnice -++ 1,957 1,995 
Black sandy shale........ «++ 1,995 2.000 
DOSE GOEt GRRIC 22. cccccccccecese 2,000 2,026 
Dark ahale ......ccscccrcccceses 2,026 2,000 
Bet 6h hhh een eathwe cae alee 2,060 2177 
White shale, very soft and caving 2,177 2.919 
White shale, very soft.......... 2.210 2.245 
CED sc nc'e-vs0en6seeenneess 2,245 2,282 
Black shale ........cescssescess 2,282 2,330 
Austin chalk (top).............. 2,330 2.365 
EN IE scx ccipieck ws. piciin cas 2,364 2.413 
BUR GROIN, BOP. ccc ccccccces 2,413 2.445 
(Hole standing up, pipe won't ; 
follow.) 


DmGEER GROIR, HOPE. «....scccece 
Austin chalk 

SE , GR s ov cccwcwssecee 
MMMEER GROIR, ROPE... cccccesccce 

(Set 84%’ at 2,385’ 6”.) 

Austin chalk, hard......ccccocs 
PE CE Woes teeta sseendeée 
PE sctseten econ eweaenme 
Black slate ‘ 





Soft shale ove 
OT a ree 
Blue shale (top of Eagle Ford 
DE,  dittac wa =o bee Venton awe one 
(Caving. ) 
rer 
errr re 
Meee POPE ClOF ec cccccwevccess 
(Hole caving.) 
Shells and soft boulders........ 
Eagle Ford clay and boulders... 2,875 
Eagle Ford clay.... 
(Cavey.) 





hk EF Sere rere 2,902 2.990 

. ss. kare 2,990 3.020 

0 RS re 3,020 3,055 
(Showing of gas, 3.045’.) 

Top of Woodbine formation.... $3,045 
(Little oil.) 

SEE desc ccnadergescescenes 3.045 3.055 

Top of Woodbine sand.......... 3,055 


(Drilled 6” into sand, OIL.) 





HARRY EVANS BADLY HURT 





Harry Evans, a young oil man, of 
Chanute, Kan., and Tulsa, son of Jor 
Evans, a prominent oil capitalist of this 
city, was seriously injured on Tuesday it 
Tulsa. He was participating in an as 
semblage of Shriners end, with severa! 
companions, was riding in an auto truck 
on Main street. Owing to some reason 


~|he fell from the truck and was caught 


in the gearing. The man’s skull was 
fractured. At a hospital to which he was 
promptly taken, it was said that he had 
no chance to live. 


BONDSMEN FOR FRANK KETCH 


Arpmorr, Okla., Dee. 1.—Bondsmen 
for Frank Ketch, who was appointed ad 
ministrator for the Hamon estate by 
Judge Winfrey, Tuesday, represent a 
combined wealth of $3,500.000. The men 
signing the bond are John F. Ringling 
New York; John King, New York; P 
C. Dings, Harold Wallace and Max 
Westheimer, of Ardmore. 


CORSICANA IS INTERESTED 











CorSICANA, Texas, Nov. 27.—A move 
is already on foot to build a pike road 
from Corsicana to Mexia and just as soon 
as it is known what the new field will de 
ve'op this movement will materialize. 

John F. Sullivan, assistant passenge: 
agent of the Houston & Texas Centra! 
Railway, with headquarters in Houston. 
has been in Corsicana investigating th: 
oil situation in this section. Mr. Sulli 
van said his company would put on motor 
ear service hourly, or as oftenas traffic 
demanded, between Corsicana and Mexia 
just as soon as it was needed. 

“The well at Mexia looks good and | 
feel sure it will develop into a great pro 
ducer,” said Mr. Sullivan. “Corsicana 
can depend on the H. & T. C. to protect 
her .n every way concerning service be 
tween here and Mexia. With the facts 
now before me, I am sure an hourly motor 
service from Corsicana to Mexia will 
& paying proposition.” 


STORAGE TANKS BURNED 








Houston, Texas, Nov. 27.—Twent) 
four storage tanks containing 109,{))'' 
gallons of lubricating oil belonging 
the Humble Oil & Refining Co. were « 
stroyed by fire of undetermined origiv 
this afternoon. The loss is estimated 
$200,000. 


EMPIRE TUBE & STEEL 


Empire Tube & Steel Corporation s 
balance sheet, as of October 31, 1520 
shows total assets and liabilities of $58! 
761, comparing with $567,943 as of Aus: 
ust 31, 1920. Total current assets ar‘ 
$106,687, as compared with $86.772. Cur- 
rent liabilities aggregate $11,614. Cur- 
rent liabilities as applied against total 
current assets indicate the excellent fi 
nancial condition of the corporation. 
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QIL COUNTRY TUBULAR PRODUCTS 








Line, Drive, Drill 
Tubing, Casing 








This is the day of those who specialize. 


The following are some of the reasons why 
we can serve you satisfactorily: 


(1) Our districts are managed by experienced men 
who know your needs and make every effort to 
supply them. 


(2) Our Branch Offices and yards are in charge 
of men whose only thought 1s to give service that 
will satisfy the operator. 


(3) We maintain centrally located and efficient 
traffic department to keep you fully advised as to 
movements of material in transit. 


Weask you to avail yourself of our service. 


Interstate Pipe Company 


General Office, Pittsburgh, Pa. 


Oklahoma Headquarters Texas Headquarters Rocky Mountain Headquarters 
1021-1028 Mayo Buildicg 604 Amer'can Exchange Building Suite 200 International Trust Bldg. 
Tulsa, Okla. Dallas, Texas Denver, Colorado 
Branch Offices 


Houston, Texas Wichita Falls, Texas Shreveport, Losisiana Bartlesville, Oklahoma Casper, Wycming 
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Appeal By Gov. Sproul 
For Gas Conservation 


Marrissurc, Pa., Nov. 29.—People 
ef Pennsylvania were tonight urged by 
Governor William C. Sproul to conserv: 
the natural gas supply and to follow 
recommendations outlined by the com 
mittee named through the agency of th« 
National Bureau of Mines. “The situa 
tion is urgent, the remedy must not be 
delayed,” said the Governor in regard to 
the matter. 

Governor Sproul said that the peopl 
of the state have been profligate in con 
sumption and waste of natural resources 
and now with inereasing population ance 
correspondingly greater needs “we are 
confronted with serious problems in order 
to provide for the comfort of our many 
homes and the actual necessities of our 
industry.” 

The Governor said: 

“Of all our many natural resources. 
one of the most useful and efficient is 
our supply of natural gas. Those whc 
have resided within the limits of the ter- 
ritory within which it can be supplied 
h ve been most fortunate in their en- 
joyment of a valuable, clean and efficient 
fuel. It is a refined product of nature 
but its value, at first not appreciated 
it was shamefully wasted. As its truc 
worth became known, it has been con 





sumed in large quantities and to a large 
extent for purposes other than those for 
which it is best fitted and in such man- 
ner that but a small percentage of its 
value is utilized. If present means of 
consumption and production are contin- 
ued, a few years will mark the end of its 
general supply. From information we 
have received from our State geologist it 
appears that the maximum production 
was reached in 1913 since which time 
there has ben a decline in the amount 
produced and now, during severe winter 
weather when there is a peak in the de- 
mand, much inconvenience and _ suffer- 
ing is entailed upon consumers by reason 
of the failing supply. 

“We are also furnished information 
that if the remaining supply were to be 
restricted to those purposes for which it 
is best fitted, and it were conservatively 
consumed through proper. gas burning 
appliances, those who now enjoy its use, 
as well as many other homes within the 
area of its supply could enjoy its bene- 
fits for many years to come. Surely 
there can be no more valuable service 
rendered than to conserve this valuable 
resource and continue the benefit of this 
excellent fuel to the many now enjoying 
the same, as well as to add to the num- 
ber so favored. 

“A committee appointed by the Na- 
tional Government, through its Bureau 
of Mines, to consider the subject of 
| natural gas conservation, has made cer- 








tain recommendations as to the best 
means of conserving our remaining gas 
supply through economic production, 
transmission and consumption. We 
therefore earnestly call attention of all 
of those concerned to adopt andn carry 
out these recommendations to the end 
that our remaining supply of natural gas 
be economically and conservatively pro- 
duced and consumed through proper ap- 
pliances and that its use be restricted tc 
the purposes for which it is best fitted 
so that the greatest good will result to 
the greatest number.” 





BRITISH-MEXICAN PETROLEUM 


A new offering of British-Mexican 
Petroleum stock will, it is understood, 
be made soon. This is the company that 
handles the foreign business of the Mexi- 
ean Petroleum Co. A half interest in it 
is owned by the Pan-American Petrol- 
It is proposed to increase the au- 


eum. 
thorized share capital of the company 
from 3,000,000 shares of £4 par to 5,- 


000,000 shares. 





TO REDUCE PAR VALUE 


Directors of Standard Oil Co. of In- 
diana have called a special meeting of 
stockholders for December 9 to approve 
a reduction in the par value of the stock 
from $100 to $25. 








. 
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For SALE BY 








LEADING OIL FIELD SUPPLY STORES 


USE STITT VALVSEAT PLUGS ‘or AUTOMOBILES, TRUCKS ETC, 
STITT IGNITION CQ. 


16 EAST FIRST AVE. 





COLUMBwUs, OHIO 














OVER-PRODUCTION TALK IS 
STILL HEARD IN ENGLAND 


Lonpon, Nov. 27.—According to the 
American Chamber of Commerce in Lun- 
don, the price of petrol in Great Britain 
has been reduced by 3d per gallon, wi: 
prospects of a further reduction at a lat; ; 
date. 

The decision of the oil companies, says 
the Chamber, was as unexpected as wis 
the sudden increase of 7d per gallon 
August last, which caused a general out 
ery throughout the country and accusa- 
tions of profiteering on the part of tl 
various oil companies concerned. 

Various reasons are given for the 
duction, chief among which is “overpry 
duction” in the United States and cons» 
quent weakness in the market, due to 
ability to absorb the whole output. 

The report of the American Society 
Motor Manufacturers and Traders, hoy 
ever, does not confirm the statement that 
the sudden decrease in the price of petr| 
is due to oversupply in America. In 1{)18 
the petrol production of the United Stat 
was just over 3,500.000,000, while f, 
1919 it was still under 4,000,000,000 ga 
lons. This very small increase is out of 
proportion to that in the number of 
motor vehicles which, excluding mot 
cycles, rose from slightly over 6,000,000 in 
1918 to over 7,500,000 in 1919. This 
means inevitably that the number of cirs 
requiring petrol is rapidly overtaking 1); 
present petrol production in America. 

British users, moreover, do not hesi 
tate to attribute the sudden fall to the 
fact that the Motor Fuel Co., a subcom- 
mittee appointed by the Central Profi 
teering Committee, has been considering 
the recent increase and has called upo 
members of the various oil companies to 
explain it. This committee’s report is 
now complete and will be issued shortly 
and it is stated that no justification has 
been found for the August increase. 

The American Chamber of Commerce 
in London points out that efforts to pro 
mote the production of power alcohol as 
an alternative motor fuel are still being 
continued in Great Britain. Arrange- 
ments are now being made for the pro- 
duction of power alcohol on a consider- 
able scale in India. Rice straw and other 
cheap materials will be used, and it is 
believed that such fuel can be produced 
on a commercial basis. 





OIL COMPANY OFFICIALS 
ARE CHARGED WITH FRAUD 





Fort Wortu, Texas, Nov. 30.—The 
trial of the Big Southern Oil Co., 
charged by Federal indictment with us- 
ing the United States mails to defraud, 
was called for hearmg in the bh ederal 
Court by Judge James C. Wilson this 
afternoon. ‘Lhe indictment was made 
specifically against H. M. Coleman, W. 
W. Montgomery and two other ofticials 
of the company. Coleman and Mont- 
gomery pieaded not guilty. All of the 
ulternoon session was spent in reading 
the indictment to the court by District 
Attorney R. E. Taylor. It is said tiat 
the indictment consists of about 10,0UU 
words, 

It is alleged in the indictment that 
at one time Montgomery and Coleman 
organized three oil companies; namely, 
the Poorman’s Chance, the Golden Gouse 
and the Squure Deal. Later, it is al- 
leged, the organization of the Big South- 
ern Oil Co. was formed to put on tli 
stock of these three companies. ‘The o! 
ficiais are also charged with app: 
priating for their own use approximate!) 
375,00U, which was said to be virtually 
the entire amount of money taken in ex 
coange for stock, and with using 
United States mails for the furtherave 
of their scheme. 

Court officials announced that tiie 
hearing will probably consume all of 
this week’s session of the court. 





STATE SEEKS TO RECOVER 
LAND FROM OIL COMPAN‘ 


AUSTIN, Texas, Nov. 30.—Suit by the 
State of Texas to recover from the Tex:s 
& Pacific Coal & Oil Co. 50 acres 
land, situated four miles north of Ran 
ger, and valued at $250,000, went to 
trial today in the Fifty-third District 
Court. The tract constitutes an alleged 
vacancy which the State claims is still 
a part of the public domain and which is 
now being held by the Texas & Pacific 
Coal & Oil Co. 











December 3, 1920 THE OIL AND GAS |JOURNAL 























SIZE 23-4 IN. X 6 FT. 
Pat’d. May 2, 1916 





There can be no other screw just like the 
BURNS for patents give exclusiveness 



















Showing the % in 
jockey stick that 
|; goes through the 
main screw attach- 
| ing to the elevator 
|| at top and to the 
|| swivel at bottom. 





Hollow main 
screw made 
from “Seam- 
less” cold drawn 
steel tubing, 
through which 
jockey stick 
passes. 








HHMOCCEEPETEEO ED EER PERE SCORE DER RE ORDO RRORERDOD DOD DD eb edbser bene bbetenencces a os 


For Sale by Leading Supply 
Stores. Immediate Shipment 
from Factory. 








; to the BURNS TEMPER SCREW. 






Assembly of 
Main Screw, 
Swivel, Ball 
Bearings, Han- 
dle Bar, Jockey 
Stick and Ele- 
vator. 


POORER CE CECE ECOCE COE USEOCOEOLOETCEOCEECOCEOCOSOEOCOCOTOOCTOSOCCOOCCLOLOS TOS SEE LECCE EE STEED 


Manufectured by 


Okmulgee, Oklahoma 








The main screw being hol- 
low permits a % in steel 
jockey stick to extend 
through it. 


This jockey stick attaches 
to the elevator at top of 
main screw, and to swivel 
at bottom of main screw, 
prevents wire line clamps 
from swiveling and does 
away with the necessity 
of any attachments from 
the headache post to the 
temper screw. This jockey 
stick also transmits the 
pull of the weight box to 
the bottom of the swivel, 
eliminating all friction 
from ma‘n screw, permit- 
ting it to turn free and 
easy. 


Takes up easier than any 
other screw, and will not 
run away. 


BURNS TOOL COMPANY 


Burns’ Patented Tubular Temper Screw 





Where jockey 


stick attaches to 
elevator. No up- 
per Ball Bear- 
ings. 








Where jockey 
stick attaches to 
swivel. 
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GASOLINE MARKET NOT OVER-SUPPLIED 


In Spite of a Record Output in September, there was a Decline in 


Stocks—Demand for Refined Products Continues Dull 
and Prices Show but Little Change 


By Joun B. WaLpo 


Curcaco, Noy. 30.—When the 


an- | 


There has been considerable talk that 


nouncement was made of the decline of| there were very large amounts of gaso- 


one cent a gallon in the territory of the 
Standard Oil Co. (N. J.), President 
Walter C. Teagle stated that the decline 
was made to help along the general re- 
adjustment of prices that was necessary 
and was not due to any decline in costs 
ef refining, or of the cost of crude. The 
latest figures from the Bureau of Mines 
emphasize the thought that ,there is 
nothing in the position of the supply and 
demand to make the change necessary. 
According to the report of the Bureau 
of Mines covering the month of Septem- 
ber, the production of gasoline broke all 


records. It was considerably greater 
than the production during August. 
which was the largest ever known to 


that time. 
duetion the stocks as 
bureau at the close of the month show a 


line being stored. On the other hand, 
it has been definitely stated that the 
Standard, Sinclair, Roxana and others 
with a large refining ccpacity were not 
in possession of large stocks and were 
in position to hold their supplies for the 
coming season. One large refiner at 
Tulsa has been reported in this market 
as holding very large supplies of gaso- 


line deliberately believing that he would’ 


profit by so doing. 
Apparently the reports of large supplies 


lof gasoline come from the smuller con- 


In spite of this larger pro- | 
reported by the| 





cerns who have neither a big enough 
storage or cash box to stand the strair 
of keeping their plants in operation and 
their crude contracts alive, without sell- 
ing as they produce. This being the case 
as to the gasoline supply on the opening 
of the month of October, it may be as 


decline from the stocks on hand at the | sumed that there are no great accumula- 
refineries on the first day of September | tions of gasoline the country over and 


It must also be considered that* the 
month of September was a poor month 
for the marketer and refiner, or was so 
considered. The advance in the freight 
rates which went into eifect on the 26th 
day of August had stimulated shipment: 
to a great degree. The refiners expected 
to do little business, yet the stocks were 
not larger at the end than they were at 
the beginning of the month in spite of 
the record-breaking production during 
the month. Here are the figures as com- 
piled by the Bureau of Mines. 


Stocks end Output for 


of month month 

(gallons) (gallons) 
Sept., 1920.....288,195,394 453,881,096 
Ame, 1000. «cas 323,239,991 444,141,423 
Sept., 1919..... 371,125,419 339,582,570 


Sept., 1918. ....269,772,723 314,595,960 


| 





that the pressure to sell which has caused 
the steady decline in prices since the 
advance in freight rates, has been due 
to other causes in this part of the oil In- 
dustry than to an excessive supply of 
refinery products. A good deal of the 
decline may be merely due to the com- 
mon feeling with buyers, and to an un- 
willing but considerable degree with sell- 
ers, that prices must be readjusted to 
lower levels in the petroleum industry as 
well as in other important industries. 
The readjustment in most _ industries 
has begun with the raw materials and 
has followed down to the large and then 
the small dealer. The menufacturers 
are generally claiming that the present 
dull times in some lines, such as textiles 
and shoes, for examples, are due to the 
deadlock between the consumers who 














of the oil fields. 


DURABLE, because strongly built 
with large bearing surfaces, ad- 
justments of any kind seldom re- 
quired; because the rating of 
these machines is kept far below 
their actual capacity. They will 
do more than we claim for them; 
in fact, many owners are now 
operating them at higher speed 
and against greater pressures than 
originally intended. 


50 Broad St., New York 


Copy Pl 











“UNITED” Combination Gas on Driven 
AIR COMPRESSOR 


Satisfaction and service go with these ma- 
chines, which are built to stand the hard life 


Write for Bulletin 106 on Air Compressors, 
Casinghead Gas Compressors and Vacuum Fumps 


The United States and Cuban Allied Works 


Engineering Corporation 











ECONOMICAL, at full speed and 
still more noticeably when the 
speed is reduced—which is most 
of the time. 


Automatic speed and _ pressure 
regulators control the machine so 
that it delivers only enough air 
and at the right pressure, causing 
the engine to run slowly when full 
capacity is not required. 


Works: Bradford, Pa. 











having read of the declines in the manu-| present quotations are for the 50-52— 
facturer’s prices of many commodities 450 grade 17% to 18 cents and for the 


ire refusing to buy except at substantial 
concessions in prices which the retailer 
is not yet ready to make. 

Chicago Markets Are Quiet 

The demand in this market so far as 
the new business is concerned is of the 
hand-to-mouth order, as it has been for 
some weeks past. The users of petrol- 
eum products are not taking the full 
amount of their contracts, either of fuel, 
gasoline or other products. The trade 
recognizes the futility of insisting on 
their customers living up to the con- 
tracts to the extent of ordering out the 
full takings as provided by the agree- 
ment. There are almost no industries 
that are operating full time. In many 
cases, where the plants ‘have reopened 
after a shut down, they have been only 
partially reopened and in the case of 
many of the textile plants they are again 
closed for an indefinite period, owing in 
most cases, to a lack of orders. It woul¢ 
be useless as well as poor business for 
the holder of a contract with a brick 
plant or a steel mill that is not operating 
to ask that plant to take in the good: 
called for under a contract. 

The market for fuel oil has been un- 
changed during the week. There is 
plenty of oil to be had, but some relief 
has been experienced. from purchases by 
the Standard compznies to be re-run. 
But the takings of any one company 
right now would be small compared witb 
the entire output. It is evident from 
the comparative strength that there is a 
much greater outlet for fuel oil now 
than there was even a little more than 
two years ago. The production is cer 
tainly greater and the prices are not so 
low as they were then. In this market 
the prevalent quotation has been $1.95 to 
$2 for the period under review. There 
has not been as much talk of this or that 
company cutting the price as there was 
a month ago and it is very likely and 
certainly to be hoped, that the usu.) 
slump in the prices at the first of the 
month will escape us this time. 

Gas oil has moved quite freely, all 
things considered and has shown some 
strength with a slight advance of a quar- 
ter of a cent. Some of the companies 
figure that their oil is worth a half cent 
more than it was previous to last week. 
The average quotaticn is 6 cents with 
some asking 6% and some 5% cents. 
The lighter color, 35-7 gravity, is now 
worth 6% to 7 cents and 38-40 distillate 
is quoted between 7 to 7% cents. 

Gasoline is Unchanged 

The chief activity in the gasoline mar- 
ket has been and still is the tukings on 
contract by the larger distributors and 
jobbers. Most of these are ordering for- 
ward with some freedom, but the new 
orders that are being received are largely 
for small amounts, but call for prompt 
delivery. There is generally an abun- 
dance of the 56-8 and the 58-60 gravi- 
ties, but the higher numbers are not 
in such free supply owing, it is explained. 
to large contracts for export which cal! 
for the 64-66 gravity and the refiner: 
find that when they have secured this 


product they have “nothing but the 
naphtha left.” The prices quoted are 


56-58—150, 18 to 18% cents; 58-60— 
375, 18% to 19 cents; 60-62—400, 20% 


to 19 cents; 62-64—375, 22 to 22% 
cents; 64-66—360, 23% to 24 cents. 


The naphtha blends are not selling to 
any extent here and prices range from 
18 to 19 cents as quoted. Absorbtion 
gasoline 22 cents and raw casinghead at 
19% to 21% cents. 

There is something doing all the time 
in kerosene and the market shows some 
strength although the production accord 
ing to the Bureau of Mines figures for 
September is ahead of the consumption. 
Still, this is the season of the year for 
kerosene and there is practically an 
added demand from the users of heat- 
ing apparatus in the homes. Most of 
these require at least kerosene dis- 
tillate. There seems to be no question 
of the success of the plants as heaters. 
some users in Chicago say that they have 
never known such comfort with coal. A 
further study of the application of oil 
to heating will surely develop improve- 
ments that will extend its usefulness. 
Through the maintenance of a_ higher 
price for oil for fuel in these and other 
methods of consumption, the larger users 
of heat will ultimately be forced back to 
coal as a source of heat and power. 

The naphtha market is unchanged 
with some small demand from the in- 
dustries and blenders, but in both cases 
much less than in the summer. The 


_ward the setting sun. 





PVM product 21 to 23 cents. 
Tank Wagon Prices 
The expected change in tank wagon 
prices in the territory of the Standard 
Oil Co., has not been announced. Chi- 
cago prices are still 27 cents for gasoline 
and 18% cents for kerosene; 29 cents 
for gasoline at filling stations. 
Personal and Trade Briefs 
John Carson has resigned as _ sales 
manager and secretary of the Western 
Petroleum Co., and ‘has organized th: 
Taxman Refining Co., of which he wil 
be the manager with offices in Chicazo 


in Room 901, Lakeview Bldg., 116 
South Michigan Boulevard. The m: i: 
office will be in Room 701, Nationa 


Life Bldg., Kansas City. The Taxma: 
Refining Co. will market the product o' 
the Eldorado Refining Co., of Eldorad« 
Kan., and do a general marketing busi 
ness. The thousands of friends of John 
Carson will unite in wishing him ever) 
success. The directors of the Western 
Petroleum Co., have elected as successo: 
to Mr. Carson, John A. Castagnino, now 
secretary of the Western Petroleum Co. 
and in charge of the sales at the Chicas 
office. 

As a result of the efforts of T. F 
Kuper at the Denver convention of th: 
I. O. M. A. and elsewhere, the directors 
of that organization have appointed a 
conmmittee of four well known oil men tuo 
work for a more advanced and uniforn 
method testing oils, as well as standari 
methods of conducting other brancues of 
the petroleum industry. The committe 
consists of T. F. Kuper of the Midco Oil 
Saies Co., as chairman; Guy Sweeney, of 
Peoria; A. J. Callahan, Jackson, Mich.. 
and 8S. J. Hunt, of St. Louis. The chair 
man and all members of this committe 
will be glid to receive sugzestions, not 
alone as to standard methods of testing 
oils, but for doing away with the man) 
differences of method that prevail be 
cween tae different parts of the country 
Unitorm methods of billing, of sizes for 
containers, in short to standardize the 
industry so that the same name will 
mean the same thing or the same result 
in ill parts of the country. Mr. Kuper 
brought the matter before the American 
Petroieum Institute at the recent meeting 
and secured a resolution endorsing the 
dea and suggesting that the Institute 
found a reference laboratory to which 
ll matters in dispute could be referred 


Notice has been received that the Har- 
vey Crude Oil Co., is still travelling to 
The office which 
was moved from Chicago to Kansas Cit) 
will be transferred to Tulsa, making that 
the headquarters of the company. 

Rob Hunter, who has been in charge o! 
the Chicago office of the Warren Oil 
Co., of Pennsylvania, since it was 
opened, has gone back to Franklin, Pa.. 
where he will act as general purchasing 
agent for the company. No announce 
ment has yet been made of his successor 
vor the present, Mr. Lindquist, of the 
New York office, is in the city looking 
after matters. 

The Continental Tank Car 
been incorporated at 14 South LaSalle 
Street, Chicago, for $200,000. The in 
corporators include H. §S. Judson, Ru 
dolph Swanson, Burton Friend. Th« 
surposes as set forth in the incorpora 
tion papers are to do a general shipping 
refining, piping, manufacturing, refrig 
erating and building business. 

The Sinclair Consolidated Oil Co., ha- 
begun the construction of an eight-inch 
pipeline from its new production at 
Damor Mound, to the refinery at Hous 
ton. The line will be constructed by tle 
Sinclair-Texas Pipe Line Co., recentl) 
incorporated in Delaware for $1,000,000 

H. J. Stoltz, manager of the Bartels 
Maguire Oil Co., at Milwaukee. was 
visitor in Chicago during last week. 

Hugh Stoddard, manager of the Chi 
ago office of the Stoddard Oil Co., has 
returned from a week’s trip to ‘lulsa. 

John D. Reynolds is back from the 
Petroleum Institute meeting which he. 
like most others, attended as an “in 
terested spectator.” From Washington 
he made a jump to Kansas City, where 
he addressed the meeting of the Kensa- 
City Oil Men’s Club. The club will b« 
very active in preparing for the Nationa 
Petroleum Congress which will be held 
in thate ity next March under auspices 
of the American Independent Petroleum 
Association. Friend Willard, the field 
secretary of the Association, has been 
consulting with the trade in the south- 
west. 


Co., has 
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Chapman Valves 
For Handlin 


Gasoline — 


They are Tight-No LeaKage 


The 


































Chapman Gasoline Valve 
Is the Supreme Effort in Valve Manufacture 































An ordinary valve cannot be used in gasoline work for ex- 
actly the same reason that an 8-inch screen will not hoil 
emery flour. Gasoline will easily pass through the ma- 
chine fit between seat ring and disc face of the ordinary 
valve. 





In order to make a valve that will HOLD gasoline, the seat 
rings and disc faces must be ground and polished to an abso- 
iutely smooth surface—sometimes referred to as an “opti- 
cally plane surface,” a surface so nearly perfect that a high 
power microscope is required to detect any irregularity. 
This surface permits the disc face to slide into the seat 
ring with so perfect a fit that, for all practical purposes. 
there is no joint, but a continuous piece of metal. Gasoline 
cannot escape because the fit is perfect. 





These Valves Are Tested to 125 Lbs. Air Pressure and We 
Guarantee Them to HOLD Gasoline. 


The experience of fifty years in building nothing but 
valves goes into every valve turned out from the Chapman 
Factory and each valve is the best that can be made for its 
specific type of service. 








Ask for your copy of the Chapman 
Valve Book, Catalog No. 38. 





Branches: New York, Boston, Chicago, Philadelphia, San Francisco, 
Los Angeles, Tulsa. 

















The Mfg. Co. 


Chapman Valve 


ndian Orchard Massachusetts. 
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C. W. Ralph, formerly a member of 
the oil industry in Chicago and widely 
known here, was in the city last week 
renewing his acquaintance with the city. 
He was on his way back from the In- 
stitute meeting to Los Angeles, where he 
holds the position of manager of stations 
with the Union Oil Co. of California. 

J. C. Vanderlyn, of the New York of- 
fice of the Biery Oil Co., was in Chi- 
cago on his way from Tulsa to New 
York. P. J. Carroll, manager of the Chi- 
eago office is at the Tulsa headquarters. 

J. L. Kimmell and T. F. Collins, of the 
refinery staff of the General Refining 
Co., were at the Chicago office last week 


returning from the Washington meet- 
ing. They only remained here for one 
day. 








OIL STRATA OF COLORADO 
REVIEWED BY GEOLOGIST 


The E. T. Williams Co. is now put- 
ting down a deep test ‘hole northwest of 
the first well of the Mesa Verde Co, 
and from time to time have passed 
through oil and gas. The well is now 
down 1,650 feet, and inside the next 
150 feet will penetrate the same sand 
that the Maddox well struck oil in, it is 
claimed. This is the Picture Cliff sand, 
and where it outcrops both west and east 
of the Williams well, it shows oil seep- 
ing from it. 

Whether oil will be found in this Pic- 
ture Cliff sand remains for the drill to 
determine, but local investors in the New 
Mexico field are watching with intens¢ 
interest the results of the next 10 days’ 
work at the Williams well. 

The high grade oil found so far in 
this region indicates that if the field is 
open it will take high rank as a producer 
of gasoline, for which there is a con- 
stantly growing demand. The certainty 
of the field being proven by the well of 
gives added en- 


DuRANGO, Colo., Nov. 27.—Following the Williams people 
is a review by E. P. Wilson, geologist,'thusissm to everyone. Between the Pic- 
of Colorado oil prospects: |ture Cliff sand at 1.800 feet and the 
No geologist will take the responsibil-  3,500-foot level there are two proven oil 
sands, either of which may turn out 


ity of locating oil beneath the surface of 
the earth, but he will tell, by the strata 
of rock, where oil ought to be found, and 
approximatel the depth. 

The formation of the Sen Juan basin 
country with its oil sands outcropping 
and seeping oil, indicates that at some 
time oil was deposited here and is here 
yet unless it has escaped in some man- 
ner unknown. The edges of the earth’s 
formations, as traced by geologists, in- 
dicate proper oil basins in various parts 
of this region of Southwestern Colorzdo 
and Northwestern New Mexico. - To lo- 
eate and pierce these is the problem. 
and to the fortunate discoverers will com«c 
a rich reward. 

Four wells 
country 


drilled in the 
between Fruitland, Farmington 

Flora Vista and. Aztec, at different 
times. In the old Maddox well north of, 
Fruitland, oil] was found in considerabl 

quantities at about 1,100 feet. At Farm- 
ington something like 2,200 feet was at- 
tained in depth, both oil and gas being 
struck. The gas still forces through the 
heavy column of water in the old Farm- 
ington well. 


have been 


isands gone 


large production of oil. The presence of 
considerable quantities of gas in the 
through, wet gas that has 
come off oil, gives great encouragement 
to hope that the Williams well will 
strike it rich. 
ESTIMATE OF POTENTIAL OIL 
LANDS OVER 11,000,000 ACRES 


WASHINGTON, Nov. 30. — The Mexi- 
can Department of Industry, Commerce 
and Labor estimates the potential oil 
lands in the Republic at about 11,500,000 
acres, of which only about 54,000 acre: 
are being developed, according to report: 
reaching Washington today. Prospect 
ing concessions ‘have been granted ir 
T: basco, Campeche, Chipas and Yucatan 
besides Vera Cruz and Tamaulipas, on 
the east coast, from Lower California 
to the Isthmus of Teluantepec on the 
west coast, and in Chihuahua and Du- 
rango. Development work also has beer 
begun in the northern part of Lower 
California. 
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General Iron Works 


whether it 


your entire Refinery, 
New Tank Farm or 
anything in the Field, 


Write, wire or phone. 
You will find us on the 
job quick. 


IRON WORKS 


604 First National Bank Building 
TULSA, OKLAHOMA 


that quick job, 
is a new 
Bottom, Building 


Service will help 

















Officials Of Standard 
V isit Mid Continent 


A party of distinguished oil men, 
traveling in a special Pullman car, vis- 
ited Tulsa on Sunday and Monday of 
the present week. Because of the in- 
clement weather, a program of enter- 
tainment for the party had to be aban- 
doned, but the visitors did not allow that 
to worry them, for every minute of tim« 
was taken up with inspecting properties 
of the company and subsidiaries in Osage 
and adjacent counties. 

Walter C. Teagle, president ; George H. 
Jones, treasurer; J. A. Moffett, Jr., F. 
D. Asche and W. A. Armstrong, of New 
York, directors of the New Jersey Cor. 
poration, and J. C. Donnell, of Findlay 
Ohio, president of the Standard Oil Co. of 
Ohio, were members of the party. 

The tour of the visitors was person- 
ally conducted by A. F. Corwin, of New 
York, president of the Carter Oil Co. 
Part of their stay in Tulsa was at the 
Carter shops and warehouses east of the 
city. 

On Tuesday morntug, the party passed 
through Tulsa, en route to Southern Ok 
lahoma. Later, they expected to visit 
properties in Louisiana, before return. 
ing to New York. 








WALTER C. TEAGLE 








ELECTRICITY HARNESSED TO 
-A WELL NEAR GUTHRIE, OKLA. 


By S. G. Gassaway* 

On November 12, the Roxana Petrol- 
eum Co.’s wildcat well No. 1 on the 
Horace Cole farm, Section 24-17-2, seven 
miles from Guthrie, Okla., was spudded 
in by Fred Stahler, field superintendent. 
Aside from this being the first well in 
this vicinity the drilling of the well is 
being watched with considerable interest 
Unique and up to the minute methods 
are to be used and the well is to be 
drilled the entire depth with electricity 

When the problem of drilling a wildeat 
miles away from production was put up 
to the Roxana engineers electric power 
was adoted as the best proposition from 
all standpoints. Accordingly, six anc 
three-quarters miles of 6,600-volt electric 
transmission line was constructed from 
the electric power station at Guthrie to 
the well site. This line was constructed 
in record time as it was just 12 days 
after the first pole was set that the line 
was recdy for service. This line is of 
ample capacity to carry several more 
drilling equipments and furnish the 
power for pumping some 25 or 30 wells. 

To haul the necessary fuel to supply 
boilers for drilling with steam would be 
very expensive and during the rainy and 
winter weather there would be shut 
downs because of the inability of the 
trucks to get over the roads. Instead 
electric “fuel” flows, uninterrupted by 
bad weather, over the transmission line. 
and is always available when needed. 
The saving in expense of setting boil- 
ers and fuel storage tanks besides the 
item of labor and trucking will of itself 





more than pay for the transmission line 

A 75 H. P. General Electric drilling 
motor and special control developed for 
this service are used. The installation 
of the electrical equipment was made by 
the Public Service Co., of Tulsa. Trans 
formers take the place of the boiler plant 
of the steam equipment but differ fro, 
the boiler plant in that they require no 
attention whatever. 

A must unique attachment is the am- 
meter mounted above the driller on the 
Sampson post. This meter indicates the 
rmount of pull being developed by the 
motor and thus serves as a protection 
against taking too great a strain on th; 
string of pipe or the line when fishing 


ete. The motor is in addition provided 
with automatic overload protective de- 
vices which protect it from prolonged or 
excessive overloads. 

Electric motors for drilling while 
rather new in the Mid-Continent field 


have been used many years in California 
The Shell Co., of California, has drilled 
large number of wells electrically. Thy 
cost for electric energy has been as Joy 
as 6 cents per foot and the average js 
well under 15 cents. This is a figure 
impossible to reach with steam with fue’ 
oil at $3 per bbl. The elimination of 
boiler water is of itself a big item ané 
especially in wildeat territory where 
water may be searce and of poor quality. 


Drillers who have used the electric 
equipment are enthusiastic in their 
praises of it. The same motion jn 


swinging ‘tools is obtained as with the 
steam engine, in fact it is impossible to 
detect the difference. In long builing 
jobs, or handling heavy strings of casin; 
or pulling the tools out of deep holes 
the electric motor is vastly superior to 
the steam, as there is no boiler pressure 
to watch and no shortage of stezm to- 
ward the end of the job. The motor can 
develop maximum pull at all speeds or 
from standstill, so it is not necessary to 
‘ick up a heavy load by taking a run 
at it. 

Cold weather has no effect whatever 
on the electrical pressure and there are 
no delays waiting to get up steam. An- 
other big feature is that no power what- 
ever is being used when the motor is no’ 
running as is the case with the fir 
under the boiler which uses oil all the 
time. 

L. H. Gorton, field engineer for th 
Roxana, is responsible for the adoption 
of electric power and it was under his 
sunervision that the entire rig, equip 
ment and transmission line was built. 


*Vice-president, Texas Petroleum En 
gineering Corporation. 





EXTENSION OF TIME FOR THE 
SALE OF HOME OIL HOLDINGS 


Fort WortnH, Texas, Nov. 30.—An 
extension of time until Monday, Decem- 
ber 13, in which to find a purchaser, or 
purchasers, for the various properties 
of the Home Oil & Refining Co., was 
granted this afternoon by Judge R. E 
I.. Roy in the Seventeenth District Court 
The pronerty has been in the hands of 
B. K. Goree and Sam Davidson as re- 
eeivers for several months, and a meet- 
ing of stockholders was held recently at 
which a preference for the public sale of 
the holdings was expressed. 

A minimum price of $1,600,000 has 
been fixed by the court on the properties. 
and the money stringency is believed to 
be responsible for a lack of interest 
shown in the properties as an_ invest 
ment. 


BIDS FOR STATE ROYALTY 


OKLAHOMA City, Okla., Dec. 1—Bids 
for royaltv oil and gas rights held to 
Stete lands by the Southern Oil Cor- 
poration have been asked of that cor- 
voration, the Cosden Oil & Gas Co. and 
the Marland Oil & Refining Co., by the 
Commissioners of the Land Office. This 
was due pursuant to an order of the 
Commissioners before the Southern Oil 
Cornoration’s contract expires on De- 
eember 15. 

The Commissioners have apnroved the 
assignment of a lense to the east half of 
northwest northwest of 16-1n-9w from 
J. E. Mabee to L. W. Hurley. and to the 
east half of the southeast of 1-2n-9 from 
F. B. Keller to the Gynsy Oil Co. Buck 
Herrick. who was granted a lease 1D 
89-18n-5e, was granted an extension of 
120 days from November 10 in which to 
begin drilling. Shortage of material 
was given as the reason for being unable 
to comply with the original contract. 
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Steel for Service 





In California 


In Pennsylvania 


In Argentine In West Virginia 


Carnegie Steel Derricks and Drilling Rigs 


Commend Themselves for Use in the 
Oil and Gas Fields for Many Reasons 


1. Permanence of Material. The first cost of a 
steel derrick or drilling rig may be more than the 
wooden, but it represents an investment of indef- 
inite use and practical indestructibility. There is 
no rotting away in the corners and no warping or 
breaking of defective timbers. Some of our stecl 
rigs. have drilled twenty wells, and are still in as 
good condition as the day they were built. 


2. Ease of Erection and Removal. All the field 
connections are bolted, and the panels are made 
very low, therefore they are easily erected and 
easily taken down, and can be used time and again 
without the loss of any material. The cost of 
removal and re-erection of a steel rig on a new 
location is as a rule much less than the cost ot 
new wood that would be necessary to replace 
breakage in a wooden outfit. 


3. Small Wind Resistance. Due allowance has 
been made in the design of the derrick for proper 
resistance to storms of eighty miles an hour ve- 
locity, and since the exposed surface of the der- 
rick proper is not more than 50 per cent of that of 
wood, it therefore offers a proportionately less 
resistance. 


4. Fireproof Character. Inasmuch as no wood is 
required excepts as cants for the bull and band 
wheels, nailing strips for corrugated iron, and for 
flooring, it is obvious that the fire risk has been 
practicately eliminated. One of our rigs was 
struck by lightning, which consumed the planks 
laid down on top and some of the flooring, but 
failed to injure the steel structure. 


5. Stability Under Drilling Loads. Steel derricks 
and drilling rigs are made exceedingly stable 
under drilling loads. They possess a rigidity, 
stiffness and reserve strength which imparts con- 
fidence to the driller. 


6. Smoothness of Operation. [n considering the 
cost of a steel derrick or drilling rig, the matter of 
power required to drive is an important item. 
Wells 3,600 feet deep have been drilled with a 
Woodworth Standard Rig on a pressure of 80 
pounds, against 125 to 130 pounds with a wooden 
rig. There is no lost motion, and other elements 
consequent upon the use of crude structures and 
equipment are practically eliminated. 


Any district Office will gladly supply you with a copy of our 
pamphlet—Steel Derricks and Drilling Rigs. Write in for one 


Carnegie Steel Company 


General Offices: Carnegie Building, Pittsburgh, Pa. 
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Partial Shut-Down Of 
Drilling Is In Prospect 


The possibility of an overproduction of 
erude and the high cost of operating are 
combining to cause a curtailment of drill- 
ing in the Mid-Continent field. A num- 
ber of the large companies have already 
inaugurated a policy of retrenchment and 
are dispensing with drilling crews as fast 
as the wells on which they are at work 
are completed. The Prairie Oil & Gas 
Co., which now hes 80 strings of tools 
running in the Mid-Continent, has de- 
cided to reduce the number to 50. Other 
concerns will take similar action. Field 
reports at the close of November indi- 
eate considerable loss in rigs and drilling 
wells and December is expected to show 
a further decline. All indications, at 
the present time, point to a gradual re- 
duction of operations until spring. 

Although the danger of over-produc- 
tion of high-grade crude is not ali.rming. 
nevertheless, it is causing -oil men _ to 
watch the production figures with much 
interest and some trepidation. The out- 
put of crude is now slightly in excess of 
consumption. High-grade oil is going 
into storage in the Mid-Continent field 
Plenty of steel storage is available to 
hold the oil, but the question of how 
much erude will be stored at the present 
market price is one that remains unan- 





swered. > 


The United States Geological Survey’s 
report of production and consumption for 
October shows that the stocks of high- 
zrade oil in fields east of California were 
increased 1,203,000 bbls. This gain of 
production over consumption is not ex- 
pected to continue for any great length 
of time. There is prospect in the imme- 
diate future of increased demand for re- 
fined products and a decline in production 
is quite generally anticipated during the 
winter months. 

Oklahoma and Kansas have been grad- 
ually increasing their yield of oil for 
many months, but the flush production 
of North-Central Texas is the most dan 
gerous feature of the situation at present. 
Breckenridge, in a few weeks, boosted its 
output to more than 100,000 bbls. daily 
The uncertainty of the sands of North 
Texas caused the pipe line companies t« 
hesitate before building lines to Breck- 
enridge, and when the big, flush produc- 
tion came, it found that field without 
sufficient pipe line capacity to handle tlic 
oil. Recently, however, the Prairie Pipe 
Line Co. has looped its lines leading 
from Breckenridge to its trunk line 
greatly increasing its capacity. Tae 
Texas* Co. is doing likewise and the Guif 
Pipe Line Co. is preparing to handle 
more Breckenridge crude. ‘The situatior 
in that field will undoubtedly adjust itself 
within the next few weeks. 

The large pipe line companies in 
Oklahoma, Kansas and Texas are haund- 
ling all the oil their transportation 











facilities will allow. A number of smali 
refineries have been shut down, owing tc 
u fadure of marketecss te avsero their 
produets. The crude formeriy refined py 
these niants is now gving to the large 
vipe lines and adding muterially to their 
transportation tasks. It is uuderstoud 
that a number of purchiciung compau-es 
which kave paid pretsiums for crude from 
vertain fields have decided to -J:seoutinue 
inat practice and talk: only tae oil which 
can be bought at th: market price. 


EUROPE’S OIL NEEDS 





According to the Doherty Investment 
Bulletin, there has been a change in the 
oil requirements of Europe since the war. 
Gasoline is steadily growing in importance 
among the principal refined products in 
use. At the same time, demand for ker- 
osene is not so heavy as it was before 
the’ outbreak of the war. During the 
present year the outstanding feature of 
theexport movement of American oil 
products to Europe is the heavy ship- 
ment of gasoline to France and Belgium. 
In the first eight months of the year 
France received approximately 3,000,000 
bbls, a record quantity for the period 
while Belgium received 200,000 bbls. Th: 
demand for gasoline in these countries is 
almost double the pre-war demand. Be- 
fore the war, consumption of kerosene in 
Belgium averaged about 1,000,000 bbls. 
annually, and it is estimated that in 192' 
not-more than 300,000 bbls. will be used 
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of Supply 


Branch Offices: Warren, Pa. 
New York Pittsburgh Ardmore, Okla 
Philadelphia Cushing, Okla. 

Warren, Pa. Tulsa, Okla. Heath, Ohio. 






Our Own Wells: 

Pipe Lines 

Refineries 

Our Own Tank Cars 

Our Own TrafficDept. 
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Dependable Source 


Uniformity of Quality 
Delivery on. Schedule 


We Solicit Your Inquiries 
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OIL MEN ARE ENTERTAINED 
BY LEE C. MOORE & CO., INC. 


One of the most enjoyable events of 
the fall, in Tulsa oil circles, was the yo. 
reception that, Lee C. Moore & Co., Inc 
gave at its shop and yard on North 
Santa Fe Avenue, November 26. 

More than 500 oil men and represep- 
tatives of concerns allied with the ¢j| 
industry, were guests of the company 
The visitors were shown about the yard 
where several steel derricks of various 
sizes had been erected. In the shop, the 
visitors were also shown how girders and 
other parts can be quickly made or re- 
paired. 

Following the inspection of the shops 
and yard, the visitors were royally enter 
tained in a large tent, where a Duteh 
lunch and other refreshments were pro 
vided in abundance. Several talented 
vocalists and an orchestra helped to en 
liven the affair 

In the evening the guests of Lee (. 
Moore & Co, Inc., were again ente) 
tained, this time at the Orpheum Theater. 

Several production — superintendents 
who attended the Moore reception made 
the trip from outside points to Tulsa ty 
airplane. 


GASOLINE WORKER BURNED 





COFFEYVILLE, Kan., Nov. 27.—W. R 
Howe, an employe of the Henderson Gas 
oline Co., died in the Southeast Kansas 
hospital here Saturday afternoon of 
burns received while at work in the com 
pany’s plant near Nowata last Monday 
morning. Howe was draining the gas- 
oline drips on the gas lines. One of the 
drips was frozen and he attempted to 
thaw it out by burning an old glove under 
it. The gas broke through and sprayed 
his clothing and he was fatally burned be- 
fore help reached him. He was 58 years 
of age and leaves six sons and two daugh- 
ters. The body was buried at Melvern, 
Kan., today. 


DIESEL SHIP’S RECORD 





The Diesel motor ship has long since 
passed the experimental stage, as _ is 
shown by the results of Vacuum Oil Co. 
with some of its tankers which are 
equipped with the McIntosh & Seymour 
Corporation's Diesel type oil engine. One 
of their motor vessels, the Bayonne, 
which is equipped with one of that com- 
pany’s 500 horsepower Diesel engines, has 
made more than 70 voyages between New 
York and Philadelphia with entirely sat- 
isfactory results. Another one of the 
Vacuum vessels, the Bramell Point, is 
equipped with two 750 B. H. P., which 
replaced two engines of foreign manu- 
facture. A great dial has been accom- 
plished by the Texas Steamship Uo., 
which has four vessels equipped with 
Diesel marine engines manufactured by 
McIntosh and Seymour. 


DEPTHS OF WELLS STATED 





Los ANGILES, Cal., Nov. 27. 
To THE OIL AND GAS JOURNAL: 

In your issue of November 19th we 
find the following article: 

“In Pecos County, the Grant Vil 

Co, is reported to have a nice well 

at the shallow depth of 50 feet, 

located some 20 miles east of fort 

Stockton. The Oregon-Texas Co. is 

drilling east of that at 1,200 feet, 

and the Fort Stockton Oil Co., to 
the north, at 2,400 feet.” 

The depths of these wells are erron- 
eously quoted with the exception of the 
Grant Oil Corporation will, which is 
really 50 feet and is a good producer. 

The Oregon-Texas Drilling Syudicate 
well was 335 feet on the 24th inst. They 
have had three showings of oil and are 
in a gas strata now. The Fort Stuckton 
Oil Syndicate was 220 feet on the same 
date. Have had one showing of oil and 
two showings of gas with the gas m 
creasing at last report. ; 

For your further information we might 
say that one mile east of the Grant shal- 
low well the Troy Syndicate encountered 
oil at 72 feet. S. H. 


GEOLOGIST IS KILLED 


Lonpon, Nov. 29. — An America 
geologist, Prof. Howell, and_ his itner- 
preter, have been killed by Puthans i 
the Loralai district of British Beluchi- 
stan, according to a dispateh received by 
the Daily Express from Allahab today 








The murder took place on November 
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Constructing a 
5,000,000 cubic ft. Gas Holder for 
Laclede Gas Light Co., St. Louis, Mo. 





In Course of Erection 





C We Design, - 


Manufacture a.4 Erect 


Blast Furnace Plants 
Steel Storage Tanks 
Standpipes 
Riveted Steel Pipe 
Stacks 
Oil Refineries 
| Gas Plarits and Gas Holders 
Ladles 
Galvanizing Kettles 
Digesters 
Steel Transmission Towers 
Steel Plate Work 
of every description 
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URING erecting, as well as during de- 

signing and manufacturing, the careful 
and efficient workmanship of Riter-Conley 
men can be observed. 


Thoroughness, exactness and dispatch, 
whether the order be large or small, are ele- 
ments incorporated in every operation. Keep- 
ing to schedule is another objective of Riter- 
Conley men. 

These characteristic points are worthy of 
notice. 

Ask us to send you descriptive booklet R 215. 


RITER-CONLEY COMPANY 
Steel Plate Construc' ion 
General Offices: 318 OLIVER BUILDING, PITTSBURGH, PA. 


Boston, Mass., 68 Devonshire Street. Philadelphia, Pa., Morris Building 


Chicago, Lll., Ist National Bank Building ¢ F i L. New Call Buildir 
Cincinnati, Ohio, Union Central Building 0 oo = A ag noth uilding 
Cleveland, Ohio, Statler Hotel Seattle, ash., Colman Building 


Syracuse, N. Y., University Building 
Washington, D. C., Munsey Building 


Detroit, Mich., Book Building 
New York City, 50 Church Street 


Foreign Contract Dept.: 50 Church St., New York City, U. 8. A. 


TER-CONLEY 


Gas Plants and Gas Holders 
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SUMMARY OF PETROLEUM STATISTICS 


(Preliminary data, subject to revision, based om_reports received up to November 26.) 
Production 
The following statistics of the production of petroleum in the United States east 
of California in October, 1920, and preceding months, based on reports filed with 
the United States Geological Survey, show the quantity of oil received from producers 
by pipe line and other marketing companies and by refineries that receivd petroleum 
through private pipe lines or in tank cars directly from the wells. Data concerning 
vil consumed on the leases and producers’ storage cannot be obtained in time for use 
in the monthly reports, but are used in compiling the annual figures showing produc- 
tion. The production reported for California is the average shown by figures col- 
lected, by the Standard Oil Co. and by the Independent Producers’ Agency and in- 
cludes all petroleum brought to the surface. 
PETROLEUM PRODUCED IN THE UNITED STATES IN AUG., SEPT. AND OCT., 1920 
(Barrels of 42 U. S. Gallons) 
p-—-—Aug., 1920-—, ——Sept., 1920*——, -———-Oct., 1920——, 









































Daily Daily Daily , 
Stats Total Average Total Average Total Average 
California ‘ nes ..» 8,997,000 .226 9,128,000 304,267 9,459,000 305,129 
Oklahoma gies eee eeceeeeee 9,871,000 302,291 9,093,000 303,100 9,345,000 301,452 
Texas Bs 
Central and Northern...... #6,148,000 198,322 5,743,000 191,433 6,654,000 214,645 
Coastal as ... 2,264,000 73,033 2,144,000 71,467 2,615,000 84,355 
Total Texas ate ... 8,412,000 271,355 7,887,000 262,900 9,269,000 299,000 
TTT TTT Tete Te 3,721,000 120,032 3,615,000 120,500 3,605,000 116,290 
Louisiana: 
Northern . . ote errr, ee 108,742 2,644,000 88,133 2,508,000 80,903 
3 reer ree peecdiood 144,000 4,645 132,000 4,400 150,000 4,835 
Total Louisiana ...... -.e++ 8,515,000 113,387 2,776,000 92,533 2,658,000 85,742 
No iwutccoenmhe Sean ee 1,524,000 49,161 1,573,000 52,433 1,693,000 54,613 
| rere Te ‘ «“s 924,000 : 903,000 30,100 870,000 28,064 
Kentucky and Tennessee ....... 775,000 766,000 25,533 760,000 24,516 
West Virginia ......... asetns 688,000 672,000 22,400 673,000 21,710 
Pennsylvania . — ‘ aebd 640,000 626,000 20,867 646,000 20,839 
Ohio: y . 
Central and Eastern.......... 169,000 15,129 453,000 15,100 446,000 14,387 
Northwestern Scat gieianee iar 182,000 6,097 187,000 5,233 182,000 5,871 
Total Ohio iheteme ate an 658,000 21,226 640,000 21,333 628,000 20,258 
PE. cbse secennee te kaeen encnt 77,000 2,484 86,000 2,867 85,000 2,742 
Do Perr er 76,000 2,451 78,000 2,600 82,000 2,645 
PO, cece ne ccoas conven enorsss t9,000 290 37,000 1,233 56,000 1,80; 
10,000 323 9,000 300 9,000 290 


Colorado .. ik Dewan wae tee 





Total ....++39,397,000 1,270,871 37,889,000 1,262,966 39,838,000 1,285,097 

*Revised. Includes some petroleum drawn from producers’ storage, which was pro- 
duced in previous months but not heretofore credited to production. {Cat Creek field not 
included 


SUMMARY OF PRODUCTION BY FIELDS 
-—Oct., 1920—, -——Jan.-Oct. inc.—, -—Jan.-Oct. inc.—<€ 
1919 


1920 
Daily Daily Daily 
Field Total Average Total Average Total Average 
Appalachian ......sseseceuee 2,607,000 84,097 25,015,000 82,016 24,938,000 82,033 
Lima-Indiana and SW. Ind.... 267,000 8,613 2,557,000 8,384 2,938,000 9,664 








TiimOig occ cece cere cecerecces 28,064 9,083,000 29,780 10,477,000 34,454 


Mid-Continent: 
Oklahoma-Kansas ......... 2,950, 417,742 124,637,000 408,646 95,223,000 313,234 


Central and North Texas 214,645 57,487,000 188,482 55,323,000 181,983 
North Louisiana ........... 80,903 28,997,000 95,072 10,692,000 35,171 
Gulf Coast .ccccvcccccccveces 2, ‘ 89,194 21,201,000 69,511 17,095,000 56,233 
Maetes Meuntasm ..6occccncess 1,758,000 56,710 14,567,000 47,761 11,327,000 37,260 
r 9,459,000 305,129 86,290,000 282,918 85,084,000 279,882 








California errr rer 
Total itvGonenenmea eee 39,838,000 1,285,097 369,834,000 1,212,570 313,097,000 1,029,924 
Stocks 

The statistics of stocks for the States east of California are based on reports 
filed with the United States Geological Survey, as oulined below. Stocks for Cali- 
fornia, representing the average figures collected by the Standard Oil Co. and the 
Independent Producers’ Agency, include gross stocks of crude held in storage by pipe 
line and other marketing companies, some residuum and unfinished refinery products 
that have been turned back to pipe lines, and also producers’ stocks. 

In reporting stocks to the Geological Survey previous to August, 1920, the com- 
panies followed no uniform method. Some reported gross stocks, others net stocks, 
and there has been diverse usage in including or excluding oil in the lines. In order 
to secure uniformity a revised classification has been adopted by which stocks of 
petroleum are separated into producers’ stocks, pipe line and tank farm stocks, and 
refinery stocks. Producers’ stocks include petroleum held in storage on the producing 
property. Pipe line and tank farm stocks include petroleum that has been removed 
from the producing property, but not delivered to refineries, and is held on tank 
farms, im tanks along pipe lines and in the lines. Refinery stocks include crude oil 
at refineries awaiting runs to stills. Producers’ stocks held by approximately 20,000 
producers are obtained by an annual canvass. Refinery stocks are reported by the 
Bureau of Mines. Pipe line and tank farm stocks are reported menthly to the 
Geological Survey and are subdivided into gross stocks and net stocks. Gross stocks 
include total contents of tanks and pipe lines; net stocks include oil in tanks and 
pipe lines adjusted for B. S. and water. The quantity of oil in trunk pipe lines is 
also reported. This oil represents the cubic capacity of the pipes and is not available 
for use unless the lines are drained. 

To enable comparison with preceding months and until the revised system of 
reporting becomes well established, stocks wil! also be regorded as heretofore. 
STOCKS OF DOMESTIC CRUDE PETROLEUM HELD ON THE LAST DAY OF THE 

MONTH BY PIPE LINE AND OTHER MARKETING COMPANIES (In Barrels) 

(Recorded as heretofore since January, 1920, for comparison) 


Increase or 





decrease 
Source of stored oil by fields August 31, September 30, October 31, during 
1920 1920* 1920 October, 1920 
Appalachian-N. Y., Pa., W. Va., East- 
ern and Central Ohio............. 3,017,000 2,868,000 2,928,000 +60,000 
PE cc ccewavsecKdoccenvesnenee® 921,000 853,000 933,000 +80,000 
BAMEGHEREIGRR occ cccccvesscoccccese 1,547,000 1,575,000 1,472,000 —103,000 
ee eer ee Fae ee 3,237,000 3,301,000 3,353,000 +52,000 
Mid-Continent: 
Okla.-Kan., Cen. and North Texas 78,977,000 79,183,000 80,240,000 +1,057.000 
North Lowlelan® ..cccccccccceccces 8,318,000 8,145,000 7,772,000 +373,000 
ee | Orr ir eee 10,626,000 10,719,000 11,132,000 +413,000 
Rocky Mountain .....ce-e.ceecceeees 251,000 270,000 287,000 +17,000 
SEOMUTOCMIR 2... earns secseebacccececs 22,149,000 21,874,000 21,265,000 —609,000 
Total .cccvcccesecvvesesececes ...+129,043,000 128,788,000 129,382,000 +6594,000 


*Revised. tIncludes some Indiana oil stored in Illinois. tSee explanation in text 


above table. 
REVISED CLASSIFICATION OF STOCKS 
(1) PIPE LINE AND TANK FARM STOCKS OF DOMESTIC CRUDE PETROLEUM 
EAST OF CALIFORNIA 
Source of stored oil by fields August 31, September 30, October 31, 
1920* 1920* 1920 
Appalachian: 
Y., Pa., W. Va., East, and Central Ohio—Gross 3,158,000 3,116,000 3,080,000 
2,913,000 2,858,000 2,818,000 


N. . 


Net 
Kentucky—Gross ......-..eeseeseees detevenceess ° 928,000 854,000 925,000 
Net 


oeeeacrsecece Ce ecerccccccvesegcsacocoescos 871,000 792,000 863,000 











1,631,060 1,623,000 1,548,009 
1,246,000 1,235,000 1,161,000 
3,983,000 4,075,000 4,348,000 
3,435,000 3,550,0% 3,815,000 
Okla.-Kan., Central and North Texas—-Gross..... 72,256,000 71,467,000 72,024,000 
POR ab cceear een ewadec dees hannsawee eked reews 62,300,000 61,051,000 62,642,000 
WOTER EMURRO GION oe ccc ccccvcvecccesecaass 9,057,000 9,019,000 8,851,000 
DO Ee ee ern eT Tree Toe et 8,636,000 8,607,000 8,440,000 
Gee CaBse GOOG «occ cccccevevccccesevessesosesss 10,803,000 10,278,000 10,594,000 
I a a ee Es Wc ataln gon wie aeters 9,474,000 9,521,000 9,989,000 
Rocky Mountain—Gross .... 2... . ee cee eee eecereces 484,000 546,000 637,000 
RGR EE Tee Ee ee ee 480,000 541,000 630,00) 
nn ne SO ON ora cacweshes” “eneeeee i teesAeeess | wereres.c 
ED 5 kino 6.0 0 Rees Owe t00s-0.60006 190085 102,300,000 100,978,000 102,007, 00) 
Yi 89,355,000 88,155,000 90,358, 0 


BE 0.60: o oe ah00:0sh6onbns eri etasin caves seestenes 
*R¢vised. tExclusive of California 

Note—Gross and net stocks include approximately 15,000,000 bbls. in trunk pipe lines 
(2) Refinery Stocks—Stocks of crude oil on hand at refineries Septembcr 30, 1920, 


es reported by the Beresm Of BMimee, BOPTOM soos wccccccciccvccisccvevcces 18,830,0 
(3) Producers’ Stocks—Lease storage held on producing propertics in the fields 
east of Californ.a December 31, 1918, as reported by producers, barrels...... 3,423, 


STOCKS OF MEXICAN PETROLEUM HELD IN THE UNITED STATES BY IMPORTER* 
(In Barrels) 


August 31, September 30, October 2) 
4 20* 1920 


1820 
Atlantic Coast Stations: 





DORE, WOUND GEE Cie siacccs 6.08 c races caer sees ecewes 1,668,421 1,: 
Topped Mexican crude oil .............-. host wlocet 513,614 
Gulf Coast Stations 
Mexican crude oil ..........- A ee are eet ee 1,213,187 1,784,118 
ee Sees Gre GEE gan oe sees cage ws teens 548,708 290,609 
8 oa re Ota ha Bn 5 & aria dc yw ese ancnio a GA 3,943,000 4,187,291 
*Revised. & 


IMPORTS AND EXPORTS OF MINERAL CRUDE OIL (In Barrels) 
(Compiled from the records of the Bureau of Foreign and Domestic Commerce) 
-—Sept., 1920—, —vect., 1920—, Jan. Uct. Jan.-Oct 








Total Daily Total Daily inclusive, inclusiy 
average average 1920 1919 
Imports: 
EE ccd nth OLA wae ns Oia eres Oe 11,650,085 388,336 11,361,376 366,496 79,509,565 43,467,07 
CUMOP GOUMBTEEE ccccccdacasciccce’ Gasceecé aseens 67 2 70,045 69,92 
. — eRe SS. 
0 ee eee ee eee PP 11,650,085 388,336 11,361,443 366,498 79,579,610 43,536,995 
Exports 
COG. cccccoccccccavecedde ce se 652,760 21,759 659,827 21,285 5,433,688 3,350,02 
Other countries ...........0:s od 83,678 2,789 89,646 2,892 1,250,108 400,76 
MEE wansardgsdercekinennowss 736,438 24,548 749,473 24,177 6,683,796 3,750,784 
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Excess of imports over exports. ..10,913,647 363,788 10,611,970 342,321 72,895,814 39,786,212 
CLASSIFICATION OF IMPORTS OF MEXICAN PETROLEUM 
Returns received by the United States Geological Survey directly from importers show 
the following classification of imports of Mexican petroleum for August, September and 
October, 1920: 
-—Percentage of total Mexican imports 


August September October 
Rae. DOO GUE. OD ovcdcsesctcscscedicecese 54 65 66 
SECAVY MERICER CFUGS Gl] .ncccccceccccccesseccees - 2 23 30 
TOGDOE TEOMIOGR GIUGS GE cccccccvvcccscevesssccee 17 12 4 


ESTIMATED DOMESTIC CRUDE PETROLEUM DELIVERED TO CONSUMERS BY PIPE 
LIEN AND OTHER MARKKELING COMPANIES (In Barrels) 











ra Aug., 1920—, -——Sept., 1920*—, -——Oct.., 1920, 
Source of oil Totai Daily Total Daily Total Daily 
< Average Average 
AOOGIRORIAE ccccccccccccccccece 2,632,000 84,903 2,812,000 93,133 2,467,000 
DD. on00cs0esecewcecess 158,000 5,097 245,0u0 8,167 370,000 
BEND §6cs6becccccreccccceseces 1,091,000 35,193 83,000 27,967 815,000 
SADEASOREMIOME cccccsccccecsceecs 20,997,000 677,823 21,062,000 702,067 21,428,000 
er eee 2,159,000 69,645 2,183,000 72,767 2,352,000 
Rocky Mountain ......scc-ceg0% 1,520,000 49,032 1,600,000 53,333 1,741,000 
PE scenes eeeecndenneenen 9,965,000 321,452 9,403,000 313,433 10,068,0U0 
RE e6hwesevs goes deesswasess 38,522,000 1,242,645 38,144,000 1,271,467 39,244,000 1,265,925 
*Revised. 


ESTIMATED CONSUMPTION OF DOMESTIC AND IMPORTED PETROLEUM 
(Sum of domestic production and net imports plus decrease of stocks or minus increas: 
of stocks 

July, 1920 Aug., 1920 Sept., 1920* October, 1920 


DED. ttbptn de teane sence edeaiawkateeswen war 43,710,000 47,490,000 43,815,000 49,901,000 
Fe ee ne 1,410,000 1,531,935 1,627,167 1,609,710 
*Revised. 
Summary 


Production of petroleum in the United States during October reached the highest 
mark yet attained, being nearly 40,000,000 bbls., or 6,500,000 bbls. more than in 
October, 1919. The dauy average production exceeded that of September by more 
than 22,000 bbls. This increase in domestic production, however, was nearly oltset 
by a decrease in net imports of Mexican oil, even though these exceeded 10,500,000 
bbls. lortunately, however, there was also a decrease in the daily rate of consump- 
tion, which resuited in an appreciable addition to stocks, amounting to more than 
500,000 bbls. during October. This net increase was nearly all in domestic stocks, 
the large losses in stocks of California, North Louisiana and Lima-indiana grades 
being more than counterbalanced by increases in stocks of Oklahoma-Kansas aud 
North Texas grades. 

The production of Texas during October, amounting to 9,269,000 bbls., a daily 
average of 299,000 bbis., makes that State a close third in rank, as compared wit!) 
Oklahoma, whose daily average was 301,000 bbls., and California with 305,000 bbls. 
Production increased during October in California, Wyoming, Montana and New 
York, as well as in Texas. Siightly decreased daily average production is reported 
for the other States. 

Prepared under the supervision of G. B. Richardson. 
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HOT WATER GUSHER DRILLED GAS SAND SHOWS OIL 





ALBUQUERQUE, N. M., Dec. 1.—The OKLAHOMA City, Okla. Dee. 1— 
Palomas Basin Oil Co., of which Lieu-| Several counties of Western Oklahoma 
tenant Governor Benjamin Sankey is| received a thrill of excitement last week 
president, has been compelled to abandon| when it was reported that the Porte: 
a test near Hot Springs in Sierra} Syndicate of Lawton had found a gus 
County because of entering a basin of} sand showing oil at 1,800 feet in a test 
hot water. The water was boiling and| south of the Cheyenne in Roger Mills 
flowed from the hole at the estimated} County. The strike was reported to ti 
rate of 1,000 gallons a minute. Temper] oil and gas division of the Corporation 
was taken out of the tools, practically| Commission and a State conservation of 
destroying them. The hot water was| ficer was sent to the well. Excitement 
drilled into at 200 feet. Governor San-| was so high that a special train is re 
key announces that the company will| ported to have been run out of Clinto: 
make a test at some other point in Sierra| to Cheyenne carrying interested persons 
County. The McCray Development Co. last 

A rotary rig has been installed on the| week spudded its first test on the Whit 
test of the Angelus Oil Co., of California, | ney farm, 17 miles south of Alva, Wood 
near Myndus in the vicinity of Columbus.| County. The event was extensively ad- 
F. C. Manley, manager of the company, | vertised and a large crowd attended the 
says that the company now has equip-| ceremonies incident to starting the ma 
ment and funds to complete the test. chinery. 
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' SINCLAIR OILS 


Petroleum Products of Quality : 


SEL, SASOLINE LUBRICANTS | | 
CATING) KEROSENE PARAFFIN WAX | | 

NAPHTHA FUEL OIL 1 | 
ONS’ GASOIL ROAD OIL | 


SINCLAIR REFINING COMPANY 


111 W.Washington CasieAvpress 120 Broadway 
CHICAGO ILL “Sorcorp” NEWYORK NY 
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Fairbanks-Morse 
ov ” 
Oil Engines 


Use Low Priced Fuel 


Oils for Power : 









When you buy an engine you want power that you 
know will stay on the job for continuous, long runs 
without constant attention and numerous adjust- 
ments. The “Y” engine is proven in the oil fields for 
possessing just the features that oil field service de- 
mands—dependability, power and economy. There 
is always a fuel at hand—it uses crude or low 
grade fuel oils. Thousands of “Y” owners are prot- 





iting by their use. They are simple, strong and run 
without adjustment under varying loads. 





Sizes 10 H. P. > to 200 H. P. 


ww era 


MANUFACTURERS 





CHIicAaGco 














Engines—Pumps—Motors— Hoists—Air Compressors—Fairbanks Scales—Shef field Motor Cars—Stand Pipes—Coarling Stations— Etc. 
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OBTAINING PETROLEUM LAND PATENT 


Decision of the Supreme Court of the United States Deals With a 
Subject of Far-Reaching Importance—Oil as a 
Mineral and Plzc2r Mining Claims 
are Discussed 


By Rice & Lyons, Attorneys, Tulsa, Okla. 


It is necessary for the oil man to en- 
joy more general useful information than 
is required of men engaged in ‘more 
sedentary occupations. Under present 
conditions, he must know something of 
the method of obtaining oil lands in 
Mexico, Turkey, Russia, South America, 
and practically ali foreign countries. 

Oil is ordinarily considered a mineral, 
and therefore, the opinion of the Supreme 
Court of the United States covering 
quite fully the mining laws of the United 
States, so far as applicable at that time, 
is instructive and interesting. The min- 
ing law is so much the result of practical 


‘experience and rules adopted by the min- 


ers that the law of all countries is bas- 
icly much the same. This is particularly 
true in regard to those minerals which 
the mining laws intended to cover. It 
is very doubtful if the mining laws ever 





intended to cover petroleum as a min- 


eral. One can see at once: that the dis- 
covery of gold on the surface is far dif- 
ferent from the discovery of petroleum 
many feet below the surface. Seepage 
of oil on the surface is by no means the 
same as a superficial deposit of gold 
Assessment work of a few hundred dol- 
lars a year on an oil claim is not prac- 
tic.1, while it might be practical on a 
gold claim. 

However, Congress saw fit to extend 
the general placer mining laws to cover 
discovery and development of oil lands. 
Congress said that 

“* * * Where oil lands are located as 
placer mining claims the ennual assess- 
ment labor upon such claims may be 
done upon any one of a group of claims 
lying contiguous and owned by the same 
person or corporation, not exceeding fiv« 
claims in all, provided that said labor 
will tend to the development or to de- 





termine the oil bearing character of such 
contiguous claims.” 

Union Oil Co. vs. Smith, 63 L. Ed., 
Page 635. 

In the case under consideration, it ap 
peared that one Smith being in posses- 
sion of a placer mining claim compris- 
ing 160 acres of land in California, part 
of the public domain of the United 
States, under a location notice posted 
and recorded by himself and seven other 
persons who afterwards conveyed their 
interest to him, and being engaged in the 
diligent prosecution of work for the pur- 
nose of finding oil unon the claim 
brought a suit in the California courts 
to determine his title, making the Union 
Oil Co. of California a defendant. The 
Union Oil Co. claimed a superior right 
over Smith, under a mineral land loca- 
tion made by eight qualified associate 
many ye'rs before. No discovery of oil 
or other minerals had been made b* 
either party at the time of the bringing 
of Smith‘s suit. At the time Smith lo- 
eated the lands, the Union Oil Co. war 
not occupying that 160 acres, but was ir 
setual occupation of a contiguous 160 
acres, unon which it was drilling a well 
about 1,000 feet from the disputed 160 
eres. The Union Oil Co. claimed the 
right of possession of five contiguous 
claims under the Act of Congress above 
recited, and that its work tended to de- 
termine the oil bearing character of the 
160 acres claimed by Smith. The oi! 
company contended that it had acquire¢ 
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F’r instance—in one tower say 20 
is drilled 
through, the driller reports that 
much hole. Then along comes the 
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But behind this 4-point perfect 
Reed Reamer following this fast 
cutting bit, the hole is always per- 
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the possessory right of a locator before 
discovery in the five contiguous claims 
taken up as oil bearing lands, and that 
it could preserve and maintain a right 
to all of them by means of a continuous 
occupation of one, coupled with diligent 
prosecution in good faith of a sufficient 
amount of discovery work thereon, and 
that such work tended to determine the 
oil bearing character of the other claims. 

It will be observed that Smith and the 
Union Oil Co. are in the position of 
prospectors or explorers upon the public 
domain—they are locators, but have not 
made discovery of any minerals; it js 
important to have in mind what is meant 
by “annual assessment labor” (supra), 
and the part it plays in the operations 
of miners under the mining laws of the 
United States. 

The mining laws of the United States 
provide that all available mineral de 
posits in lands beJonging to the United 
States are free and open to exploration 
and purchase under regulations pre. 
scribed by law, and according to the 
local customs and rules of miners in the 
several mining districts. It is provided 
that no location of a mining claim shal] 
be made until the discovery of a vein or 
lode within the limits of the claim jo 
eated, but it is also provided that locat 
ors, so long as they comply with the law. 
shall have the exclusive right of posses 
sion and enjoyment of all the surface 
included within the lines of their loca- 
tions. The miners of each district have 
a right to make regulations not in eon- 
flict with the laws of the United States. 

0:1 As a Mineral 

Under this legislation, petroleum for 
many yecrs was regarded as a mineral, 
although not especially mentioned as 
such, and claims of oil lands were dis 
posed of by the Land Department under 
the provisions of law relating to placer 
claims, with the single exception of a 
case which was afterwards over-ruled. 
In order to obviate the effect of this 
case, Congress passed a law declaring 
that 

“Any person authorized to enter lands 
under the mining laws of the United 
States may enter and obtain patents to 
lands containing petroleum or other 
mineral oils, and chiefly valuable there- 
for, under the provisions of law relating 
to placer mineral claims.” 

It is clear that in order to create valid 
rights or initiate a title, a discovery of 
mineral is essential. Nevertheless, an 
express invitation is extended to all 
qualified persons to explore the lands of 
the United States for mineral, and hold 
out to him who succeeds in making a 
discovery the promise of a full reward. 
Those who accept its invitation and pro- 
ceed with explorations upon vacant lands 
of the United States, are not treated as 
mere trespassers, but as licensees or ten- 
ants at will. For, since as a pr.ctical 
matter, exploration must precede the dis- 
covery of minerals, and some occupation 
of the land ordinarily is necessary for 
exploration, lezal recognition of a pros- 
pector is universally regarded as a ne- 
cessity. It is held that upon the public 
dom.in a miner may hold the place in 
which he may be working against all oth- 
ers having no better right, and while he 
remains in possession, diligently work- 
ing toward his discovery, is entitled—at 
least for a reasonable time—to be pro- 
tected against forcible or fraudulent in 
trusions upon his possession. 

Therefore, it has come to be generally 
recognized that while discovery is the in- 
dispensible fact, and the marking and 
recording of the claim dependent upon 
it, yet, the order of time in which these 
acts occur is not essential to the ac- 
quisition of the exclusive right of pos- 
session of the discovered mineral, or the 
obtaining of a patent therefor—in other 
words, the discovery may follow after 
location, and give validity to the claim 
as of the time of discovery, provided no 
rights of third parties have intervened 
Whatever is the nature and extend of 
this possessory right before discovery is 
somewhat dependent upon local laws. 
conditions and good faith, but all au- 
thorities agree that such possession may 
be maintained only by continued actual 
occupancy by a qualified loc.:tor or his 
representatives, engaged in persistent and 
diligent prosecution of work looking to 
the discovery of mineral. 

Exclusive Possessive Rights 

After the discovery of mineral, the lo- 
cator acquires substantial rights against 
the United States and all the world. If 
he complies with the law, he has an e*- 
clusive right of possession to the extent 
of his claim, with the right to extract 
minerals without paying any royalty, 
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Examine The FAIRBANKS Super-Diesel 
9 | Closely 


and you will find that: 
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—There is absolutely no fire hazard because no blow 
torches, hot plates or electric devices are needed to secure 
ignition. 


PO LST pee 


—It requires no high pressure to inject the fuel. 


—it starts instantaneously on the fuel the engine runs on. 
—it burns the cheapest kind of fuel oil. 





—because of uncomplicated construction it does not need 
the attention of a trained operator. 


Ask us for Booklet EP-5. It tells the story in detail. 
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and without ever applying for a patent 
or seeking to obtain title to the fee, sub- 
ject, however, to the performance of the 
annual labor required by law. If he is 
not content with this, the locator may 
obtain a patent to the claim by comply- 
ing with the verious provisions of law 
but even without that, the possessory 
right of a qualified locator, after the 
discovery of minerals, is a property 
right unaffected by the fact that the 
paramount title to the land is in the 
United States. The right is lost only by 
abandonment, as by non-performance of 
the annual labor required, but actual 
and continuous occupancy of a_ valid 
mining location based upon discovery, is 
not essential to preservation of the pos- 
sessory right. 

The court, after the above review of 
the mining laws, says that it is not to 
be doubted that the terms “assessments” 
and “annual assessment labor” refer to 
the annual labor required under the min- 
ing law. The court says that it is im 
portant to observe in the Acts of Con- 
gress, as in the practice of miners, that 
“assessment work,” had nothing to dé 
with locating or holding a claim before 
discovery. On the contrary, it was the 
condition subsequent prescribed by Con- 
gress to be performed in order to pre 
serve the exclusive right to the posses- 


sion of a valid mineral land location, 
upon which discovery had been made 
Hence, the declaration in the statute 


that where oil lands are located 2s placer 
mining claims, the annual assessment 
labor upon such claims may be Wone upon 
any one of a group of claims lying con- 
tiguous and owned by the same person 
and indicates that the necessary x“ssess- 
ment work, if done upon one of the 
group, should have the same effect as if 
propeerly distributed among the several 
claims. “Group assessment work” did 
not originate with this statute. From an 
early period, the economy of operating 
contiguous mines or claims by a single 
system was recognized, but insofar as 
petroleum was concerned, Congress recog- 
nized that it is necessary to bore wells 
in order to determine whether or not oil 
exists in paying quantities, and that the 
industry will be more benefited by per- 
mitting the owner to spend his means 
in sinking a single well than by requir- 





ing him to distribute his means among 
several claims. 

The Union Oil Co., while conceding 
the general rule to have been established 
that assessment work could avail noth- 
ing except when performed upon and for 
the benefit of a claim in which a dis- 
covery of mineral: already had been made 
insists that the difficulty and great ex- 
pense attendant upon the sinking of 
wells to make discovery of oil, made it 
evident that the application of the doc- 
trine was a great burden upon the oi’ 
miner. The oil company further made 
the argument that after the discovery of 
oil, there was no need to encourage the 
miner in doing a work tending to deter 
mine the oil bearing character of the 


lands. 
The Court’s Opinion 

The court said in its opinion the Acts 
of Congress show no purpose to dispense 
with discovery as an essential of a valid 
oil location or to break down in any 
wise the recognized distinction betweer 
the possession of a prospector doing 
work for the purpose of discovering oi! 
and the more substantial right of pos- 
session of one who had made a discover: 
and performed annual development work 
to maintain his right to the mineral unti! 
patent is obtained. 

In effect, the court holds that. the 
Union Oil Co., before discovery of oil 
could not maintain a right to all of th 
five contiguous placer claims by mean: 
of the continuous actual possession of 
one ealim, although coupled with dili- 
gent prosecution of discovery work. It 
also held that the laws above quoted 
recognize the distinction between the 
possessory right of a prospector doing 
work for the purpose of discovering oil 
and the more substantial right of one 
whe has made a discovery and performed 
annual development work to maintain 
his right to exclusive possession and en- 
joyment until a patent is obtained. 

Under the mining law and this case 
the locator may go upon the public do- 
main, mark and record his claim—com- 
mence drilling «nd while he continues 
work—be assured of exclusive posses- 
sion of the land. If he discovers oil he 
has a property right, good against the 
United States and all the world. 

It is apparent, however, that the placer 
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mining laws are not applicable to the 
development of petroleum lands. Placers 
are described 2s merely superficial de 
posits occupying the beds of ancient 
rivers and valleys washed down from 
some vein or lode. The term sometimes 
means the entry of placer claims cover- 
ing superficial deposits. It is not a lo- 
eation of a lode or vein, but is simply 
a claim of a tract or parcel of land for 
the sake of loose deposits of mineral 
upon or near the surface. The leasing 
bill lately passed by Congress shows 
that the law makers are gradually be- 
coming educated to the inapplicability 
of the placer: mining law to petroleum 
lands, and no doubt suitable legislation 
will be enacted which will permit ex- 
ploration of the public lands for petrol- 
eum in a more practical manner. 





GAS WELL IN QUEENSLAND 


Reports via London tell of a further 
heavy flow of gas is recently reported 
from the Roma oil well in Queensland. 
The work of removing the 6-inch casing 
had been completed when the gas was 
first struck, and the resultant extra pres- 
sure forced the water to the top of the 
derrick, a distance of about 90 feet. The 
engineer succeeded, after a time, in get 
ting the water under control, but the 
pressure of the gas, it is stated, continues 
to increase. The temperature of the 
water has fallen from 132 degrees. At 
first sight the derrick appe:red to be in 
flames, and this caused a general stam- 
pede to the well, but it was soon ascer- 
tained it was merely the water being 
forced up. The engineer anticipates 
being able to adjust the gas regulator 
with a view to controlling the pressure 
of the gas, within a few days. 


MONEY FOR THE INDIANS 


PawuuskKaA, Okla. Nov. 29.—In- 
come of Osage Indian allottees for the 
year of 1920 will total nearly $10,000 
for each member of the tribe and chil- 
dren who have inherited oil rights be- 
cause of the death of relatives. Such is 
the belief of officials at the Government 
Indian Agency here, who base their esti- 
m.te on payment of a regular allotment 
in December. 

Bonus payments of $1,000 are now 
being paid to members of the tribe as an 
extra dividend derived from past lease 
sales, the purchasers being oil com- 
panies and individuals who pay one- 
fourth the price of the lease at once, 
with the balance due in three years at 6 
per cent interest. The total being paid 
the Osages as bonuses is $2,225,000. 

There are now 2,228 original shares in 
the Osage Indian tribe, according to 
officers of Indian affairs, this being the 
number of Osages and those adopted into 
the tribe when the rolls closed for this 
bonus allotment. 








NITRO FAILS TO LET GO 


From the Muskogee (Okla.) Phoenix: 
Seventy quarts of nitro reposes in the 
481 to 490-foot sand at the Beckett- 
Meinau test in Section 6-14-19, and 
every ¢ffort made so far by the ‘shvot- 
ers” Las failed to discharge it. first 40 
quarts were anchored in the sanc. Then 
a jack was sent ia. It refused to do its 
duty. ‘Then another 10 quarts and an- 
other jack were sioughed into ine sand. 
Ard stud another combination of the 
same sort was sent in. Still nowiag o- 
ing. Yesterday 10 quarts were dumped 
into the whole mess and a jack sent 
dewn. Silence except for the “ping” of 
the jack. And this is the situation as it 
stands today. The shooter, who refuses 
to admit that he intends to winter here. 
will be back again today and will make 
another attempt to discharge the shot. 
One thing is certain in that shallow hole. 
that when the 70 quarts do get started 
things will immediately start going up- 
ward and outward. 





TWO BANKS ARE MERGED 


What is declared to be the largest 
merger in the history of Oklahoma was 
completed here this week, when the First 
National and Union National Banks of 
Tulsa were consolidated at a joint meet- 
ing of their boards of directors. 

The consolidated institution will be 
known as the First National. Grant R. 


McCullough, president of the First Na- 
tional for many years, was unanimously 
elected president of the new bank. The 
bank's capital will be $1,000,000 and its 
surplus $450,000. 





ADDITIONAL PERSONALS 


Walter S. Markham, oil man of Tulsa 
is the guest of his sister, Miss Jane 
Markham, of Bradford, Pa. 

Paul Konz, a popular oil man, one of 
the organizers of the Carteret Oil (Co 
left here during the week for Fort Worth’ 
Texas, 





Andy Gartland, a pioneer oil man 
who is widely known in the fields of the 
East and West, has arrived in Tulsa 
from San Antonio, Texas. 

Edourad Mazeret and Joseph Filho] 
representatives of the Petroleum Depart. 
ment of the French Government have ar- 
rived in Tulsa on an official visit anq 
are the guests of Captain E. Constantin 





J. H. Bird, of Bradford, Pa., is look. 
ing over his interests in Kansas and Ok- 


Izchoma. Mr. Bird has holdings jp 
Marion County, Kansas, which are 
among the best in the prolific Covert 
pool. 


Dr. W. Armstrong Price has resigned 
his position as paleontologist wit! the 
West Virginia Geological Survey, and 
is now in Tampico, Mexico, as geologist 
with the Transcontinental Petroleum (Co, 
He is accompznied by Lloyd C. Gibson, 
formerly geologist with the Senecs (jj 
Co., of West Virginia. 


L. L. (Lew) Childs, of the [eed 
Roller Bit Co., of Houston, Texas. has 
gone to Tampico, Mexico, to represent 
the interests of the- company in the 
Mexican oil fields, handling the Reed 
roller bits and reamers. The Reed Roller 
Bit Co. is making steady progress in its 
business and in order to have room for 
expanding activities has added 1,000 
square feet to the floor space of its 
Houston plant. Lathe equipment and 
other increased facilities double the big 
shop’s capacity. 


IN SOUTHWEST TENNESSEE 
St. Louis, Mo., Nov. 29. 
To The Oil and Gas Journal: 

In the southwestern part of Tennessee 
there is much oil interest, even if this 
fact has escaped the notice of oil writers. 
In Hardin and Dee:tur counties much 
land has been leased for oil purposes, but 
up to the present no real development 
work has been done, due I believe, to a 
lack of the oil possibilities of the dis- 
trict being known. The Chamber of 
Commerce of Savannah (Hardin Coun- 
ty), is now thoroughly interested and 
has done much to arouse local people to 
the opportunities thereabouts, but it is 
my belief that outsiders should also be- 
come identified with a development 
movement. Geological reports show that 
in that section may be found the best 
part of the Tennessee oil structure. 

Knowing that The Oil and Gas Jour- 
nal is read by a majority of the oil men 
of the country, I am writing to you in 
the hope that some of the going con- 
cerns of the business may devote atten- 
tion to the possibilities of striking oil 
in Hardin and Decatur counties. 

Noa LEE. 








OIL TESTS IN ARKANSAS 


Hope, Ark., Nov. 27.—With eight or 
10 test wells in prospect and timbers for 
a derrick being placed on the ground at 
the first location, oil development in the 
Hope territory is taking on renewed in- 
terest and there is now a certainty that 
a complete test will be mede of the field 
which geologists declare offers tle best 
prospects of any wildcat field in the 
State. Oil developments in the Hope 
field were started by the Hope Oil & 
Leasing Co., which has just close! two 
drilling contracts with big companies to 
test out certain acreages. The White 
Oil Corporation, a concern with millions 
back of it. has also contrected to begin 
drilling. This location was made on the 
George Jones tract in Section 12, Town- 
ship 14 south, Range 24 west. 


SOLD BY THE RECEIVER 


EASTLAND, Texas, Nov. 27.—The prop- 
erty of the Liberty Refining Co. of Cisco 
was sold at receiver's sale here today for 
$88,000 to the Imperial Refining Co. of 
Oklahoma. Claims against the company 
aggrezate $147,000. Judge Davenport, of 
the Eizhty-Kighth District Court, will 
hold a hearing next Saturday in the mat- 
ter of approving the sale, 
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For Prompt Electrical Service 


Get in touch with the nearest Western Electric 
House when you want prompt service on any 
electrical material. 












We have six houses in the oil region, and eaci 
house carries adequate stocks of Motors, 
Power and Light Outfits, Pole Line Materiai, 
Sunbeam Mazda Lamps, Habirshaw Wire, 
Wiring Devices and everything electrical. 


With such an organization you can easily un- : 
derstand why the Western Electric Company 
is your logical source of supply for electrical 
goods. 


Western Electric Company : 


DALLAS KANSAS CITY DENVER 
HOUSTON OKLAHOMA CITY ST. LOUIS 
Tulsa Representative, C. B. Nelson, Central National Bank Building, Telephore Osage 4190 




















Cooper Gas Engines and Com- 
pressor Units are built for the 
special requirements of the 
Natural Gas Trade in standard 
sizes of 150, 300, 485, 650, 970 
and 1,300 B. H. P. for the most 
severe service where continu- 
ous operation is necessary. 
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AMERICAN OIL RIGHTS ARE DISCUSSED 


Secretary of State Colby Notifies British Government of American 
Position Regarding the Exploitation of Oil in Mandate 
Countries, Barring Americans from Participation 
—Polite but Emphatic Official Protest 


WASHINGTON, Nov. 25.—The Ameri- 
can Government has informed Great 
Britain politely, but firmly, that it dves 
not propose to be excluded from partici- 
pation in the rights and privileges se- 
cured under mandates provided in the 
tre.ties of peace. Furthermore, it ex- 
pects to be heard regarding the terms of 
those mandates before they are put into 
force. 

The position of the United States is 
set forth in a note by Secretary Colby 
to Earl Curzon, the British secretary 
for foreign affairs, and the _ specific 
question discussed is that of the Meso- 
potamian petroleum fields. Mr. Colby’s 
November 20, and was 
mide publie today following its deliver) 
to the British foreign office early this 
week. It is in reply to a British not« 
of last August 9, which has never been 
made public and which deals with the 
application of the principles of equality 
of treatment to the territories of the 
Near East to be placed under British 
mandate. 

The American note takes issues with 
what is deseribed as the British position 
that mandate agreements and treaties are 
to be considered ou'y by states that are 
members of the league of nations. It 
states that the United States as a par- 
ticip.nt in the world war “and a con- 
tributor to its suecessful issue cannot 
consider any of the associated powers. 
the smallest not less than itself, de- 
berred from discussion of any of its con 
sequences, or from participation in the 
rights and privileges secured under thi 
mandate provided in the treaties of 
peace.” 

Mr. Colby says in his note that the 
American Government accepts the state- 
ment of the British Government that it 





bas refrained from exploiting the petrol 
eum resources of the mandated terri- 
tories in question “and welcomes your 
vledges that it is far from the intentior 
of Great Britain to establish any kind 
of monopoly or preferred propositions in 
its own interest.” 
Equal Treatment 

“T need hardly refer again,” Mr. Colby 
continues, “to the fact that the Govern- 
ment of the United States has consist- 
ently urged that it is of the utmost im- 
ortance to the future peace of the world 
that alien territory transferred as a re- 
sult of the war with the central power; 
should be held and administered in suel 
a way as to assure equal treatment to 
the commerce and to the citizens of al! 
nations. 

“It is assumed accordingly that your 
statement with reference to a mandate 
(not deseribed) together with the state- 
ment that the draft mandates for Meso- 
votamia and Palestine have been pre- 
pared with a view to secure equality of 
treatment for the commerce and citizens 
of all states which cre members of the 
league of nations, do not indicate a sup- 
position on your part that the United 
States cun be excluded from the benefit: 
of the principal of equality of treat- 
ment.” 

Referring to the statement by the 
British Government that the draft man- 
dates for Mesopotamia and Palestine. 
which have been prepared, will, when ap- 
proved by the interested allied powers, 
be communicated to the council of the 
league of nations, the American Secre- 
tary of State says: 

“The United States is undoubtedly 
one of the powers directly interested in 
the terms of the mand.tes, and, I there- 
fore request that the draft mandates 
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be communicated to this Government be- 
fore their submission to the council of 
the league.” 

“The fact cannot be ignored,” Mr. 
Colby continues, “that the reported re- 
sources of Mesopotamia have interested 
publie opinion of the United States, 
Great Britain and other countries as a 
potential factor in the economic situa- 


tion.” 
Good Faith of Nations 

“Because of the fact that they be- 
came an outstanding illustration of the 
kind of economic question with refer- 
ence to which the mandate principles was 
especially designed, and indeed, a_ pe- 
‘uliarly critical test of the good faith of 
the nations which have given their ad 
herence to the principle. This principle 
was accepted in the hope of obviating in 
the future those international difference: 
that grow out of a desire for the exclu- 
sive control of the resources and mar- 
kets of annexed territories.” 

Mr. Colby then frankly states that 
the American Government finds diffi- 
culty in reconciliating the special ar- 
rangements set forth in the so-c.lled San 
Remo petroleum agreement between 
Great Britain and France. With the 
British Government’s statement that thi 
vetroleum resources of Mesopotamia and 
freedom of action in regard thereto wil! 
be secured to the future Arab state, ax 
yet unorganized. 

“Furthermore,” he says, “it is diffi 
cult to harmonize that special arrange- 
ment with your statement that conces- 
sionary claim, relating to those resources 
still remain in their pre-war position, and 
have yet to receive, with the establish- 
ment of the Arab state, the equitabl 
consideration promised by his majesty's 
Government. 

San Remo Agreement 

“In this connection, I might observe 
that such information eas this Govern- 
ment has received indicates that, prior to 
the war, the Turkish Petroleum Co., t 
make specific reference, possessed in 
Mesopotamia no rights to petroleum con- 
cessions or to the exploitation of oil, 
and in view of our assurance that it is 
not the intention of the mandatory power 
to establish on its own behalf any kind 
of monopoly, I 2m at a loss to under- 
stand how to construe the provision of 
the San Remo agreement that any privat« 
petroleum company which may develo 
Mesopotamid oil fields ‘shall be under 
permanent British control.’ ” 

Another Protest 

THE Hague, Nov. 25.—The American 
legation here has taken up with the 
Washington Government the question of 
the virtu.1 barring of American oil in 
terests from the Djambi oil fields in th« 
Dutch East Indies if the Duteh parlia- 
ment approves the bill already introducec 
in parliament, under which the Batavi 
Oil Co., one of the Dutch group, would 
gain an exclusive concession. The Ba- 
tavia company is 60 per cent Dutch and 
40 per cent British. The American 
principle of the “open door” recently ex 
pressed in regard to the Anglo-Frencl 
oil interests in Mesopotamia, may apply 
in this case, it is said here. 

The Dutch contention, however, is that 
the laws of the East Indies limit con 
eessions there to Dutch controlled com- 
panies. There are Standard oil sub 
sidi ries, in which much stock is held by 
Hollanders, opersting both to Holland 
and the Indies with Dutch directors. 


UNDERREAMER MISUNDERSTOOD 








When a man ealled at Tulsa brench of 
the Bridgerort Machine Co. recently, and 
asked for the services of an undertaker 
Seth Rowland, manager, was surprised. 
“We are not undertakers,” he explained 
The man said he had read on the window 
something about undertaking. The map 
was asked to look again. ‘“Underreamer” 
was the word he saw but he was not sure 
as to what it meant. 

Another caller was an elderly woman 
who sought underclothing for a_ littl 
boy that accompanied her. She, too, had 
read about the “underreamer” and sup- 
posed it was some kind of underclothing 

Now a regular underreamer is ex- 
hibited in that window and it is prop. 
erly Isbeled so that ‘he who runs may 
read and understand. 


ILLINOIS PIPE LINE 





Illinois Pipe Line Co. has declared a 
semi-annual dividend of $10 a sh re, pay- 
able December 31; books close November 
10 and reopen December 22. The last 
three semi-annual payments were $8 a 
share. 





CATO SELLS FOR EXTENSION 
OF THE OSAGE TRUST PERIOD 


Cato Sells, commissioner of Indian 
affairs, who spent more than a month 
in Oklchoma, recently, inspecting condi 
tions at the different Indian agencies, jx 
strongly in favor of extending the Osage 
trust period 25 years after the presen 
period expires in 1931. 

Under the proposed extension the ri-.| 
Osages would pay 3 per cent on the roy 
alty they receive, the money being uti! 
ized for constructing and maintainin: 
roads and bridges in Osage County 
Under the provosed extension Dill the 
lessees’ share of the oil production would 

Iso be subject to the present gross pro 
duction tax collected by the State of Ok 
lahoma. As the present annual value of 
oil and gas being produced on the Osage 
reservation is in excess of $50,000,000 
it would mean, should the legislation be 
enacted, that Osage County wou'd re- 
ceive several hundred thousand dol)urs 
and the State approximately $1,000,000 
annually, not now collectible, and Jesse 
wvuld have their leases extended. 

Commenting on the benefits to ac 
crue from the extension of the trust per 
ied, Commission Sells said: “Osa: 
County would in this way, and not other 
wise, soon become one of the best roi 
and bridge improved counties in thx 
Southwest; while the public, including 
the surface purchasers who bought for 
surface prices and who bear none of thi 
expense, would profit from the use of 
improved road and bridge facilities and 
the consequent largely enhanced land 
values; oil and gas lessees would hay: 
unequalled highway trensportation con 
ditions for development purposes; the 
Indians an extention of the trust period, 
and Oklakoma would recover into the 
treasury of the state $1,000,000 annually 
for more than a quarter of a century.” 


} 





JOHN B. SKELLY’S ILLNESS 

From the Oil City (Pa.) Derrick: 
Oil City friends, as well as members of 
the family and friends in Bradford are 
deeply concerned over the serious ill- 
ness of John B. Skelly, agent in Bradford 
for the Joseph Seep agency. His illnes 
is heart disease with complications. 

For many years Mr. Skelly was a resi- 
dent of Oil City. In the early 80s he 
was one of the many expert telegraph 
operators for the American Rapid and 
Western Union Telegraph companies 
operating trunk wires connecting with 
the Oil exchange with exchanges in New 
York and Pittsburgh. When the agency 
system for determining the price of crud 
succeeded the speculztive, he was taken 
over by Mr. Seep, and after some service 
here was one of the first to be sent to 
the agency in Bradford when it was es 
tablished there. There are few men. 
former residents of this city who have 
more true sincere friends and admirers 





ZAHNISER MFG. COMPANY 


WASHINGTON, Pa., Nov. 29.—Announce 
ment was recently made of an import:.nt 
change in the manufacturing business of 
Zahniser Bros. & Sten, Inc., with head- 
quarters at 420 West Chestnut Street. 
this city. A new company has _ been 
organized, with new men at the head, and 
incorporated under the laws of Delaware 
as the Zahniser Manufacturing Co. of 
Washington. It is capitalized at $200, 
000. The new concern takes over tlie 
Washington plant of Zahniser Bros. & 
Sten, one of the oldest companies in tlie 
East manufacturing steel drilling er- 
ricks, oil and gz:s well supplies, grey 
iron and brass castings and conducting a 
general manufacturing and oil well sup- 
ply business. The transfer includes the 
real estate, equipment, all merchandise 
and everything about the plant in West 
Chestnut Street. The Waynesburg pl:nt 
is retained by the Zahnisers 





REPORT BY TEXAS LINES 


AUSTIN, Texas, Nov. 27.—Pipe_lines 
operating in Texas pl 8,184,527.77 
bbls. of oil during the month of October. 
according to a report of the Railrozd 
Commission, issued today. The report 
is based on statements received from the 
various pipe lines companies operating in 
Texas, The largest total from one 
source is 1,033,621 bbls. from the West 
Columbia field. Breckenridge is second 
with 1,501,783 bbls. 
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The Oil Engine You Have Been Looking For 


Ingersoll-Rand Type “P’’ 45-90 H. P. 


(£uilt under license of Price Engine Corp.) 


The Type “P” Oil Engine is distinct in all of its 
features. Ignition is by heat of compression only, 
with a low compression pressure. There are no hot 
bulbs or plates, no high compression pressures, no 
mechanically operated spray valves—simply a water- 
cooled head and a fuel pump. The fuel is introduced 
by “direct injection,” without the use of compressed 
air or preliminary explosions. 

The fuel consumption of this engine at full load 1s 
only .45 Ibs. of crude or fuel oil per B. H. P. hour. 

And the lubricating oil consumption is less than 
one-fourth gallon per 1,000 H. P. hours. 

The Type “P” has the economy of a Diesel Engine, 


the simplicity of the Semi-Diesel and the reliability of 
a Steam Engine. 





Ingersoll-Rand Company The details of construction of this unusual engine should be carefully 


a studied. Each part is built in accordance with the practice and to the high 
General Offices: 11 Broadway, New York standards that characterize all Ingersoll-Rand equipment. 
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eliability— a 
An absolute guarantee of quality oi 


products, of deliveries, of contracts ful- 


filled—this is RELIABILITY. 


six modern refineries in the Mid-Conti 
nent district—five in Oklahoma and one 
in Texas—with a combined capacity of 
21,000 barrels daily. 


Evidence sufficient to insure reliability 
of this company’s guarantees. 














EMPIRE REFINERIES, Inc. 


(SUBSIDIARY CITIES SERVICE CO.) 
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OIL MEN OF MID-CONTINENT REGIONS 


Many of the Old-Timers in the Business are Here, and They are 
Carrying on Successfully—Thomas B. King, of Mus- 
kogee, Among Those Who are Mentioned 
—Tulsa Visit Recalled 


By Epwin C, Bett in Titusville Herald 


The great Mid-Continent oil field, com-| from Shaffer City to Petroleum Centre, in 
prising the States of Kansas, Oklahoma,| an Oil Creek flat-boat. He then jour- 
Texas, Louisiana and Arkansas, is a su-| neyed to Pithole City, and from there he 
premely remarkable section of this West-|took up his abode at Pioneer in 1866. 
ern world. Not only is it rich in petrol-| Next he went to Shamburg in 1868. In 
eum, but its agricultural capacity is un-| 1870 he went to Triumph Hill, near Tid- 
surpassed by any portions of the Repub-|joute. From there he followed the ex- 
lie of which it is a part. In live stock; citement to the lower Allegheny oil re- 
raising it holds a leading standard of ex-| gion, near Parker’s Landing. Then he 
cellence. In coal and other minerals, its} struck a rich lead in oil, and next, bought 
stratas of earth hold wonderful treasures} a farm near Syracuse, N. Y., where he 
of value. It is, in fact, a garden upon | lives to enjoy life. Meantime, he has op- 
earth, and capable of sustaining a vast/ erated for oil in Oklahoma and Kentucky. 
population of enterprising American peo- | Mr. Hoffman is, in the truest sense of the 
pk. term, a man of the age. He is popular 

While there are many cities and towns] with everybody and wherever he comes 
in this vast territory which are worthy|in association with those who know him, 
of high comment, yet Tulsa, in the State| he is the leader for jokes, laughter am 
of Oklahoma, is the oil capital of the} good fellowship. His audience always 
petroleum world. It is a city of more/loiters in his presence for the reason 
than 75,000 inhabitants, and was built} that it is hard to break away from so 
and is building from the products of oil.| genial a companion. He is greatly inter- 
It is truly the most magnificent town of| ested in founding an Oil Men's Home. 
its size upon the face of the globe. {t; Another of the oil old-timers of the 
demonstrates, as conclusive evidence, that | Pennsylvania region was Thomas K. King. 
oil men of the present age know how to| of Muskogee, Okla. Born one mile be- 
bui'd homes and business houses where|low Tarentum, in the Allegheny River 
the luxury of living can there be found—| region, in 1843, he began among the first 
equal to paradise on earth. to develop the petroleum industry on Oil 

Big Bill Hoffman | Creek. His first work was kicking the 

While recently in this truly beautifu'| spring pole. known as the “hemlock en- 
city of Tulsa on the occassion of holding} gine,” on the John Rynd farm, half a 
the Drake Day association anniversary} mile above Rouseville. But few men are 
commemorative of the man, Col. Edwin} now living who kicked wells down by 
L. Drake, who drilled the first oil wel!| means of the spring pole. King was not 
near Titusville, Pa., in 1859, it was our| very far away on the adjoining farm when 
fortune to meet many old-timers, who| Mrs. McClintock was burned to death. 
once trod the valley of Oil Creek and| She undertook to light a fire with crude 
other oil fields in the old Keystone State.| oil from a can, and it exploded, setting 
and who helped found the great oil in-| her clothes on fire. It was her oil fortune 
dustry. | that went to the celebrated Johnny Steel. 

Among these men was William H. Hoff-| Mr. King is in good health and a most 
man, who, in 1865, went down Oil Creek,' entertaining man to meet. His reminis- 
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MANUFACTURERS OF 


THE SAFEST, STRONGEST AND MOST 
POPULAR PULLING MACHINES 
ON THE MARKET 


Our Safety Pulling Machine on A Mast, 36 feet, full- 

length timbers, semi-steel reel, safety-brake 

F mechanism, extra broad gauge, attached truck, good 
for 2,000 feet. 


Our Safety Special, same as above, with extra heavy 
mast timbers, good for 3,000 feet. 


We also manufacture the Eclipse Pulling Machine 
on A Mast, 36 feet, full-length timbers, semi-steel 
reel, single brake, attached truck, extra broad gauge 
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ences of olden oil times are so rich in 
detail that they ought to be embodied in 
a volume. He very well knew Samuel 
Smith, who dwells in Titusville, and son 
of William Smith, who drilled the Drake 
well in 1859. 

Memories of Oil Creek 

Still another old-timer, whom we met 
in Tu'sa, was E. C. Jones. He said: 
“Tell Samuel S. Fertig, of Titusville, that 
I oftenthink of him, and it brings to my 
mind the days of the old times when we 
were on Oil Creek in the Pennsylvania 
oil region.” 

J. A. Wakebores was another Oil 
Creek pioneer. He was born at Pitts- 
field, Warren County, Pennsylvania, and 
when a boy attended school at Tarr farm, 
one of the prominent oil towns of Oil 
Creek, below Petroleum Centre. 

Then, when one meets the oil men of 
the Mid-Continent, their number is 
legion. It would require volumes of 
printed matter to record the experiences 
of these sturdy oil workers, who have de- 
veloped that great, rich field. We, how- 
ever, can only find room in this short 
article to mention only a very few of 
those fine gentlemen, who are engaged in 
one of the greatest industries of this mo4- 
ern world. 

Among these are J. H. Markham, Jr., 
a native of Pennsylvania. He is very 
much interested in providing a memorial 
to perpetuate to posterity the work of 
Col. Edwin L. Drake, who drilled the first 
oil well near Titusville, Pa., in 1859. Mr 
Markham is also in harmony with the 
proposition to establish an Oil Men’s 
Home at Titusville, Pa. Mr. Markham 
is one of the fine men of the age. He 
represents the highest type of manhood. 
It is opportune to have such men guide 
in such a benevolent enterprise. They 
will bring success to the undertaking. 

Another of the Tulsa, Okla., men is J. 
Eugene Huff, whose offices are in the 
Daniels building. He, truly, is enthu- 
siastic in regard to building a memorial 
to the memory of Col. Edwin L. Drake. 
He also is anxious to lend aid toward the 
founding of an Oil Men’s Home. He said 
he would devote much of his life work 
to see so noble an institution founded for 
the purpose of providing a refuge for 
oil men, who had grown aged and de- 
sired a refuge, where they could be cared 
for in their declining years. He is truly 
a gentleman of broad views and is kindly 
disposed toward others. He is also largely 
imbued with executive ability. 

Bill Skelly on the Job 

William G. Skelly is another oil man 
of the Mid-Continent, and a very suc- 
cessful delver in the enterprise. He has 
offices in the First National Bank build- 
ing, and is much interested in creatiug 
a memorial that will perpetuate the mem- 
ory of Col. Edwin L. Drake. 

Meeting T. C. Sheen, representative of 
the Rig and Reel Co. of, Parkersburg, W. 
Va., in Tulsa, Okla., he told the writer 
several pleasing oil region stories. One 
was about Joe Denton, who hailed from 
West Virginia, and is now an oil man in 
the Mid-Continent. One day Joe told 
of his experience in West Virginia and 
why he left that State. He said that he 
worked for an oil company which had a 
number of well that required five miles 
of travel to look after them. On this 
journey he was provided with a mule to 
ride. Then, later, they added seven more 
leases to the property, took his mule from 
him, and he had to walk 40 miles out Lo 
the last well and 40 miles in return, which 
made 80 miles of a tramp each day. But 
he did not mind the long walk until the 
company asked him to bring in the oi! 
run in a bucket, when he left the job and 
took up his abode in the Mid-Continent 
oil field. Denton at one time journeyed 
to Mexico, where he saw some of the 
great oil gusher wells. 

A number of young men hailing from 
the Pennsylvania Oil Creek region are 
making good in the Mid-Continent oil 
pool. Among these are Luke B. Carter, 


|| John W. Caldwell, J. H. Caldwell, Jr., 


Nelson K. Moody, Fred S. Howland, Cap- 
tain Roger Sherman and Alex N. War- 
ner. 





MAN IS FATALLY BURNED 
HELENA, Ark., Nov. 27.—John S. Yar- 


|| nell, 47 years old, traveling salesman for 


a local wholesale grocery house, was 
burned to death in his garage this after- 
noon when the tank of his automobile 
exploded while he was working on the 
engine. The automobile and garage were 
burned. Yarnell is survived by a widow 
and two children. 





PROBATIONARY PERIOD FOR 
ROUSTABOUT IS PRESCRIBED 


Following is a communication from 
the Chamber of Mines and Oil, Los An 
geles, Cal., to oil interests of that State. 
by A. L. Weil, chairman. It is self-ex 
planatory: 

“Your attention is invited to my let- 
ter of November 5th to Adjuster Hywel 
Davies, which has been agreed to: 

“In the operation of the recent memo 
randum, the operators find that certain 
men from time to time work in the 
roustabout gangs who are not entirel, 
qualified to do roustabout work, but 
whom the company desires to train fo 
that purpose. 

“In order to avoid any controversy 0: 
abuse of this situation, it is suggested 
by the operators that men may be en 
ployed by the companies and classified 
as common labor, though working in 
roustabout gangs, and doing roustabout’: 
work. This status shill not, however 
continue for a period of more than four 
months from the inception of their em 
ployment by the company. This shal! 
not apply to men who have theretofor 
worked for other companies in the i: 
dustry as roustabout for not less than 3v 
days. At the end of this period, if th: 
man continues to work in roustabou: 
gangs and do roustabout work from tin 
to time, he shall be clessified and paid 
as a roustabout or else shall be confined 
to work which is classified in the agree 
ment as the appropriate work of com 
mon labor only. ‘This shall not appl) 
retroactively. 

“It was also the understanding of the 
employers in the drafting of this agree 
ment, that grievances should be promptly 
presented. It is therefore our under 
standing that a reasonable time for the 
presentation of past grievances to thie 
workmen’s committee is 30 days from 
this date; that all future grievances 
should be presented to the workmen's 
committee within 30 days after the man 
has knowledge of his grievance. Appeuls 
to the adjuster must be filed within 30 
days after the workmen’s committee has 
failed to secure a satisfactory adjust- 
ment of the grievance with the employer. 
Any grievances not presented within the 
time stipulated shall not be considered.” 

IMPORTANT LITIGATION 

OKLAHOMA City, Nov. 30.—The 
Eastern Oil Co. today lost an oil lease 
valued at several millions, when the Su- 
preme Court in an opinion by Justice 
MeNeill affirmed the decision of the 
Creek County District Court and de- 
cided for G. J. Smith and Wallace 
Doolin, defendants. 

For nearly four years the suit has 
been argued. 

Failure to pay a $60 rental on the day 
specified in the lease caused the com- 
pany’s loss. The lease provided, accord- 
infi to court record, that failure to drill 
an oil well, or to pay $60 rental before 
December 23, 1916, would abrogate tle 
lease. 

The company sent a check to the Ex- 
change National Bank of Tulsa to be 
credited to Smith and Doolin, but the 
check was several months late and the 
lessors refused to accept it. 

The lease later developed to be of im- 
mense value. 








PRAIRIE PLANT. AT HEWITT 


ARDMORE, Okla., Nov. 29.—One of the 
finest pumping stations recently com- 
pleted is the Prairie Pipe Line Co.’s No. 
181, in the Hewitt field. The plant 
complete in its every detail, ideally | 
eated with reference to the production ot 
the field, and laid out so as to be of bes 
service to producers, and to provid 
greatest comfort to its employes. 

The plant has an average pumping ¢a- 
pacity of 29,000 bbls. daily, which en- 
ables it to take care of almost the total! 
production of the field. During the pas! 
four months the station has average’ 
daily a total of 21,000 bbls. 


CHANCE FOR FARMERS 


PLAINVIEW, Texas, Nov. 29. — The 
20,000 acres of farming lands located in 
the heart of the shallow water district 
here owned by Price Bros. are to be mac 
available to home seekers. This is the 
largest tract in this section not yet sub- 
divided. This property has been held by 
the same family for nearly half a cen- 
tury. Several thousand acres of it have 
been in cultivation for some time. 
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Power transmission belting must endure. It must withstand the 
destructive inroads of heat, moisture, dust, acid, and the wear of 





constant use. 
Camel’s hair, famous for tensile strength, woven together with 
long staple cotton, makes practically an indestructible fabric. It is A 


the secret of 


\ ‘‘Camel Hair’’ Belting 


‘A Daleway Product) 
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Name and Address— Barrels 
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In the Third Quarter of the Present Year 780 Producers Reported Conner Pet. Co., Wichita Falis..... 3:03.10 
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nolia Petroleum Co., fourth in volume of production, was credited with 1,326,296 a a ee Falls... ...ccsecgeccsscecccvessscceces 1,415.89 95 
> O22 2 POGWSO, BD. We, FUR wccvccececcecece POMOPHRSEE DAES CESS ES.Dae 2,669.72 3 
bbls., valued at $4,593,867. SEE gE eee res ER ESS Hel 3,356.72 ‘7 
The following companies produced oil valued at more than $1,000,000 during the| Curtis, Fa pee Falls .....++seee0s tine eee eee eee ee eees 706.08 2" 6 
quarter: Republic Production Co., Prairie Oil & Gas Co., Plateau Oil Co., Kansas-} Como, Oil Co., Childress ......... “Salida oh Satoshi Cateye ate 822.15 2.8% 
Gulf Co., Mid-Kansas Oil & Gas Co., Texas Pacific Coal & Oil Co., and Snow-| CUrch Bassett Syndicate, Fort Worth.......-.-...-...... 14,348.50 55,24 
den & McSweeney Cook Holbrook, Fort _W oe eee aieee. .” ueeaewe 1,189 
MCR y- 4 Conner & Kinnard, Wichita Falls ...........020ccceceeeeeeuces 12,224.07 42.784 
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Name and Address— Barrels Value Oe a ee eee eee eee ’ 
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American Consolidated Oil Co., Okla, City. SSE CE oe ee i Ce, Se ee BOND, oo cccccarovesceseceoceseeees 
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ek Sa dake eee kee bime shen aod 3,397.84 Piniomat Ol] Co., WOO. . 0... ccccsccccscvccsssccsecvsveccces ‘ 
ST, COE, TE RENOD Dc cer icecseacccccssccsovesnens 9,556.78 ¥ re ee ere ree eee en ee ere 
SO EET ET? Tet eee ee ee ee 14,269.96 80! i i i. oan sock Saw ane ine hoe pve WesnedteoetsanSecus 
Big 4 Consolidated Oil Co., El Paso...... Fis.57a, 515 OA Se 10,669.39 38,981.71} Darr, Frank, Wichita Falls ............0sceeee eee eeeeeeenes + 
Bia Joe Ol) Co., Fort Worth ..cccecccccccses eS ae ‘ 43.16 151.06 I Se I, CO I on nc oon ba duces 06000606 ewe seestic 
Biack Burnett OF) Ca., Wiehtta POlle.....cccsccccccdcccvesces 396.51 1,387.79 Develovers Cil & Gas Co., Wic hita ee rrr tree 
Bankers Pet. & Ref. Co.. Wichita Pavia... ....cccccccvcccccees 2,990.27 10,465.95 rr aks can ek iu ee enyeeeek eS ONE MOee eRe wees 
Gee, Te Bi, BOP CMO cw cccccecetescccceccccascunececcccece 1,379.36 4,138.08 Trornovan & Hevérick, Wichita Falla... .....e esc cccccccscsccces 
Big Pool Of) Co.. Wichita Palle ..ccccccccvcccescccccccccscsece 2.875.38 10,063.82 ee in Fe Is 6 6510 00.00 6006608818 Se wee seen eensees 
Blevins. J. E., Houston........ ES RES EPR ee 9,405.11 32,917.91 ee ID See Gy ED io. 6 bocce cd cececeenterereceseecesesess 
Belle Burk fal eae kay 6S bo W'O4.542 6048 ESE 3,144.06 11,004.21 Pilate Dames & Ca, FOG AMOS... 2. cccvvevcsvcscccccccccces 
Burgess, Burgess & Christman, aed peti tee aelck denies 1,263.96 4,739.85 Faton, F. E. & Son, Blectra .......ccccecettsccccsceceencees 
Bell Bros. & McDonald. Fastland........--...s-ceeeeceeeeeees 1,178.76 4,125.86 Fmpire Gae & Fuel Co. Rartlesville, Okla...-........-..eeeeeee 
TH. DO, GC. GB CHE Ce, BO POG c crevice svccvcccccvesccccccscve 363.30 1,346.1? et Gee Ee TR, GI, Fcc cewccccceweesescccccesccceaencs 
ee Ce Ee Ge Ge, Boo occ ccc ceric econ senséccecesecs 847.10 2,964.96 Fnete Hendrickson & Haren. Wichita Falls...........-..0c0000- 
Bewate Cll Co... BOR ARGON. cccccccccccvecccccccescccccecesece 2,764.50 9,675.75 Wl Paen Rurthurnett M1 Co... EB) Paso... . 2.022 ecccccccsccces 
Pe, TE, dias SEP MNS cc8 ce FeKc ec O eter saseeeneeseecuess 7,051.46 27,500.69 Deere He CU, WOOO FB ccc ners eceetesecoewewcceecess 
Burk Vernon Cil Co., Wichita Falls. ...........ccececceecceens 258.12 903.46 Pim Fill Cll Co., Corsicana. .......cceccesersees sevnccesececs 
we ee 550.79 1,927.79| Erie Oil & Gas Co., Huntington, Ind...............++--see0eee 
eee MN EG oo cay aa dielededit.cladnenee deve aeewe 139.72 457.06] E. M. F. Oil & Ref. Co., El Paso.........0--- ee eee eeeeeeeeees 
Burkburnett Oi! & Gas Co., Custer City, Okla............-.0e005 269.16 942.03| El Paso Burkburnett Oil Co., Eb Paso. .-..... 2.0.0... cece ce eee 
eee ie EP ae ee ee rere 40.50 141.89| Eddy Oil Co., Guffey ....-+:.seeseseeees pee ke abo aee owas 
PeeUNeee, TN ON MIR OE Dice scccce voc ccccsccvcesanecers 876.74 3,068.59; Empire Texas Oil Co., Brockton, N. Y.....++--+eeeeereeeeeeeee 
Burkburnett South Cil Co.. Mineral Wells................e00- 701.58 2,455.54 Economy Oil Co., Fort Worth ........eececee rene ree cence secnce 
ae OO CR) Ci, TON, Bao ence ckecdc cds ccncsccenevures 513.30 1,796.55| Electra Dome Oil Co.. McKinney........... eee eee ee reece eeees : 
Beverly Cll Co.. Wihette Palle. ....ccsccccccccscccccccccseccss 784.27 2,569.04 Evangeline Ol) Co., Brockton, N. Y....cccccsccccccsccccscscees < 9, ‘ 
Brazos River Of] Corp., Shreveport, La@.............ceseeeeeees 642.58 2,249.02| Fagle Pet. Co., Houston. .........ceeeececcerereeccceecccsecees 1,796.77 5, 3 
Bowers & Witherspoon, Palestine...............ccc cece eeceees 711.84 2,598.22 ee a 5. nn.g0:0.06.60'6 y's COON OR ee S06 05.000:0:0 8 1,597.31 5.5 "1 
Burk Main Pool Cil Co., Cleveland, Ohio...........ccccceeccess 2,074.36 7,260.26 Fisher Parker Of] Co., Wichita Palle... ..ccscccsccccccccvccces 588.24 2,058.81 
Bark Wewk Oli Co., GRIGRSEER CHE... cccccccccccccccceseceee 373.60 1,419.68 Wt. Dearbern OF Co., Citemge, Fil... cc ccccccsicccwcesesccccess 292.65 1,024.27 
Rroome Bros., Brownwood 101.14 R28.R° I i IR cca wc chee en ecceGneresdneeceeveuceaeecs 2,573.41 8,829.28 
Broome 11 Co., Brownwood 676.72 2,267.01 Federal Oil Co. of Texas, Cleveland, Ohio.................2... 1,718.90 6,018.1 
Burnett Petroleum Co, Bartlesville, Okla.............ceeeeeees 3,544.22 12404.77| Franklin, J. M., Wichita Falls .......sseeeseeeeeeeeeeseeceess 3,189.83 11,551.38 
i rr. i. os oe tLe MP kwh ba bee ew el bee weae ke 789.00 2,387.90 a. ee. UE Re Se eee ree eee 8,447.27 31,677.2 
eee ee "Ere ee eee 23,051.05 74,141,99| Forest Oil Co., Wichita Falls....... eaeeee Cree cccececcceeceess 4,838.53 18.144.48 
Bankers & Merchants Pet. Co., Ft. Worth..............eeeeee- 17,661.81 66.221.75| Farish & Treland, Houston ......--seseeeeer see teeeereceeeeens 7,466.48 22.399 44 
Baes & Dillard, Wichita Falls...........- yisasee Cee he eenncea 1,504.61 5,642.20 Pichon GB GENRE, Wiemst POI, 2 ccc ec cccccscccsescccscecse 7,130.44 26,472.75 
ee ee I se A ang in cid die he ee Cee dee ceaGE Send 300.00 1,050.00] Fowler, Wm. H., Dallas .......-ceeceseseersereretreeneccnces 1,613.46 5,647.11 
i ee ee es 6s. aekanenecenekssetetdeonecs. <aaenamer 1,202.61; Fred Campbell 1] Co.. Wichita Falls.....--+-.-+eeeeseeeeeeees 482.10 1,275.06 
i a Cr i MRS. oc css as dette ce Keene sadegeneaee 651.34 2,279.69 Fern Glen Cil Co., Wichita Falls..........-. eli AO ied Nai Swale se 2,217.00 7,762.00 
Barkiv & Meadows, Wichita Falis........--....c cece eee neenes 60.840.33 233,524.23 PVOGEIGD Tee CEs Co.. VOORGR. oc ccccccccocecescccccccccccceves 10,731.83 40,244.28 
i i i i es 66 hea CCC REC STR ded onees TON A OE WK 117,506.73 411,273.55 ee ae ee sooo Sheek eee eee 233.00 1,160.50 
OE GO Ee Pe rr eee 1,128.39 3,415.17 Fort Worth Oi] & Gas Co.. Fort Worth.........c..ceeeeseeees 142 00 498.40 
Rosoue Ol! Co., Meridian ee Maeiknaha take eenie sabi 806.22 2,821.78] Findley Minnick ©. & G Co., Benjamin....... SR ae 324.00 1,119.47 
Ralto-Tex Of) Co., Marlin.........seeeeeeee eT ee ee ere 2,385.43 8,349.02 Pets, © GC... Wiekita Palle ...ccecccvcsces AE ee eee 188.66 nO 
ete Were. Fe Gi, TORTI occ cc ccc cece ccc rcveseteceereseses 2,114.95 7,616.21 Fritz, D. L., Wichita Falls ......... eeiewe in ane kee halides 407.59 1,473.28 
—s sr CO a rsa eae 8.841.84 24,041.98 Freedman & Alex. Corsicana........ COMSCSEC CESS Se Oden enesees 60.48 181.50 
Breckenridge O11] & Gas Co., Breckenridge..............000008- 53,138.01 185,983 0% Four & Four (il Co., Dallas......... nanbied te Wek welads Salebedee i 751.41 2,254.22 
Bryan Oil Corporation, Wichita Falls................0eeeeeeeees 13,656.57 51,163. 98| Fowler, M., Wichita Falls .............+. COG OMC Sees oveseeeas 48.45 169.57 
Burnett Van Cleave (il Co., Wichita Falls...............00008- 2,762.44 9,668.54 Fennell Texas (il Co.. Cleveland, Oh10..........cccccceeeeees 372.87 1,395.05 
ies a i a wn bn: w-6- dig 050.9 Viei0-8. Wb.0-8Re 0-8 1,456.16 5,484,292 Fritz, L. W., Wichita Falls ....... Re Te eee Te ee eT 401.00 1,495.40 
Buffalo Texas Oi! Co., Buffalo, N. Y........ EY REE PEE 15,818.72 59.320 °0| Fritz, D. L., Wichita Falls ............06- LEELA LEAN IMS 40.54 141.99 
Bowers & Ditlerd Of] Co.. Wichita Falls................00e eens 5,670.52 18,846.89 Fresno Oil Co.. Wichita Falls........ fade cebhee Adare ec xhaokes 5,433.82 19,618.37 
Tine Geass Cll Cai, CUMOMORD CIR. oc ccc ccc ccccsccccecccess 5,554.62 20899.78| Fensland Cil Co., Fort Worth ..........++. ere rercecesnceccenes 118,574.83 415 an 
ees Semen OG CE MEO, os ce cinncccec eee enese ones 4,868.29 16,9909 22 ow. ee oe eee 1,750.28 6.5 5 
Rork Waggoner il) Co., Wichita Falla........... ccc cee eeeeeees 2,022.46 7,913.99 Fletcher Oil Co., Wichita Falls............ ANGE. WOeate 2,787.84 9,757.44 
Bie Ben (il & Gas Co.. OCllahamea City... .....cccccccscccseees 1,822 64 64414.2°% Five Rivers (il & Gee Co., Wiehita Palla... .cccccccccccccccs 1,884.42 7.4 i? 
eee C0 ik TRE MED, oh.vs cnc s0ccccanseedeseoneses 12,248.93 42.771 2°| Fortv One Oil Co., Wichita Falls........ Ce eSS eed eeecveverees 11,045.78 41,065.°9 
ne i cannon bh aan Cake ade ges pemerra'en « 8,228.58 31,492,409] Foster, H. V., Bartlesville, Okla.......... tee ee eeececeeeeeees 94,498.19  330,7°6 58 
Cate Cee Ce, GO TID. 65 5.056 occccsvaceoesvteesse 60.93 213 9n| Franklin. Wirt, Ardmore, Okla........ eececersccecccscceececs 1,957.66 6.778.359 
Conenlidated Ol Co of Texas, Cisco....... Bins <e0 euiesnenenean 1,726.74 £.N7R 72 Gilbert Company, Beaumont ........s-e00% Mime eentnneé te 6.382.47 19.0°0 41 
Castles Ol Co., Corsicana......-...eeeeee pindneeedeeetenioke 1,922.46 4,002.28] Colden Cvele Ol Co., Dathart .........+- Shes SedeRerdescerdeee:s 7,628.90 26.701.15 
Cintem Deen CH Cm, CUA, BiB cccccc ccc cscciscovccsees 5,964.72 20.241 KR] Ealeonda Of Co. No. 1, Wichita Falls. .....--.eeee eee eeeeeeeee 8,750.47 13 0132.78 
Catt Dente CFF Ce, WN TI. 2. cscccccccccccccscecscess 403.47 1.80362] Colennda Cf Co. No. 2. Wichita Palls......eeee cece eeeeenees : 7,098 52 26,498.06 
Blaver Leal C8) Co., DONOS....cccccvcsccccccccccccesccesecsceecs 202.16 758.18] Gooch & Davis No. 1, Wichita Falis......cceececceescceccecece 2.271.46 12,F50,10 
Champlin & Winkler, Enid, Okla........-.0... cece cece eee eeee 761.33 2,664.54 Gooch & Davie No. 3. Wichita Falla. .......cceccsccccvees 13,094.49 10,830.72 
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| of the blaze which has . destroyed 


BIG OIL. FIRE IN IOWA) 


am Estimated “d af $1,000,000: Fire- 
men Control Blaze After Several 
Hours of Hard Work 


9,000,000 gallons >of gasoline and 
crude oil stored in the Manhattan 
Oil company’s tanks here. . The fire 





started \this afternion following a 
small explosion. in ove of the tanks, 
thought by some to hiye been caused 


Means Conservation—the Saving of 85 Per Cent of 


Evaporation and NO FIRES 


The accompanying cut shows an oil tank equipped with a FLOATING TOP, 


showing the tank half filled with oil. 


covered with three inches of sand to prevent heating from the sun. 
roof is 18 inches deep and settles in the oil six inches. 


the floating roof and the sides of the tank 1s 
six inches wide and is spanned by means of 
strips of sheet iron reaching from the bottom 
of the float out against the sides of the tank, 
making a pocket six inches wide and 18 inches 
deep, running all around the float. This pocket 
is filled with gravel and acts as a cushion, 
adjusting itself to any narrowness or wideness 
in the tank. This gravel seal, as we term it, 
prevents the air from going down to the oil, 
but does not prevent any gas that might 
accumulate from escaping into the open, 
instead of gathering in a large volume under a 
roof, waiting for some spark to ignite it and 
explode and set on fire the contents of the 


evaporation. 
Detailed information of this CONSERVA- 
TION TANK will be furnished upon request. 
Manufactured in all sizes, shipped in sections 
ready for installation. 


The bottom of the floating roof is 


The 
The space between 


OIL LOSS IS IMMENSE. 


Saat of Mincs 3 Reporte 600, 000, 000 
Gallony Wasted Yearly That Can 
Be Saved for Consumption. 

WASHINGTON, Oct. 10.—Losg in 
petroleum, due to ‘evaporation be- 


tween the wells and the refincries, 
‘amounts to 600,000,000 gallons and, 
more each year, the bureau of mines 
declared today, adding that most of} 
this loss is entirely Pindustry | 


Gasoline lost annually to industry is 
sufficient to operate 1,200,000 auto 


| mobiles for 12 months, allowing 250 


| 





gallons pa car, the bureau estimat-) 
ed 


“Th worst feature to this is the 


nk. ver s su 
| DES 0 agp Oct. 14.—Fire mn k " — © ‘in Bang a before, our ‘fact the gasoline wasted is the most, 
| fighters this evening gained control oating oo eliminates almost entirely ; Volatile and consequently the best’ 


quality obtainable,” the statement 
continued. The bureau pramised th 
carly issuance of directions designe 
to assist oil producers in prea | 
the heavy evaporation loss. 































by Jightning. The aijoining tanks, : 
owned by the Ceda- Rapids and i 


other 41 companies, ars tow thought The Safety Oil Tank Company 


to be gafe. The loss i: estimated 
F. W. Kueffer, General Mer. 


at $¥,000,000. 
Hotel Tulsa, Tulsa, Oklahoma 





































Service Is Our Hobby! We Are Not Brokers! 





In the Very Heart of Things 


Ae Ee 





WHOLESALE AND RETAIL DEALERS in 


NEW AND SECOND HAND OIL: WELL SUPPLIES 
Decatur, Indiana 





We Want Your Business and Will Use You Right 


Branch Office ond Yards 


NEW CASTLE, WYOMING 
Homer D, Lower, Mgr. 


Brench Office and Yards 


OKMULGEE, OKLAHOMA 
Douglas M. Haney, Mégr. 
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Pumps both strokes; saves pulling tubing; saves power; pumps more oil; . fits 
on top of old barrel. Sold by all dealers. Or, you can order direct. 








BRADFORD MOTOR WORKS, 57 Heliey Street, Bradford, Pa, 


anufacturers of 


BRAMO Working Barrels; Balls and Seats; Valves; Oil Well Supplies, Ft¢. 






































Name and Address— Barrels 
Guffey Gillespie Oil Co., Pittsburgh, Pa. .........eeeeeeeeeeeees 5,657.91 
Galloway Consolidated Co., Fort Worth........ eer ry T TT rT 487.72 
Great Western Oil Co., Houston es 230.00 
Greenwood Co., Minneapolis ........ Se eose ee 624.77 
Gotham Oil Co., Fort Worth......... cocee ° 468.80 
Grayburg Oil Co., San Antonio ............ 27,167.16 
Gulf Production Co., Houston ........-.++. 2,156.331.43 
Gladys Belle Oil Co.. Tulsa ......+++e++- 5,758.44 
Gould, James, Wichita Falls...........++. eaves 213.06 
Silbralter Oll Co., Houston .....ccccccrrcrccrcccecevceseesesece 807.21 
Jalena Signal Cil Co., Housto n..........- (etceannsnondewne wes 194,226.62 
Greenwood & Tyrrell, Fort Worth.... eae 5,030.00 
Goose Creek Oi] Corp., Houstom......cccceeeecccccereceeeceee 16,999.19 
Galvez Burk Oil Co., Galveston .. 204.77 
Ghoison, Moorman et. lL, Ranger 21,887.46 
Galvez Cil Corp., Mineral ak aagleitenebiieaaeeaemie nie aa cone 71,185.20 
General Production Co., Houston... cccccccsvscscccceccccccces 2,789.12 
Grand Duke Oil Co., Fort Worth.....ccccccsscccccccscses eeees 4,707.95 
Gates Of] Co., Ardmore ......ceeeeeeeces a PC Tee ee 3,933.67 
Jranite Cil & Gas Co., Electra ........++- TeTTETITTL Lie eee 624.97 
Garl Gaaet CF) Cardi, WORD. cc ccccccccscceccccecvccwcsessese 110 354.85 
Griswold Ot! Co.. Wichita Falls....... be bethaccectéetaeneeeenes 2,228.81 
wvnn, P. F., Iowa Park ......+seeee- SE ee ee en ° 5.749.40 
Yaddis, Chas. B., Breckenridge... ccccccccesccccccsesccveces 21,681.31 
Guaranty Oil & Gas Co., Breckenridge. evcee er Teer TT eT Te 26,441.98 
Greene, Clois L., Wichita Falls. x. ..--.cccsceeeeesececese eecese 4,826.97 
Gladstone Oil & Ref. Co., Fort Wortn........ceceeeececeeeece ° 14,716.59 
Gates, F. M., Wichita Falla... cccscccsccccccccccccvcvccccvcces 1,917.85 
Heart of the Duke Oil! Co., Stephenville. ° eens 71.90 
Hub Oil & Gas Co., Dallas .......+--+. oe see 428.18 
Herren, H. H., Breckenridge......... Srerrreee TT Tire Te 24,230.59 
Horne Ot! Co., Wichita Falls............ ° 1,493.58 
Hamon, Jake L., Ardmore ..... eeeccces 41.199.63 
Hill & Jones, Burkburnett ......-.++00- 18,722.48 
Hardin, EB. E.. Wichita Falle.......cccccccccccscccvccsccceces 1,272.71 
Hobbs Oil Co.. Wichita Falls...........- 5,029.59 
High Land Oil & Gas Co., Electra 214.92 
Hunt, J. C., Wichita Falls......cccceeees 866.48 
Harwell, FB. P., Tulea .....cscvccccees 23,180.47 
Hawkins, W. L., Wichita Falls........... 2,190 00 
Helvetia Copper Co., San Antonio 4,248.19 
Higgins Cil & Fuel Co., Houston 29,547.46 
Huches, Jones & James, Ablilene.... 92.57 
Halliday & Caffall, Beaumont...... 1,491.61 
Honeton & Welch, Abilene .....ccccccccccccrcccsesvessecseess seescesace 
Hevdrick. Shaw & Kell, Wichita Falls 4,147.28 
Hobbs Oi] Co., Wichita Falls..........+.. oe 66,169.09 
Hothronk, FH. Ln. Part Worth... ccccccccccccccsccccvescccscecces ecesesesess 
Hueco-Ranger Oi] Co... El Pago.......cceeeec cece cee ereeereeeens 18,889.42 
Hughes Petroleum Co., Dallas.........cccceecsccccceesseevcens 196.16 
JactHeon, J. G., Spur Lake... 2. -sccccvcccses vas Cheeks Ss Ohne 2 249.27 
Humble Oil & Refining Co., Houston...........-ceeeeecneeeeeee 1,687,126.12 
Hereford Of] Co., Hereford ........cccscccccccccccvccssscccece 1.794.70 
Heine Myer Trust, Wichita Falls 2,025.43 
Harvester il Co., Bartlesville........... 7,412.46 
Houston Ol! Co. of Texas, Houston 9,320.75 
Halleck Whaley Interest, DallaS........---cee cer eee cence reeeee 11,282.71 
Houston Prod. Co., Houston .........ceeercecrceeccceseeeeesence 7,823.20 
Hamon & Westheimer. Ardmore........-0--+-+0e05 eee eeeeeres 3,394.55 
Harvey Cil Co., Wichita Faits..... ccc cece cece e rer ccecnenes 3,108 59 
Hercules Petroleum Co., Dallas.......... 4,319.67 
Healdton Ol] & Gas Co., Marlow, Okla.. 5.72.49 
Henderson, F. C., Nowata, Okla... .... cee cec cree ee ereceeeeenes 1,685.43 
Inmann & Pepper, Electra ........c cece eececreeeeeeeeesereeees 201.59 
Troniand Cil & Gas Co.. Duluth, Mimnm........-.eeeeeeeeeeenes 2 372.23 
Invincihie Of] Co., Fort Worth..........ceceeeereencceccceneees 33.45R RT 
Iowa Park Prod. & Ref. Co., Iowa Park 4,428 56 
Inmann & Pepner, Flectra .......0.eeeeeeee 212 &5 
Itex Oi] Co., Wichita Falia.........-s-0ee5 5.778.509 
Inca Cll Co., New Vork Clity.......cccccceccccsesscecesessees 6,279 00 
Jarneiien OH Co., Tulea........eeeceeccees RIE KT 
Jackson Cil & Ref. “o.. San Antonlo......-.--+..e0+s RI5 FO 
Teffeorn, BR. La. Ban Antonin... .cccccccccccevccvcvcvssccceceses TAL AD 
Jacks, A. La. & Co., Bemavides. ....cccccccccccsccccccvccccccecs 713.57 
John & Jeff Cil Co., Wichita Falla..... cc ccccccccccsevscccevees 3,804.26 
Junior Oil & Pipe Lind Co., Corsicana..........seceeeeeeeecees 1,847.73 
Jefferson QO.1 Assn., Dallas..........+++-. 239.82 
Jones Light Pet. Co, Pilot Point........... 475.82 
Julia Ol Co.. Iowa Park..........eeee0% 4,825.43 
Johnson, K. B., Wichita Falls........ oe 1,683.84 
Johnson & Gould, Wichita Falls...... 2,889.43 
Johnnie Tolbert Oil Co., Midlothian 3,407.00 
Knauth Oil Co., Wichita Falls............ 628.48 
Kansas City Pet. Co., Wichita Falls....... Se'cvedecesovcceet'ee 1,309.19 
Kelm, F. D., Wichita Falis...........++++. Ciivetanaeeenowr oss 699.49 


Value 


19,802.68 
1,804.56 
863.63 
1,836.77 
1,640.00 
95,079.4 
7,029,199.72 


2.187.05 
331,064.55 
9,550.82 
21,560.12 
75,905.61 
92,546.93 
16,894.87 
51,508.05 
7,191.92 
394.48 
1,498 4: 
84,807.07 


6,747.81 
5, 264,998.86 
5,986.45 
7,089.00 
25,943.61 
27.992.25 
20.422 99 
22,299.60 
11,880.92 
10,880 06 
15.222 89 
20.228.71 
5,f49.00 
722.29 
8,298.65 
47,290 12% 
15,597.94 
797,44 
on nee sn 
21 945.90 
2 748,00 
2.252 ON 
2,489 08 


2,497.54 
13,314.87 
3,946.63 

839,27 
1,665 34 
14,476.29 
6,314.40 
8.885 24 
11,924.50 
2,274.48 
4,582 24 
2,469.22 














Name and Address-— Barrels 
King 8 Oil Co., Fort Worth. 3,905.87 
Kendricks, P. S., Albany......... beeeee 1,328.47 
Keever & Gordon Oil Co., Sour Lake. e 720.28 
Kansas & Gulf Co., Chicago wdeteces ote 351.363.33 
Kavanaugh Pet. Co., Houston 10,709.22 
Keen & Wolf Oil Co., Wichita Falls 20,333.01 
Dre Ce MO, TORBEO ceca cccctescsscun 1,295.89 
Ss Sis SED. 0 n5.00050dpbshnnsaeedeer0.4s.c00sn0seosee 211.90 
Kentucky River Ol! Co., Inc., Fort Wort. .....ccccccccccccwcce 829.46 
Kemp-Munger-Allen Oil Co., Wichita Falla..............0ee00. 8,869.91 
a Tee, Me BO. cacctacentceewewe indian wah. b Sig Gein 30 te ce 6.782.00 
2 ek, Sn Ph, oc ncdcenddheverccoWebeceionehaaes 5,750.85 
ee en eh Pe i. ccaccnteeeeowsewedub bev ene-eveesees 5,830.92 
Sy Oe te SHED DUMecwnccccdtetcdcaccaccccdvssncccebes 1,472.42 
meepee Teas Cee Gi, WOON PON. ccc cccccccccsvenecvesaes 2,390.13 
re ee knew hah 6ee60d niece cds séaeeneseeads 1,754.00 
Kribs Oil Co., Wichita Falls........... criecebonenkhadaae ae ee 1,819.45 
rr rr 2 i Ce i cctewen mined p ecaeadeenen 3,125.99 
eC. . cheese ee to 6i0 heb eew ene de 5,887.01 
ee a seta d an oe eb nae e Os aN dae wae eae 851.39 
ee ee Dc occcdetgeesge es snts téeeseateewe 1,123.53 
i i i rr ne pointers osbSGeess dndhe cane ke tee es 648.61 
A a  —E ere er Te ee eee 486.00 
Lickhard, Baker & Glasscock, Ranger..........-....eceeeeeens 2.392.72 
Te Se ED MMe cc tkeecccsecstesceceeseocctucesees 4,598.12 
i a eh eed saeseetenene’e 211.73 
Littlefield Oi] & Gas Co., Miveral Wrelle . .........cscececcees 5,548.68 
Tively Maxwell O11 Assn., Wichita Fallg...........-:++seeeeeees 1,033.68 
Se aed. SE EE ccacecanencececectedtosencecnnesvene 6,068.09 
rr rr OM cose wen ebe Sant ee bedeenaneause 1,421.29 
Liberty Of] Co., Wichita Fal's............. ee eee eeeereeeecceces 520.91 
Rarer Tewew Ce Dk, WRN PIB. < cc cccccccteccesecccecsecteses 1,224.02 
ee Se ss ccc caceececouseneeceeeeeneteues 903.00 
me Oe rr erm 82,278.92 
Lawhead Oil & Ref. Co, Oklahoma City 841.32 
Law Ten Off Co., Giriahoms Clty... cccccccccccecsesss 3.739.56 
BOGE TP GR, WOUND cccccccccvecsenecetevessoecseoece eee 9,547.79 
See, “ee Se NE, TROUIOON, occ asccctcnsenconuvese eee 17.007.14 
re ee ee. rr, Ce. os ogts'0.00606045668 60-0 . 22.937.23 
tag Dre en BT | re ee ree 973.09 
ae Se CA, DOE secu wee wiececoemee tae aKiereneingens . 27.291.34 
a re ee er, Ce Ce. went sends wa eeSeneséves 13,169.57 
Tittle Wonder Oi) Co. “allas............. Sid a elses ea Sia ae acne 1°70 57 
i es CN ani wks cues Sue sew eee Cae ais an eis Ke wee 19.264.20 
Bo a ee rere 66S 7.508 40 
Sd kate la. Ente ie ee ee 16,241.10 
Tiivinestan Ci) Corm.. Tulea........cccecces sols Sorts ot Gt lal gs 6 willed he kh . TR.4ARE 9G 
Tueckv Rov Of) Co., Cleburne........ Li htieh ab a Gabi iaih engin ghd: Soin 8,797.50 
TAttico Mieuw C87 Coe.. Wiehite Welle... cccoccccsccccscvccccceeses 7.440 00 
Tewis Camnhell & Fitegerald, Wichita Falls...........-.-++-0- 4,000.00 
Tawtan (1 Co... Wichita Fatia.......ccccccccccccces er Are 8.080.76 
rr rr rr ee rr er ee ieeee Oneeendas es 2,434.16 
Ue ee 2,023 09 
ie ern Peer 1,495.62 
Mane BWaewer ON Coe.. Wiehite Padle........csscccsccccccesccces 1.940.438 
ee en ne awebes cebéweeaeeces 9,072.29 
es ee | SE cc coce cometee 0600Ge bee eeeeees 121.28 
ce EQ eer rs per ee 287.00 
er eer a ca Cee Te. ee neeeeewteanseens 4,577.83 
MeKinzie O11) Co., Derver, Col..... as 1,125.84 
Martenzie Ol Co... Dalas.......... ae ee 4,024.45 
MeNowell, FW. BR.. Fl Paso ...... 4.455.55 
Mid Texas Pet. Co., Fort Worth.. 12,514.32 
i Ee ear rrr 2,636.06 
Se Bi, MOONEE ccccvesccecscccese 91.02 
MeGoldrick, F. Serer rere rr rr rirre rir TT rt rere 2,492.95 
Morefield & Tanner, Shrevenort 160 00 
Mohawk (8) Cornoration. Fort Warth.....cscccscccccccccccccess 427 23 
eres Se Oe Ce FE Ec onc vc ccceeescdcscsesescosee 1,353.20 
mernet Ol @ Cae Cw., POG. PO... occ ccsicccccccesecccdves 5,411.93 
er ee ee ee oc coe nee eeeesoepeeacenedses 757.00 
Median Cil & Gae Co.. San Antonio... . Sedueewesee ene eens 388.43 
Mia Tex O'1 & Ref. Co.. Daltas........... er eceercccsececceses 2.332 05 
McBam Oil Co., Wichita Falla...........ceercerececcccvceces 2,806.48 
McLain Thad Oil Co., Columbus, Ohio.......--+++- se ee cere eeeee 521.37 
Morrissey. Thos.,: Wichita Falls..........ccccceeeeccccccsccees 1,081.32 
DERTOOP OlE Ce., PUTO MIIIR . occ ccc ccc cccenctesccccececcseces 2,404.60 
Manhattan Texas Pet. Co., Dallas........... 4,368.72 
Minn Oi] Gas & Dev. Co., Minneapolis 186.04 
Marv D. Oil Co.. Sherman....... eee 124.33 
MeWorth Oil & Gas Co.. MceKinney.... 1,286.83 
Moore, Mrs. S. V.. Wichita Falls............ 6,300.00 
MeGlothian, -L. W., Burkhurnett.........ccecee esses eeececences 1,973.00 
Myrtle Oil Co., Wichita Falls........... 575.55 
Mitcham & Morrison, Fort Worth.......... 457.46 
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PIPE LINES 
GAS OIL 
WE FOLLOW THE DRILL TO ALL FIELDS 
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West Virginia 


HOPE ENGINFERING & SUPPLY CO. 


Mount Vernon, Ohio. Tulsa, Oklahoma. 
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National Steam Pumps—Gould’s Centrifugal & Power 


Pumps—Sullivan Air 


Compressors 





We want to fill your wants so completely, and 
make your relations with us so pleasant, that 
when you need anything for your refinery you 
will instinctively think of —“Corken.” 
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Corken Machinery & Supply Co. 
213 West First Street 
Oklahoma City 
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Corken Oil Well Countershafts—Blackmer Rotary Pumps—Toledo Pipe Threading Tools 
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Neme and Address— Barrels Value Name and Address— Barrels 
Marion eo & Michel Oil Co., Electra....... ee eee 1,241.02 4,653.83 i hr rs PE Da aclen pc es ecaceesecsabecnasectseadewees 577.86 
Morris & ee a ra ee ae jen 134.33 450.21 Paris Wichita Oii Co., Paris.......... Coeccccecccoceseeccecocce 7 
Mcallister & Brown,,. Wichita’ Falls i aia ae BA ws pom mR Was & eee 6,615.17 24,994.40 Oe res eee ooeeeee aa 
Montrose Uil & Refining Co., Fort Worth.................0005: 8,150.55 28,526.99 Production Oil Assn., Wichita Falls.......... jue euseee 3,527.78 
Myers, Greene, Wilson, Brannon, Wichita Falis 3,482.65 12,189.77 Peers CEE CR, WOW TONe cc cccecanesccnéces oe 42,305.26 
Mayneld, Jos. L., Wichita Palls.......cceee eens 2,742.38 10,233.29 Pittsburgh Burk. C. & G. Co., W ichita Palibaccccces 4,095.65 19 980.64 
Mar 20., Cee roceecesscccce ° 762. 238.6 Pi . SRR er eeccocecese b 594 9x 
emt A ike MUL ere 189878 © 20:681.19] Parattin ll Go. Beaumont "21.0.00000000. "ee Tatsee artes 
BEORISOERETT: We Wee WEGMIR DORR. occicccecccccccccvccseseveee 1,172.12 4,466.95 PECs Wien WEOMMD FOIS.. ccccccccvcccccecs Sacceecns 32,857.69 115,001 
Montmeenery, J. T., WISER DOMS.....ccccccciccccccnspacceees 468.67 Se I OE ois cniccivie nes annbetesevectuacteenes 2,397.61 canoe 
Magnoua Pet. Co., Dallas.............0+0+- RRR ING ca RB 1,326,296.06 4,593,869.83] Pioneer Oil Corp., Wichita Falls........... eau 11,849.62  43°417 3° 
Mia-bhansas Uil & Gas Lo., Findlay. NN iwi Wh cle mace shad ean Ae 328,804.41 1,158. 848.31 Palo Pinte Cll Cos, BtFRWR. «cccccvcccccccsce Meteeleka 9142 12 
MGDORGIG GEL GB GOW Gein GebOWe oc scvececcccccccccccrccccces 91,225.36 346,314.44 Phillips Pet. Co., Bartlesville, Okla........ MAD tenes kd dewee 
Mook Temas Ulli Co., FORE Watts occ cccice ccs vevsccvcscccscecs 3,793.79 13,218.26 a ins, od wighd b'G:6 wie eee SES9 Ue Slee ye Sees 
Manhattan Oil Prod. Co., Wichita Falls eens 5 ene 8,316.59 29,489.58 i ee, ee Ci, ME 6. 66ce oven sn tae Sbcnesenbeen~nedeon 
rs Cr a 2. Sees 6's ou 60a 0 0 Obie é.05 6 0-06 60.6me een oe 7,318.31 21,954.93 i ile CS a trea wae bee é alee Wie ’ 
BOO, WOU Tas. Wa hb 6. cc cc es cher ewee ss cesecccessesvecss 8,170.42 30,639.36 Parodox Oil Co., Wichita Falls 2,882.02 
Binweee GEE Co, VINE FOI es 04sec vccessercccciccucsscvccccnces 2,240.70 7,842.45 Pure Oil Co., Burkburnett 444.34 
a oe os Ga We ww ihia sab Ute ww eeeeee « 2,710.00 8,130.00 rerk O88} Co.. Blect®O® ...cccece 242.01 
Tee GEE Obi, WD Fe ccs iccscccetercecsccccnvcccccsvces 874.90 3,062.14 Pauon, H. H., kort Worth SHCSCRCESAROSASROOFNs s+ eR REESE 
Mann McPhall Wil Co., Wichita Falls Peceneeenes sv eaenabewee ee 1,224.02 4,256.41 Portiang Texas Gil Co.. Wichita Falls. ..cccccccccccessnggecece 3,075.78 
Munger Verachoyle Oll Co., DOlAB..cccccccccccsscscccccccscccs 8,588.91 30,161.19 POCCOCNE GEE CO.. BEOWRWSRE. ccc ccvcccesetescccscsccccvececes 1,494.90 
Mary Elizabeth Wil Co., Dallas.... pikes pha ish sa > re ae a oe Ba 1,463.83 5,547.71 a o'0.6 dae RREMOOEE ESS 06:6044008640 08005 147.65 
DEO TEGO Wet. Goi, BOGE Wee Mec ccc cs ce geese sveccccesesces 6,821.56 25,461.16 Plains Oil & Gas Co., Ardmore......... ° 662.85 
BEGHIRGGH, DF. Tae BOPMMMPRE sc cece sccccoscccsccsccsesvccecece 4,581.88 17,184.48 ieee . 
Mosquite Oil i le Ee a ccccresvnces bata ae steaeeed 11,823.20 45,519.32 a oe, Vee Uhio 4.338.18 
c : ; eee Seon 7-08 -orter, P & 26 Pe ee rs 37 
menanagrag Peorethopg ter geo ray CSGCEVOWR OH ioe eka aae B= gr ae ys Froaucers + Saas Corp., Denver, C 51801 
Mae all, ‘ eccesecosces ee eee ee ee 2. 65 7,122.37 ‘smuuct Ket. Co, ror WOPEM.ccccccccccsces .478. 
Montrose (41 & Ref. Co., Fert Wertliec.ccccsccscccccvcccccuce 34,233.50 119,816.99 Petroleum Dev. Co., Wichita Falls......... 19 rr $ 
McMan Oil & Gas Co., Tulsa. iia baascecs oe eee ea deh 72,807.70  277,595.96| eepies, Homer, Sipe Springs ..........- Retin Sie cacleniea cc eke 5,678.36 
Mahisteadt Mook Uil Co., Fort “Worth Pipa a hahah araraet amma ened en 24,135.06 i Proumeers Gil Mek. CO., DGMOS. ccceccccecesesccccccceseccevecce 458.54 
Margay Oil Co., Tulsa ao hig Smad Oe e6.0 0-00 sithpitr awh daaalenes 12,204 97 Prairie Uil & Gas in DOR, TE 66.5 6ccccccécccseccscec 294,973.94 
mewtapen, bqenley. Wichita | | nee eee ss Geapireit sik losialee ‘nee Fonnendie at. Co., pane Sea eSLAMPOEAAR SS d dkaaa ree eege ae 130,710.61 
McVorman, a - aN ies es ces yards Wid pie ih ce arleOree wt ecm alee 2,073.52 "a ‘Tex et. Co., kort wor 8,301. 
REGGE 400 EG, PU s Scere ss elise ccnccevesceseseces 5,319.04 Patterson, J. K., Brownwood..........+++. ety +4 
Moreficld & Tanner, BRreveport, LR... . cc cccccscsccvescccvcsces 3,080.00 Phillip Bros., Be@umMont ..cscccccccsccsces 2,886.84 
AGES Gl IRE CO, WU DOB oe os ccc dcc ce sds seecncianes 3,768.56 GMM CAE CO, TOMER. sos cccccscccsssocce : 85,651.04 
Mutt, Horace, Austin geo eiss: Pade WEalbeeb snes oo Sewenaeeend 1,917.85 Patton Cassoay Lil Co., Fort r 15,688.33 
eee Se i ee _ Se A en er ee seteeee ten — = a ee b ells aoe. 59 
s a » NS 0. 60660:0:64609-060008 06% ° 6.65 *inne 4 are, San ntonio 
Northwest Uil & Gas Co., Wichita Falls 3,705.65 Pippen GE Co.. BEOWRWOOE oc ccecccccvccescccccecececececesse 
North American Oil & Ref, Co., Okla. Cily..............0005. 9,685.76 ee CA CO, PE ow cnc caceweastediccescsnecesibéecwes 
National Prod. & Ref. Co., Fort Worth. ........ccsccescccves 255.45 Pioneer Oil & Ref. Co., Sam AMtomlO...ccccerccccscsccccscvcccs 
Number Seventy-Seven Oil Co., Wichita Falls................... 25,281.28 Pilet Point Olli & Gas Co., Pilot Poimt..ccscrccccccccccccecvece 
National Oil Prod. Corp., Oklahoma City.................0005. 20,200.09 Prather, Ed., Houston ......+.eeeeseeeeeee Siasnnshtebanwectees 
Nacona Burk Of] Co., BurkbDurmett.....csccccccccccccsccccces 3,217.80 Piveto, M. E., Sour Lake........-+eseeeee hi ddews paw bea eaten 
New Domain Oil & Gas Co., Dallas......... téhestieestaweces 29,676.79 Pioneer Prod. Co., Wichita Falls........... 
Norton & Cline, Wichita Falls...... 24,862.53 nin: A. Gi WOMEN MING 6c cocccdnvescsssccccscceeccccc, 
ee ee Eg, I, 6 66 '5.0.6.6:4600 6:9'0:6:085.6 60006556400 bO8 Ces 779.25 > . 2 . . 
Nasthwest Bask Ol & Gee Co., ‘Lawton 2,718.65 Prime Uil & Kef. Co., Houston ee ee ee Tee TT eee ee Tree 
q 7 rw . Petrolia Uil Co., Fort Worth 
O'Neil, H. A., Wichita Falis..........+++-- ce einewtes sons 3,622.92 Puliman Wil Co., Fort Worth 
O’Nell, Jno., Wichita Falla ..cccccccccccesesss sn bate ae eae aad 5,310.45 Piacid Pet. Co., Wichita Fails 
I ee a con ami ae ae bat 0600 .0S ew eb ees 41,368.68 Phoenix Uil & Gas Co., Muskogee, Okla.. Diese ta ks bce eke eeen 
Cee TIE Ge Bis Fcc ccccc crete cercwccceecceceosess 3,155.00 Paggi Bros. Vil Co., Beaumont 
CSete GB GCUTORE, FOE Wettc cc ccc cs cecceveececcscccccesese 736.10 Queen 8 Vil Co., Fort Worth ........ 
Osage Prod. Co., Wichita Falla. ...ccccccscccccccccccccscccccess 182.25 quauruple Ol CO., DaliaBw 2... eeeeeeee 
Chinas Pred, B Wee, Geic DWH ccc ccc csccccsccevecccascces 85,651.04 quanan Oil Co., Quanah ..........- ‘ 
Oklahoma Pet. & “eee Ss, SINS Wick 06d -6:6-e5w a o-0) vce trernG-o ees 61,796.84 hou, Hupp & Dult, hasiland coe 
O'Keefe, C. A., Fort rrr ctl ta dia aati Gia 6 pared Whe aas e-a ase aera a 3,500.70 hovertson -Oil Co., Lawton........... 
ya See} PR. ccccsccccccrsencecccevcececees “eres hatemare Sas & Gas * > Canyon City, Colo. 
ver 50.5 ous COO SEER O ESRC S eer COS ES OO OEE EOS 3. ‘ Koxana Pet. Co., St. Louis . sees 
—— >. Tulsa noes Se a rH hanger Gung cul Comp. ot Tulsa, Tulsa..... 
> — i é  . j— Prererent eae reer ere rT Tere § x . rr Oe Se. Be, 68s nob 50 60886 6OE0O0 6450204000 R SORES 
Ohio Ranger Oil Co., Cleveland, Ohi0............cceeeeeeneues 1,066.16 7 Roberts & Hill, Wichita Falls......... oe cece 
ora aw A, Be mony ——- SP AKb466 6 od28O08 ap sCewsenned Deepdes warres ; Kuyle Farm Vil Co., Wichita —.- . 
So., Wichi a ee en ee en ee ee fae S 3,520. 4 Kobi & Harrington, Fort Worth...... 
Old Colony United Ol) Co., Wichita Falle.......cccccccccccces 11,039.99 38,6 Red ‘saver vil & Gas on. owls Se Te eT Te ee 
pa Soaee on te waned iat WS reine od aes reac acti dee ee 4 bar yo 90 Ranger ark Copeees hg -— Tt 
> : ee APPT TES eT eee ee ° ° 410.5 Kamming, Mrs. - R fie a Falls..... 
Parker Ezzel Oil Co., Wichita Falla......-..c.seeeeececeeeeeees 764.81 2,755.38) Riage Oil Co., Burkburnett.........ccccecscccccccccecccececes 
kKed Hii) Oil Co., Wichita Falls........... 02609640 b 000 C000 cece 
= Rodgers, C. E., Wichita Falis.........+..6. Coceccccccccccecese 
hebineem & Collett, Bort Wert. ccccccccccesesccccscesceececes 
Rahi, O. L., Wichita Falls......-..cccccese ETE TTT TT ee F 
Rex Cll B& Gas Co... BROGMOMTAGe cnc ccccoccvccccccvcsccecsecs 
Red Bank Oil Co., Denver, Col......scccccceseces eecensocere eee 
Kanger Ref. & Pipe Line Co., Dallas....... he b-sit6e ceaiice ore ante 
Richardson Cil Co., Brownwood.........+. COC CCC ER SHEST OMS 
MOURNSS Cll Co, Wit FOBe cc ceccccecccctvcsecccvescscsess 
F Kyan Pet. Co., Wichita Fails..... Me hoheee eee ewes 
Kepublic Prod. Co., HOUstOM..crceccccces sscccccscccsocscece 
OEE, Dec. Mig BAIT, 6:64:66. 9.0 666:00656566 00400000 6600660000 
Rremme Gil Ce., BEFRUGBS cccccceccccceccececcsccsssccceccesees 
Rex Retining Co., De Leon eee 
kiuo Brave WUil Co... Houston 
Keiiance Oil Co., Beaumont 
Ramming, Staley & Ramming, Wichita Falls.................. 
hamming, R. W., Wichita Fale... cccccccccccccccccccccsccece ee 
Kkussell Sanderson Oil Co., Fort Worth... cccccccccccccsccccces 
Rickard Tex Oil Co., Ranger ........+.++. ee ee TE ee eee 
Tome, BE. Bi, WEG FPO. cc ccacvccccsveseocvcsvssccccsescecs 3,304.74 
Manufacturers of hhussell Frank Oil Co., Wichita Falls........ececsecsevcscecee 879.90 
SE, Ds MU SUD a cde ccnceecce tees seccceresecesesaee 2,619.00 
Red River Oil Co., Tulsa ....--.seeeeeeeee 13,867.54 
Ramming, W. F., Wichita Falls 1,327.33 
. San Saba Pet. Co., San Saba...........- 98.28 
™ - Stella Cil Co., Beaumont ......-..2+0.% 5,069.76 
“BRADFORD” Rig Irons Rig Staley, Langford & Chenault, Wichita Falls 152,286.46 
’ Strawn Petroleum Co., Denver, Rig be Shei v uc au aes cadedacanex 56,079.77 
Schlicker Uil Co., Sour Lake .........++. SOCeew ese eresereuseece 2,322.82 
Iron Woodwork, Iron Sand Reels, Shepherd Conrey Wil Co., eee le eee esere "495.72 
° Sem Co. DMM. 6 ccccovecsccscesecscceces Metkiiecrcen Seaeeadewon 216,662.97 
Calf Wheel Outfits, Bridle Irons, Sutherland & Cox, Wichita Falls.:/....: sdadnavedauaaenkauae ; 3,819.50 
Bee Ce, WOGMMORE .nccccvcdcvececces PECRMw KES GEG ewSA NORCO 179,671.32 
bo Southside Wil Co., Wichita Falls....... bbSOete60Sedeonnsesaans 1,830.08 
Steel Tool Boxes, Derrick Forges, i Me 6. en We... 4103.60 
° . ‘ Bmimer, C. We, WiGRste PRG... cccccccsccesccccccccccesscccesees 7,174.72 
Slack Tubs, Wire Line Flanges, Shamrock Oil Co., Wichita Falls..... peDbeCeadben eietabvaeeees 36,679.78 
Es eis ED SIN on endeacecnudinGdseesccebecdeeeeseu 2,808.71 
and Wood Dry Hole Plugs. NR is, SINE ER cos wine rinceietnnbeceancaniaeuawes 1,362.51 
San Bernard Oil Co., Beaumont 17,665.35 
Skookum Oil Syn., Wichita Falls 2,034.64 
5” ~—_ . e mr Southwestern Oil & Dev. Co., 40,951.36 
Shafier Mank:n Cil Co., Dallas 30,914.46 
and 6 California Pattern Stump Cil & Ref. Co., Wichita Falls... 3,366.69 
- . . . rn. cee Ge O., CE. . vc ccneseweceesions 13,426.23 
Rig Irons, with Sprocket Chain Superior Cil & Gas Co., Memphis, Tenn................. cuvees 888.25 
See Se Se Eee Gk. FO, BO coe ccccccvccevcesseecec 2,035.60 
W Al eee Ee Ce GS, WH Bs ccccctccscccinsecceveceeceentes 1,002.20 
Drive Calf heel Outfit. ] ee eee ee, ee | Bs ow on 0s 60004) 45 bib esieoaeeesoome 1,244.26 
ry Te i Dn 6.6ns6ncekbes enedewesseankenensesabe 1,073.03 
types of Iron Sand Reels. Sinks, Joel, Corsicana ...........0..ccccce eoekartactecesele 205.00 
_ Seamer & Matehineem, Wewle...ccccccecesscccccvesscsove ove 43.00 
Southwestern Pet. Co., Tulsa............. QASUcedeeccreseseseese 2,712.30 
Swastika Oil Co., Beaumont ........ ae ee ee ocbcacnaee 1,528.45 
eee Gr , “WUE WII, oc occ ccedecioeccessece ee OE ERY 1,080.35 
ee Ge ae ee, Es I SOOM cc cccng hs vonetenséumevenvede 4,905.09 
Specifications upom request Somerset Oil Co., San Antonio...... bcaiomnnni ene ak ct cata ° 2,528.80 
Simms, E. F. & Co., Houston...........ee. ee ee ee 195,739.33 5 
ee ee ae Se IR one a ncn ee ede Cd weeen eae nade 233,485.02 2 
Sinclair Cil & Gas Co., Tulsa ........... SP UCRE weneveeneusts 275,893.65 9¢ 
Scott Oil & Ref. Co., Mineral Wells.........cccccccccevccece + 41,846.51 
All Products carried in stock by Supply Storea Btatey, J. 5. & Co., WieMte DWMS. oo occccccccecececsuceccscas 21,712.90 7 
ne, i A “Errore 30.867.33 112.53 
Swensondale Oil Co., Fort Worth 52,734.32 184,570.12 
I SS, MI oo adn sine Se tue eaarnebesiwemenoewncet 28.00 = 
» Snowden & McSweeney, New York cD 295,482.41 1,384.188. 
OFFICES Staley Mashburn Co., Wichita Falls 4,609.97 16,134.89 
ene Tee Fee On.. WHR Gai. cin cinsveccexcccsecevcenass 5,032.94 18,3085 
*1.3° Speed, C. D., Corsicana ...... ca 241.00 824, 
937-38-39 Kennedy Building, TULSA, OKLA. Sterling Oil Co., Titusville, Pa. ..........- a 4,681.66 16,420.54 
a: i NN i eal ic etka as neanaed dkaeakiae 29 fee KO $8,278.15 
five W. W., Wichita Falls .............. 1,320.18 5,028.16 
ee EE ON, I ME he ods-as'w ca kawensaegnkeesecdasdaccwiobs 10,997.05 40,596.14 
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WESTCOTT VALVE COMPANY, Inc. 


SENECA FALLS, 











Manufacturers of Gate 
Valves for oil, gas and 
water—In sizes of from 
2-inch to 12-inch. 


In working pressures 
of from two hundred to 
twelve hundred pounds. 











Our Valves are of standard design—with parallel discs, bronze mounted. The working pressure is cast on each valve. 
PROMPT SHIPMENTS 


Repr tatives in the Mid-Continent Field 


WESTCOTT & SATTERWHITE CONTINENTAL SUPPLY COMPANY—AIlIl Stores McEWEN MANUFACTURING CO. 
Drew Bldg., Tulsa, Okla. Tulsa, Okla. 








Representatives on the Pacific Coast: W. M. DuVALL & COMPANY 
112 Market St., San Francisco, Calif. 732 Title Insurance Bldg., Los Angeles, Calif. 

































The Bartlesville Supply Company 


BARTLESVILLE, OKLAHOMA 


When the best quality, material and workmanship are 
desired, BARSCO Products are always in demand. They 
are far superior and always give unlimited satisfaction. 
Try us for 


Regular Pattern Casing Shoes 
Texas Pattern Casing Shoes 
California Pattern Casing Shoes 
Male and Female Steel Nipples 
Anchor and Casing Clamps 








DROP US A LINE 
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NAZ>= 





NAZP>=4 


ANY SIZE—ANY PURPOSE—ERECTED ANYWHERE 


ALL KINDS REFINERY WORK, CONSISTING OF STILLS, AGITATORS, 
CONDENSERS, ETC., 37,500 AND 55,000 BARREL TANKS IN STOCK, 




























































































THE WARREN CITY TANK anp BOILER COMPANY, WARREN. OHIO | 
Name and Address— Barrels Value Name and Address— Barrels , 
San Diego CR Ge Ge Ge, Bee cc ccc ceweeiiencscccbbeccdaspeean 1,106.00 3,672.48 Witherapoom Usl Co., BOM ANtOmle..ccrcccccsccscccccccsescvers 11,395.55 38 rv 
iy PMO caccescacese knepebdid wk detd.wol'h wipes 367.08 1,376.55 | Wooug Vil Co., Beaumont........... 5 OO Rapala one aaa ears 1,878.05 5,654.15 
Sutherland Oil Co., HOUstOn ...ccccccscsede bed cavdvawen ene eens 1,183.75 3,651.25 Weostere EE MeGmGROR B7M., BEFOWReccccvccccccccccccevccccess 2,057.71 7. 43 
RAMMED, MUUED. f00nkascesedesd0ce0d egdeananeeins 3,609.92 9,134.72 | West Prod. Co., Houston .........+. SS a ae eageR 3,147.10 9.4.1.19 
Stephens Ull Co., Sour LAKE ...c.ccccceccccescereserscvesescese 2,185.49 6,556.48 TeBOS TUtePests Wet. COi. DOMES. ccc ceccccescccvvccccccosecves 8,100.00 27. 10 
Siebel O:l & Koyaity Co., Wichita Falle...........secceceees 10,522.03 39,843.93 Watson, Lee, Brownwood.........- 182.78 : . 
Sure Pop Oi) Co., Dallas .....cccscccceces b¢viacteddutesakewer 8,244.00 30,997.44 Waiker, P. G., Tulsa..... ceesoces ne 249.17 “1 
Shappell, T. O. et. al., Wichita Falle...........ceceeeeencecees 4,901.02 18,378.82 Watkins Pool Oil Co., Dallas.......... 805.44 2 09 
Sioux O11 & Ref. Co... Wickit Pals. .cececsccccccccvececsescne 3,134.56 10,970.96 Western Pet. Co., Vernon........ eovece 133.03 ¢ 9 
S. W. & 8. Obl Co., Wichitm Falla... ccscgeccscscccccccsecsces 12,264.68 42,926.3 Weowna Wil Co., Burkburnett........++5.++ 4,843.70 17, 0 
Shields, Mahistedt & Co., Inc., Bartlesville................06- 8,310.20 29,485.69 Waggoner & Green, Wichita Falis...... 41,190.40 144 10 
Scavuard cil & Gas Co., Muskogee, OIG.........ccccccccccccces 9,157.61 32,051.63 Weber, Howard, Bartlesville..........-. 68,835.74 273. 0 
Seventy Two Oil Co., Wichita Falis 6,986.50 24,462.76 Do occ. c wee CONSE CSc ccccesecescessenes 30,046.81 90 42 
ies ek ce. GP DD 5 6cce ci ctausalekéawancaumoaweneeead 2,328.39 6,975.17 Weber, Mark U., Casper, Wyo......- 1,274.33 . 7 
Texhoma Oil & Kefining Co., Wichita Falls 94,142.04 329,497.14 Wilson Breach Oil Co,, Beaumont.. ken ae-c 17,106.72 51 16 
Texas Wonder Pool Oil Co., Wichita Falls 7,233.62 25,317.57 Webb Oil Co., Humble ........+.+. oe 6,207.14 18, 12 
Texas Consolidated Oil Co., Dallas......... Rakes aaa wlaeteanus 4,663.63 a9, op Dream Gl DO, TU ccccccccccescevsspeecess 982.48 3. rn 
Texas Co. Producing Dept., HoustOn...ccesscccccccccccersscce 3,574,933.63 11,534,722.06 Wich.ta Burk Oil Co., Wichita Falls 403.47 1, 52 
T. H. Y. Oil Co., Sour Lake. ........+00. Be OS SA Ae re 1,414.53 4243. 58 | Washita Ranger Oil Co, Ranger 11,171.50 39,100.28 
Texas BWiectra Ol] Co., Columbus, Ohi0..cccccccccccccisecsccccs 611.87 2,189.31 Wood, G. C., Wichita Falls......... . 6,948.48 25 70 
Texas Blue Bonnet Oil Assn., Wichita Falls............ ...... 896.00 3,360.00 Wichita Oil Trust Estate, McKinney. . ieSGdsduvnetsndvneneke-s 63.11 90 
‘rH Mutual Cll Dev. Co., Resid Clty, B Bhi. cccsccvccscsevesees 496.56 1,147.85 Western Oil Corp., Wichita Fails..... PMG. Secekee bere beara 14,747.02 54, 17 
Texas Dividend Oil Co., Wichita Falls....... 128.33 468.21 Walker Consolidated Pet. Co., Dallas.............ccceeeecsees 70,007.66 245 $1 
Thirty Two Oil Co., Wichita Falls........ 9g 79.56 278.46 Western Oil Co., Fort Worth...... SEE COSC86 cen n666neeeeeeeus 15,608.48 54, 73 
Texas Superior Oi] Co., Wichita Falls...... 1,031.91 3,869.66 Willams, J. L., Brownwood....... MESO dn eeb anew nacdéeeeus 277.00 00 
Texas Virginia Oil Co. Paris.....+....seees 7 944.67 3,542.51 Wood Dale Oil Co., Henrietta.......... ee ee ee em 3,238.53 12 4§ 
Texas Drilling Syn. No. 3, Fort Worth............ccccccceees 524.78 1,836.73 Walker Caldwell Producing Co., Dallas. iain ari eri aakce dle ind ce 4,646.69 16,2 $1 
Texas Seven Oil Co., Fort Worth..ccccccccccccccccccucccccecces 62.58 234.¢8 Wichita Sr Ge GO, SE RNM BUN credccccccccccecteccesucs 788.20 2, 85 
_ Ringler odes: aa a ip cet ARE IE Ra ieee ETS 289.67 Wichita Southern Oil Prod. Co., Houston............cceceecess 119.01 03 
Texas Nat. Oil & Ref. Corp., Wichita Falls Sp Si ee 760.97 Woodburn Oil Corp., Philadelphia coves Cette cteassenest Pewee ns 47,763.54 1f 39 
I > ST a ccd omunbiabemiodeenc 779.36 White ee Sh. + na 6'o0w6nbbeee sc0006scceseseeeges 27,948.10 7 35 
A I, ue ea ed 87.00 Webb, SB. Ben GEPTRSBMR. oc coccccovcsecee MASKSC HR EKeKE se CeweS 271.00 814.00 
Texas Atlantic Oil Co., Fort Worth......... PET ION een 5,434.04 17,032.89 Willis ee es, SE Ss on 0'6655:6066 0640s cd ccd sesercereene 512.40 1 95 
Texas Oil Land & Inv. Co., Fort Worth.........ccecsccscceecs 888.14 3,108.52 | Western Globe Oil Co., Wichita Falls....-+......+.++eeeeeeeee 1,839.18 3 
Texas Okla. Drilling & Dev. Assn., Dalla8............cccccccee  ceceuceucs 64,342.79 | Westheimer & Daube, Ardmore....... Sete eee cece cece tee eeees 417.01 1.459.54 
Cees CE AER. CRONE WANED. oe-ns cco ntsaccccreccccasccceves 2,686.44 10,342.79 | Woodrow Lee Trust, Wichita Falls.......-.+..seeseeeeeeeeeeees 6,173.47 2 30 
a a hs ta gn bid Se hWE Wecai 8 4 a Kin ea wane ou 1,413.94 4.948.79 | Wisconsin Oil & Gas Co., Milwaukee 1,117.04 64 
Daeees MenmNSO Gli Co. MOMs oo os cscecdsiscccecccencesensece 7,403.86 25,913.51 Weiss, Martin, Dallas ......+.sseeeescererersceccsseceeceneene 385.44 1 o4 
an ee er i ie WOE... cc apsetiwnectimed éaeeeecaaecs 19,064.41 71,312.76 | Wagner, Abe W., Houston .....-...++- 468.66 1 39 
i ne Rn cate wath peadece cd anwaaeeoesa 9,625.00 28,875.00 | Witten Oil Co., Cordell, Okla . 87.98 93 
Tidal Cil Co. & J. H. Markham, Jr., Tulsa@............cccccceee 28,379.32 99,327.58 | Wiemar Oil Co. Dallas ....... 2,730.04 ),841.61 
Thomas, W. E., Burkburnett....... 737.57 2,765.88 Waseco Oil Assn., Fort Worth. 1,185.75 4,150.14 
SUSIE, DEEN, WHEN DU. cscs cecerccteccarecedinesasaees 3,116.80 10,908.86 | York Prod. Co., Wichita Falls . 18,512.04 ¢ 58 
Texas Iowa Oil Co., Fort Worth......... 1,463.15 5,121.02 Young Bros. & Kennedy, Wichita Falla... ..cwcccccccscccsccceese 15,146.26 53 1.91 
ee SOGe ENON BNIUB. oo cic ccccee cece sersesccccrencees 2,690.69 10.359.15 | Yount Lee Oil Co., Sour Lake........seeeeeeeeeeeeeeeceeeeceee 38,426.20 115,278.60 
Texas Oil & Drilling Co., Houston 771.98 2,315 94 Approximately 100 oil companies, aubbdeet to the 1% per cent gross production tax, 
SE Se CO, BOOMs vc cc cccccesedcesecsesccceneseseee 24,878.93 83,879.13 have been classified as delinquent by the comptroller’s department, for failure to make 
eee PORN DO TRIG. ce cscs ccscnceceereereseeanceess 3,413.36 11,946.76 report for the quarter ¢nding September 30, and also to pay the quarterly tax. 
Texas Buffalo Oil] Co., San Antoni0....cececccsccccsccccsccccecs 1,394.50 4,813.3 The time for the filing of reports and payment of the tax, without incurring a 
Se Se SO I ccc ecbnes0see Pane iee sak cbse eE0s.c08 608 128.18 448.65 penalty, expired on November 1. The penalty is 10 per cent of the amount of the tax, 
oe OE eee oeeee 156.34 547.17 which does not include a fine of $1,000 for failure to make such reports. 
eA AI Ns Te oe gc samen gekets 370.62 1,111.86 The chief clerk of the tax division of the comptroller’s department has prepared a 
Tenn Chief Oil Co., Wichita Falls........ ANE EGBA NN OE Oe 184.93 664.72 | list of the delinquents and sent it to the Attorney General's department, with a request 
Turner & Sheegog, Wichita Falls........ ae Ce i ae 536.00 1,876.59 that suit be instituted not only to enforce collection of the tax, but also of the penalty 
Texas Prod. Syndicate, Wichita Falls...........++e+eeeeeeeenee 4,848.02 17,038.11 | @nd the $1,000 fine. , a : 
ee A a ee ccnp sv acuioocabe® 18,940.50 56,821.77 The following is a list of a few companies operating in Texas, showing the numbe 
Texas Pac. Coal & Oil Co., Thurber.......+--++++seeeeeeeeeeee 396.520.30 1,405.741.99 | Of barrels of oil and the value of same, obtained in this State, during the three n 
Srtanete Cll Oh, WIR. BAB iis cco es cocrccicocscncceseses 3,481.99 8,686.69 |ending September 30, and which were not included in the first list of production ce 
Universal Texas Oi] & Gas Co., Dalla®..........++eseeeeeeeee 715.36 3,790.13 |penies furnished by the comptrolier's office. The reports of these companies add 
United Oil & Fuel Co., Philadelphia...... Sys tam de asaeeabanes 3,851.82 11,555.44 | 93,694.04 bbls. and $343,781.70 to the first production report. 
TWatted Pet. Co.. TOUSON cccccccccecccesecWsccccccccessceceses 3,404.08 10,214.20 Antillery, J. H., Sour Lake......cccccoes esis ce-teae “oe ie a te das he 1,959.29 5,877.87 
United Producers Co., Wichita Falls........ee+eceeeeeceeeeeeees 517.17 yee Arnelle GB Mebertaem, BAN AMteWlO. occ cccccveccccccccecececsocce 362.95 
Tested Wat. Ca, DORIS cc ccciccccevtievcsecdsecccvccccevscsces 378.72 1,268.70 mes Cepess OF Ge, BUOW Tee Bec ccswsccwivccccccccccctcvecs 863.60 
United States Oil Corp., Shreveport....... PORE ORORS OED ORES 599.62 2,098.32 Boroff, Boroff & Heydrick, Wichita Falls...............s0005. 376.53 
United States Oi] Corp., Fort Worth........eeeeeeeecerecccevece 19,831.68 73,859.92 Bass Petroleum Co., Wichita Falls... .cccccccccccccccccccscccess 9,122.27 
Unity Of) Co., Beaumont... cccccccccccccccssrecsvcccesseece 15,608.68 47. 372.99 Chestes OF] Corp.. GRIMROMES CEM ccc ccccccicccccccescccccccece 20,471.60 
United Service Dev. Co., Minmeapolis.......ee-scececceeeecceees 1,402.26 4,206.78 Comermta Dems Gl) Ga, POPE Welt. cccsccccccvccccosscccece 358.08 
Volcanic Products Co., Brenham.......ceccersseesreacsseceneee 1,102.90 3,300.80 ee ey EE: Ge eee ee 544.50 
Vat. Oil & Gas Co., Byers......-ss+e% 362.48 1,179.40 Dennie Roberts Of1 Co., Waxahacie..cccccsccccccccccccccsecece 936.00 
Valley Oil Co., Petrolia........+++eee6- 480.10 1,680 35 Peeves & Bebe Co., Weemtte POMBs cc cccccscvccccccsccccccscece 12,553.26 
Victory Oil Prod. Co., Little Rock ° 884.89 3,406.84 Gladiolus Oil Co., Wichita Falls....... 12,899.46 
Vernon Ot] Co., Wichita Falls....... 2,711.00 9,488.49 Gal.agher & Lawson, Desdemona......... 14,323.37 
Virginia Oil Assn., Fort Worth........++++. 3,241.39 12,155.21 Harvey Crude Oil Co., Kansas City 7,980.69 
Van Cleave Oil Co., Wichita Falls 3,807.39 14,468.07 Pittsburgh Burnett O. & G. Co., Wich. Falls twats had hae 1,598.26 
Volunteer Ofl Co., Nashville, Tenn. 4,721.09 17,794.58 Heydrick & Shaw, Wichita Falls oseseneee e 546.25 
Venus Oil & Gas Co., Denison.... 403.47 1,502.52 Thomasson Mallory & Co., Denver, Col.. 1,853.02 
Valverde Oil Co., Del Rio........eeeeee 450.00 1,462.50 Verschoyle & Ferris, Wichita Falls...... oe 1,313.20 2 
Van Cleave Trust, Wichita Falls..........- ° 3.732.91 14,186.06 Wade Oil Co. No. 1, Wichita Falls. os 3,215.98 i 
Victory Oil Prod. Co. No. 2, Little —e Lecesanesecdedssoes ewan 17,527.36 64,844.71 Wade Cil Co, No. 2. Wichita ; eee 2,313.73 3 
Wyatt Oil Co., Sour Lake... ...ccccceccescectterererecesseseses 608.58 1,825.75 Total number of companies and individuals that to date have furnished reports is 
Webb, W. G., Albany.......-ee+- keen a wae da cea iiem a 100.17 373.67 780. Total production reported, 19,793,979.58 bbls., valued at $67,991,131.87. 
Electric Steel Castings 
Oil and Gas Well Supplies 
Beaumont Iron Works Co. 
Beaumont T U. S.A. 
LEWIS SAFETY TONGS—SIMPLE, STRONG AND DURABLE — 
. 
——— 





























December 3, 1920 





THE OIL AND GAS JOURNAL 





— 





———— 


A Real Outfit for Pipe Line Trenching 


Built for traveling over varied soils 
—soft and marshy or hard and 
clayey; high front wheels, ample 
corduroy traction surface. 














Runs on convenient fuel for opera- 
tion in isolated country 
or distillate. 





gasoline 


For different soil conditions an instan- 
taneous change of digging feeds by 
means of a selective transmission. No 
delay caused by changing sprockets or 
feeds. Digs trenches 5 ft. 6 in. deep, 
15 in. to 21 in. wide. 


Immediate deliveries on Pipe Line 


P. & H. Excavator No. 122. 





backfillers, tampers. 


Pawling &Harnischfeger Company, Milwaukee, Wis. 








—————— 

















THE SCHURS No. 7 OIL BURNER INSTALLATION 


THE LATEST FOR VERTICAL BOILERS 


























é STLAM PIPE TO HEATING Core 






STLAM PIPE 





Te om BVaNnae 


SCHURS 
ne7 


BURNER 


4h O14 PIPE T° guanet 


For splasher on beam, place fae rout of 
fircbrvek Chgeunse, tree ana de ted Me 
ad, scress these place fre firctcrc: fle? 
hewve a6 apemvags on back weet bebe’ 
ash door. 





Frrcbox Poiter with Sravaty Feed Ot Brannings Syolew 
phowerires 92. T Srure Lorne jrrotatled su top _ssde of_frrs-doos, 












Mote arch for protecting tubes. Cot a 2inch opening ie tap tide of fre dew 
Remeve grates. lay eae layer aff frctrak end place cael of hucner tip flus® with tha 
on bettors lime tetas of foreken with fre eutside of doer, 40 48 te create a jects 
beck as shown of ar Burner mush MOT be placed muide 


or preaching through tes wptming~ 








& FUEL OIL BURNER 


COMPANY, 


This Burner Has Been Especially 
Designed for Use on Vertical 
Boilers of From 5 to 40 
Horse-power 


It is installed in the top side of 
the fire-door, pointing downward, 
with the tip projecting to the 
edge of the door. The iron grates 
are removed and two rows of fire- 
brick placed on edge on the bot- 
tom of the ash pit. On these 
two rows place fire-bricks about 
ten inches square, forming a 
splasher plate for the flame to 
strike, thus filling the fire-box 
with flame and yet SAVING THE 
TUBE-ENDS FROM THE DI- 
RECT FIRE-BLAST. 


This arrangement is the latest and 
most successful method yet devised for 
burning oil fuel in vertical boilers. 

The Schurs Oil Burner No. 7 is suit- 
able for 

Vertical Boilers 

Fire-Bow Boilers 

Scotch Marine Boilers 
Marine Boilers 

Vertical Stills 

Small Stille under 350 bbie., 
also Star Steam Tractors 
and Well Rigs. 


FOR SALE BY 


pe a a Klahome. Toe Co., Oklahoma City, Okla. 
ia Supply Co., Tulsa, Okla. 
Corken Machinery & Supply Co., 
Oklahoma City, Okla. 
The W. F. Bohne Machinery Co.. ——, Me. 
The Atlas Supply Company, M , Okla. 





Oklahoma City, Oklahoma 
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DEMANDS OF SHIPPING BOARD FOR OIL 





It Is Estimated that 40,000,000 Barrels of Fuel Oil Will Be Required 
for Shipping Board Vessels in 1921—Oil Bunker Sta- 


tions Established in 


Foreign Countries— 


Competition in Ship Operation 


Before the annual meeting of the Amer- 
ican Petroleum Institute, held in Wash- 
ington, Admiral W. S. Benson, Chairman 
of the United States Shipping Board, de- 
livered the following address on “De- 
mands of the Shipping Board for Oil.” 

It is indeed a pleasure to have the 
opportunity of addressing you this eve- 
ning on a subject which I consider vit- 
ally affects the successful development 
and operation of our American Merchant 
Mrrine, i. e., the American petroleum 
industry as it relates to the fuel and 
lubricants necessary for the propulsion 
of our enormous fleet. 

For the reason that conditions are 
changing so rapidly in the privately 
owned American shipping, accurate d:ta 
is not available as to the fuel oil re- 
quirements of such shipping, and I have 
taken the liberty of interpreting the 
subject I have been asked to discuss this 
evening as “The Demands of the Shipping 
Board for Oil.” 

T find that comparatively little is gen- 
erally known of our enormous require- 
ments of fuel oil and believe thet a brief 
resume of the efforts of the Shinning 
Board to purchase fuel oil requirements 
and of the problems which have con- 
fronted us in this resnect during recent 
years, is essential to full ap»reciation of 
the extent to which the interests of the 
Shipping Board and of the American 
petroleum industry are interwoven. 

For the year 1919 our requirements of 
fuel oil amounted to approximately 18,- 
000.000 bbls., for the year 1920, 30,000,- 
00 bbis., and for the year 1921 we esti- 





mate our requirements will amount to 
approximately 40.000,000 bbls. Our 
first fuel oil contracts were made to cover 
the period from April, 1919, to April, 
1920, and amounted to 12,000,000 bbls. 
The contracts covered the principal Gulf 
and North Atlantic ports and ranged in 
price from 74 cents to $1.15 a barrel. 
The balance of our requirements were 
purchased in the open market at from 
75 to 100 per cent in excess of the con- 
tract prices. 

During the early months of 1920 our 
fuel oil contractors experienced great dif- 
ficulty in supplying the contract quanti- 
ties of fuel oil, which was also very 
scarce in the open market, our contractors 
reporting that this was due to unsettled 
political conditions in Mexico and short 
age of tank steamers. In the face of 
these conditions our failure to receive 
acceptible bids in February, 1920, was to 
be expected. However, we succeeded 
during March, 1920, in contracting for 
vur requirements of fuel oil at the prin- 
cipal North Atlantic and Gulf Coast 
ports for a six months’ period, at prices 
ranging from $1.34 per barrel to $2.07 
per barrel, an increase of over 100 per 
cent, as compared with our 1919 con- 
tracts. 

We have recently contracted to pur- 
chase over 30,000,000 bbls. of fuel oil 
during the period October, 1920, to Octo- 
ber, 1921; on the Atlantic and Gulf 
Coast, at prices ranging from $1.50 to 
$2.30 per barrel. We have never been 
successful in our efforts to contract for 
our fuel oil requirements on the Pacific 
Coast, but by virtue of our agreement to 
purchase from the United States De- 
partment of the Interior, all of the Gov- 
ernment’s royalty crude oil in the States 
of Wyoming and California, we have been 

















General Sales Office: 
208 South La Salle St., Chicago 


Hackney 


Seamless Barrel 


MILWAUKEE 





Pressed Steel Tank Company 


Milwaukee, Wisconsin 


More of these steel barrels 
are in use than any other 


make. 


Refinery men and freight 
handlers prefer this barrel 
because it is easier to handle. 
The plugs are set above the 
chime, making them easier 
to fill and keeping water out 
of the barrel. They cost 
about the same as a heavy 
drum and last much longer. 
They do not leak because 
they are seamless. 





Woolworth Bidg. 
New York 














enabled to secure our requirements of fuel 
oil on the Pacific Coast since Juue, 
1920, in exchange for the royalty oil from 
the Salt Creek, Wyoming, fields. It is 
the board’s intention to conclude similar 
arrangements with respect to the royalty 
oil in the State of California. With ref- 
erence to our fuel oil requirements in the 
Pacific, you may be interested to know 
that of the 140 Shipping Board vessels 
operating from the Prcific Cuast ports, 
only one burns coal as fue). 


Foreign Bunker Stations 

The Shipping Board, though rather 
late in launching its foreign bunker sta- 
tion program, has diligently pursued the 
policy of creating fuel oil bunker stations 
at strategic ports on established trade 
routes. In October, 1919, we complete: 
our first foreign bunker station on Has- 
sel Island, St. Thomas, V. I. This station 
has a storage capacity of 110,000 bbls. 
and will shortly be increased to 220,000 
bbls. The board has also constructed 
fuel oil stations at Honolulu, which has 
a storage capacity of 110,000 bbls., and 
at Manila, which has a storage capacity 


of 165,000 bbls., and has also provided. 


floating storage at Ponta Delgada, 
Azores, for 22.000 bbls. of fuel oil. In 
addition to these stations, we have con- 
tracted with various oil companies to 
receive, store and re-deliver fuel oil for 
our cecount at Shanghai, Iquique, Rio 
de Janeiro, Bizerta, Brest, Genoa, Sa- 
vona and Hamburg. These stations are 
supplied with fuel oil purchased under 
our contracts, and transported in Ship- 
ning Board tank steamers, and their 
‘reation has enzbled the board to supply 
75 per cent of its foreign fuel oil re- 
quirements at a saving of millions of dol- 
‘ars per annum. The establishment of 
these stations has in each instance had 
the effect of reducing the price of fuel 
oil on the open market to a marked de- 
tree, thereby benefitting shipping in gen- 
eral, 

We have for over a year suffered seri- 
ously from the effects of insufficient tank 
steamers with which to transport our 
constantly increasing requirements of fuel 
oil, and the tank steamer fleets of the 
established oil companies were wholly 
inadequate to meet the demand. A large 
number of our tank steamers, in order to 
keep them fully employed. were char- 
tered to priveste companies before the 
rrowing demands of the Merchant Marine 
created such a shortage in tank steamers, 
and they were thus beyond our control 
luring a considerable period. This condi- 
tion, I am glad to say, has been rapidly 
‘orrected and early in the year 1921 we 
will hzve at our command sufficient tank 
steamers to enable us to expand our 
bunker station program and eliminate 
the purchase of oil on the open market 
which will result in further enormous 
savings. 


Lubricating oils also play an important ! 
»yart in ship operation and our require- | 


ments of this product now amount to ap- 
»roximately 4,000,000 gallons per annum, 
Our first contracts for lubricating oils 
were made in October, 1919, for all do- 
mestie ports for one year, at prices sub- 


stantially 50 per cent below the pre- 
vailing market, and we have recently 


executed contraets for another year. 
I heve discussed this matter in con- 
siderable detail, desiring that you leaders 


in the American’ petroleum industry 
should have an intimate knowledge of 


our requirements and the policy which 
we are pursuing to secure the necessary 
supplies of fuel oil and lubricating oils 
in the hope and belief that we may have 
your sympathetic co-operstion to the end 
that our efforts to upbuild the American 
Merchant Marine may be lastingly suc- 
cessful. * 
Face Unrelenting Competition 

In conclusion, may I impress upon you 
with all the earnestness at my command 
that we are now facing the most unrelent- 
ing and stifling competition of nations 
traired in all the fine points of ship op- 
evation. One of our greatest advantages 
lies in the fact that about 75 per cent 
of our entire fleet burns oil for fuel, as 
compared with about 15 per cent for ail 
foreign shipping. This advantage cannot 
be realized to the fullest etxent unless 
the Shipping LGoard and the American 
Merchant Marine as a whole can be as- 
sured of an adequate supply of fuel oil. 
not only now, but of more importance 
in the future as well, at reasonable 
prices. To this end I have no hesitancy 
in appealing lor a continuance of that 
support which the American petroleum 
industry kas so patriotically tendered in 
the past. 





PITTSBURGHERS INTERESTED 


From the Pittsburgh (Pa.) Dispatch: 
“The decision of the West Virginia Sy. 
preme court that the Steptoe Act, pro. 
viding for the taxation of oil and gas 
sent out of West Virginia was illegal 
will benefit a number of local com. 
panies with large holdings in West Vir. 
ginia fields. Philadelphia, Manufactur- 
ers Light & Heat, Ohio Fuel Supply 
United Fuel Gas and Columbia Gas & 
Electric companies are the largest jip- 
terests vitally concerned. In its prae. 
tical effects the law was intended to stop 
the shipment of gas out of that State 
but under the ruling, oil and gas can be 
piped into Pennsylvania, Ohio and other 
States without the imposition of the 
special tax provided in the last session 
of the West Virginia Legislature.” 


DRILLING THE BIG SIX 


Moas, Utah, Nov. 25.—The Big Six 
drill has been pounding away during the 
past week, and satisfactory headway has 
been made toward putting the well down 
to the oil sands. While the hard f.urma- 
tion is still being encountered and pre- 
vents any rapid progress, the hole is vyrad- 
ually attaining depth, and the indic:tions 
become more encouraging as work cop- 
tinues, according to the officers of the 
Big Six Oil Co. 

The new and heavy stem recently or- 
dered has not yet arrived, but is ex) -cted 
momentarily. When it is installed, |wtter 
headway will be possible in the excep. 
tionally hard limestone formation encoun- 
tered. 





MARRIAGE ANNOUNCED 


Mrs. George W. Kerr, announces the 


marriage of her daughter, Miss Hope 
Kerr, to Mr. Byron Newton Waliace, 
the ceremony having taken place in 


Tulsa, November 25. Mr. and Mrs. Wal- 
lace will be at home December 5, at 524 
South Boston avenue, this city. 

The bride has for some time been 
identified with The Oil and Gas Journal’s 
business office, as circulation manager, 
and she has many friends in this city 
who join The Journal staff in the wish 
that her married life may be a _ happy 


one. Mr. Wallace is a popular young 
business man who also is well known 
here. 





THREE MEN BADLY BURNED 


OKMULGEE, Okla., Nov. 29.—Bert 
Davis, A. E. Devall and J. A. Hale, pipe 
line workers, were terribly burned today 
while working in a meter house south 
of the city. One of the men struck a 
mateh to light a cigaret. The room was 
filled with gas and an explosion followed. 
Before the men could make their way 
out of the house, their clothing had been 
practically burned from their bodies 
They were brought to Okmulgee and 
given medical treatment. 


RIPARIAN RIGHTS INVOLVED 





OKLAHOMA City, Okla., Dec. 1. - 
United States Judge John Cotteral has 
taken under advisement a demurrer filed 
on behalf of the Conrad Oil & Gas Co. 
and the Aggers Petroleum Co. of Texas. 
in which it is contended that the rule of 
riparian rights does not apply to Indian 
allotments along the north bank of Red 
River. This is the first instrument filed 
by oil operators going into the merits of 
the controversy over lands held unier re- 
ceivership of W. Brooks who was 
appointed by the Federal Court. Both 
companies have leases granted by Re- 
ceiver Brooks. 


COMPANY MOVES OFFICES 





OKLAHOMA City, Okla., Nov. 27.— 
The fifth floor of the Southwest Na- 
tional Bank building has been leased 


for offices of the Atlantic Oil Producing 
Co., which is moving its Mid-Continent 
office here from Tulsa. Fifty eniployes 
will be brought here. 


EXPLOSION IS SERIOUS 


27.—The Hamburger 
Fremdenblatt states today that an oil 
manufactory (refinery, probably) at 
Neudorff had been blown up by the Poles. 
says the Central News Hamburg corre 
spondent. : 

Many officials engaged in arranging 
the plebiscite in Silesia are reported to 
have been killed, the newspaper says, 
but full details have not been received. 
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AFTER NOVEMBER ist, 1920 


ro A. R. A. STANDARD “D” COUPLERS 
& 4 must be used in new freight cars to make them acceptable in interchange. 




























top The adoption of this coupler eliminates the weak riveted type of connection by 
: not having rivet holes nor gibs and provides only for a key connected attachment. 
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The NOR-BRO. STANDARD 
F orged Sucker Rod Elevators 


Patented 


Body and Tongue ONE SOLID FORGING (will not pull 
loose) Jaws are HIGH CARBON Steel Drop Forgings, and 
will not Spread, Bend, Wear or Break, like the soft wrought 
or Malleable Iron Jaws of others. 
Swivel is MACHINED and will NOT work loose and rattle 
like cheap rough fitted swivels. 
Short Crotch design BALANCES perfectly in the hand. 














SWIVEL 1S MADE 
WITH Two HEAVY 
STEEL WASHERS 


SHORT CROTCH, 
LEVATOR 
INMAND PERFECTLY 


We Manufacture and sell MORE Sucker Rod Elevators 
than ALL OTHER MAKERS COMBINED, THE REASON 


IS NOR-BRO QUALITY AND DESIGN. 


Output multiplied four fold in the last year. 


IMMEDIATE SHIPMENT from stock. 


Manufactured only by 


Norris Brothers, Robinson, Ill. 
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DONT PURCHASE PIPE 


until you have secured our prices on new casing, tubing or 


line pipe. 


lower than most others. 
No order too large for us to handle. 
Cars generally in transit. 


cialty. 


tageous points. 


Try us. 


What Do You Need? 


We claim to sell new pipe at prices, on an average, 
Carload quantities our spe- 


Stocks at advan- 


H. L. DICKSON COMPANY, INC. 


Tulsa, Okla. 

















422-434-436 First Avenue 


METERS and REGULATORS 


For NATURAL and ARTIFICIAL Gas 


Sizes 34-inch to 24 inches. 
Catalogue on Application. 


Equitable Meter Company 


Pittsburgh, Pa., U. 8S: A. 

















NORTH AMERICAN 


OIL AND GAS 


A Supplement to The Oil and Gas Journal 


An edition of 280 pages containing informative 
matter concerning the Oil Industry, including 
Geological Maps and Reviews of the various 
fields and pertinent facts relative to refining. 
A few copies for sale at $3 each, postpaid 


THE PETROLEUM PUBLISHING COMPANY 


TULSA, OKLA. 

















EXPANSION 


Certain Information Concerning 


LONDON, Eng., Nov. 16.—An exhaustive 
review of the position of the Royal Dutch- 
Shell Combine has just been issued by a 
leading firm of stock exchange dealers 
which contains information never pre- 
viously made public. A complete list « 
the associated and subsidiary companies 
of the Combine, together with their re- 
spective capitals is given below: 

SUBSIDIARY COMPANIES 
Anglo-Saxon Petroleum Co... £16,000,000 


Asiatic Petroleum .......... £4,000,000 
Asiatic Petroleum (Ceylon).. £300.000 
Asiatic Petroleum (Kgypt).. £1,000,000 
Asiatic Ptrolum (F.M. States) £150,000 
Asiat.c Petroleum (India)... £2,000,000 
Asiatic Petroleum (N. China) £2,000,000 


Asiatic Petroleum (Philipp's) £200.000 
Asiatic Petroleum (Siam)... £200,000 
Asiatic Petroleum (S. China) £1,000,000 
As.atic Petroleum (St. Set.). £750,000 
Bataafsche Petroleum Maat- 
BCHApPij ..cccecccereceecse 
British Imperial (Australia). £1,000,000 
British Imperial (New Zea.) £10u, 000} 
British Imperial (So. Africa) £400.00 
Curacoa Petroleum Co....... F1.7,500,000 
Curacoa Shipping Co......... F1.2,000,000 
Dordtsche Petroleum Maat- 
NT ere 
La Corona Petroleum....... 
Nederlandsch Indische Tank 
Steamboat Mij ......+..0- 
New Orleans Refining....... 
Nouvelle Societe du Standard 
Russe de Grozny.......... 
Panama Canal] Storage...... 
Shell Co, of- California...... 
Shell Co. of Canada......... 
Shell Marketing Co......... 
Societe Commerciale et In- 
dustrielle de Napthe Cas- 
pienne et de la Mer Noire 


F1.2.000,090 
F1. 25,000,000 | 


F1.10,000,000 
$2,000,000 


Rs.12,000,000 
$77,000 


£3,000,000 


Rs.10.000,000 
Societe de Mazout........... Rs.18,000,000 | 
Tampico-Panuco 
Maataechappl) .....ccccccse 
Ozark Pipe Line Corporation 
Of Maryland ....cccccccces 
Roxana Petrolum Co. of Vir- 
BiIMIA 2 ccccrcccccerescvces 
Matador Petroleum Corp..... 
Mexican Eagle Oil Co. (Eng.) 
COMPANIES CONTROLLED 


$10,400,000 


$1,000,000 
£100 


Anglo-Egypt.an Oilfields... £1,808,000 

Astra Romana .....ccccccoes Lei. 135,000,000 
Ceram Cil Syndicate........ £200,000 
Caribbean Petroleum Co.... $2,100,000 
Colon Development Co....... £100,000 
Grozny Sundja Oilfields..... £300,000 


Soc. -Ano. pour L'Ind. de 
Napthe “Grosny-Sunja” 
Mexican Eagle CUil Co....... 


Rs.3,000,000 
. Mex. $83,335,185 


During the past year the Anglo-Saxon 
Petroleum and the Astra Romana Cos. 
have doubled their capitals, and the Mex- 
ican Eagle Co., by the issue of bonus 
shares, increased its capital from $55,- 
756.190 (Mexican) to $83,335,185 (Mex- 
ican). The Bataafsche Petroleum Maat- 
schappij appears with a capital of F'1.300,- 
000.000, as compared with F1.140,000,000, 
and that of the combine’s North Ameri- 
‘an subsidiary, the Roxana Petroleum 
Co. of Virginia, was augmented by $7,- 
000,000. 

The various properties of the Shell 
Co. and those of the Royal Rutch Co. 
were pooled as from Janu.ry 1, 1907, be- 
ing from that date vested in various sub- 
sidiary companies, in all of which the cap- 
ital is held in the proportion of 60 per 
cent by the Royal Duteh Co., and 40 per 
cent by the Shell. 

The amount of income so received by 
the Shell Co. and the dividends paid since 
the amalgamation are given below: 

Income from the Shell Dividends 
Subsidiary Companies free of Tax 
15 


BOOT is cceses £556,000 

BOGS vccoses 633,000 20 
BOOP ibecides 601,000 22% 
BORD pcccves 669,000 22% 
Serer 591,000 20 
ae 1,038,000 30 
Jee 1,507,000 35 
BORG ascccce 1,553.000 35 
. Oe 1,647,000 35 
__, eS 1,614,000 35 
BRET ccscane Eee 35 
BEES. wccocset mene 35 
SED evesuse 4,573,000 


35 
The dividend on the preference shares 
is covered more than 45 times. 
Royal Dutch 
The Royal Dutch Co. is the senior 
partner in the combine and owns a 60 
per cent interest in all the properties. 





The details of the various interests held 


F1,300,000,000, 


$33,535,575 | 
50.00 


esha 


$15,000,000) 


New Schibaieff Petroieum... £1,160,000 | 
North Caucasian Oilfields.... £1,000.000 
United British of Trinidad.. £1,250.000 
Ural Caspian Oil Corporation £1,100,.000 
Venezuelan Oil Concessions.. £500,000 


OF ROYAL-DUTCH SHELL 


Big Oil Company, Never Before 


Published, Is Supplied by London Correspondent—Shale 
Operations in Australia—Keen Competition in 
Switzerland—German Pipe for Holland 


Special Correspondence of The Oil and Gas Journal 


by the Shell Transport Co. will, therefore, 
apply also to the Royal Dutch Co. The 
Royal Dutch, however, owns 2,176,790 
ordinary shares in the Shell, valued at 
£1 per share. The dividends paid in re- 
cent years have been as ollows : 


1913.... 48 per cent 1917.... 48 per cent 
1914.... 49 per cent 1918.... 40 per cent 
1915.... 49 per cent 1919.... 45 per cent 
1916.... 38 per cent 


Swansea Oil Refineries 

It was stated at the Swansea Harbour 
Trustees’ meeting, held on this side re- 
cently, that a further agreement had been 
entered into with the Anglo-Persian Qj] 
Co. for the taking of additional land at 
Queen’s Dock, Swansea. The compa: 
which is expending £1,000,000 on its » W 
refineries at Skewen, Swansea, will prob- 
ably begin operations in the early part of 
next year. 

Anglo-Persian Operations 

In the House of Commons recently, 
‘the Prime Minister was asked whether 
his attention had been called to a state- 
|}ment to the effect that the Anglo-l’er- 
sian Oil Co. was subscribing for shares 
| in several Continental speculative trad- 
ing companies which were to conduct 
, their operations on the continent, thereby 
putting the large sum of money invested 
by the British taxpayer to the risk of 
loss; whether the said money was voted 
by Parliament to obtain large supplies 
for the United Kingdom and Dominians; 
would he take steps to stop the officials 
of the company from utilizing the money 
|voted by Parliament for purposes other 
than those for which it was voted; and 
how far did the Government propose to 
extend their trading operations through 
this company. 

The Chancellor of the Exchequer re- 
plied : “The special interests of His Maj- 
beng s Government in the Anglo-Persian 
Oil Co. are protected by the ex-officio 
directors of the board. I have confidence 
in the judgment of the board of directors, 
including the ex-officio directors as to 
the commercial transactions of the com- 
| pany, and in accordance with the assur- 
ance given to the company at its forma- 
tion I do not propose to intervene in the 
ordinary commercial management of the 
company.” 

Australian Developments 

At the end of August operations at 
Newnes, New South Wales, were pro- 
ceeding satisfactorily, 30 men being em- 
ployed on the shale face. It is reported 
that about 300 men are engaged in all 
works, but it will be several months be- 
fore normal conditions are reached. 
There is now plenty of labor available, 
although for some weeks the mani:ge- 
ment had to face a shortage of shale 
| miners. 

The Minister for Home and Territories, 
replying to a question asked in _ the 
House of Representatives recently, said 
that the land in Papua had been leased 
to the Natalite Motor Spirit Co. of 
Australia, which was engaged in_ the 
manufacture of natalite, a form of alco- 
hol, used as fuel for motor cars. The com- 
pany, he said, had been granted 13 sago 
licenses on the Paibuna River, covering 
an area of four square miles. The com- 
pany had also made application for 12 
licenses on the Turama River, but these 
had not yet been acquired from the 
natives. Other mining leases have been 
acquired by the Colonial Exploration & 
Development Co. These concessions 
cover an area of 5,000 acres, on which it 
is proposed to bore for mineral oil. The 
land over which the leases apply lies 
on both banks of the River Latrobe, the 
whole of which is coal-bearing territory. 

It is anticipated that important de- 
posits of oil may underlie or be con- 
nected with the brown coal bed which 
has been proved to exist. 

More particulars are now available 
with regard to the expansion of the 
Anglo-Persian Oil Co. in Australia. A bill 
which was brought before the Legislative 
Assembly last week, provides for the ac 
quisition of Government land by _ the 
Anglo-Persian near the new Port Mel- 
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ne oe ne the difference in value|the result of a “gunshot wound self- 


pill it is proposed 
resull 
pany should 


tween the land which is being pro- i 
ded at Port Melbourne and the other |¢ronor's jury late today. 
which will be transferred to the 
State. Power is also given to lay pipe 


area, 


lines between a point on the Yarra 
River and a proposed site for a refinery. 
This refinery, if erected in Melbourne, 
will be under the control of the refinery 
which has been created by virtue of the 
agreement entered into by the Common- 
wealth Government and the Anglo-Per- 
sian Oil Co. 
Pacific Bunkering Scheme 
Reports from Australia state: The 
French Government has realized the ne- 
cessity of oil fuel bunkering facilities in 
the Pacific, and in accordance with its 
shipping policy intends to build at Ta- 
hiti (the largest of the Society Islands) 
a huge oil station for steamers. Three 
large tanks capable of accommodating 
thousauds of barrels of oil are in cours: 
of construction. The station is being 
erected in the first place for the use of 
liners plying between San Francisco and 
Vancouver and New Zealand and Aus- 
tralian ports, and also those running 
from Australia to New York, Great Brit- 
rance and Antwerp, via the Pan- 


ain, | 

ama Canal. Tabiti, which has _ been 
described as the trade emporium of the 
Eastern Pacific, has made considerable 


progress in recent years, and as_ the 
island is of great commercial value, fu- 
ture ‘rade should rapidly develop and 
possession of the island become of great 
value to France. 


German Pipe for Holland 
According to Continental papers, va- 
rious Dutch oil concerns are negotiating 
with German works with regard to the 
delivery of considerable quantities of 
pipe. The arrangements are said to be 
on the point of conclusion, the Garman 
firms having made concessions in price 
and promised to accelerate delivery. 
According to statistics officially com- 
piled, the production of oil in the Borys- 
law-Tustanowice and Mraznica districts 
of Galicia during the month of Septem- 
ber amounted to 45,270 tons. Of this, 
Boryslaw produced 18,630 tons, Tusta- 
nowice 16.700 tons, and Mraznica, 9,570 
tons. Casual oil totalled 370 tons. 

A report from Geneva is to the effect 
that the Federal Government is informed 
that offers are being made to Switzer- 
land by the Royal Dutch, of Amster- 
dam, of lamp oil at 40 francs per 100 
kilos. Up to the present, the price of 
the lowest grades has been from 65 to 
70 franes in that country. The Standard 
Oil Co. of New York is also offering 
great quantities at about the same price. 
The rivalry between the two companies 
for the Swiss market is intense. 

Polish Oil for France 

For some time past there has been 
considerable talk about petroleum ex- 
ports on a great scale to France. As a 
matter of fact, several big contracts have 
already been concluded between French 
importers and Galician producers. It is 
stated that delivery will take place from 
Dantzig, where large tanks are being 
erected. With the object of conveying 
the Polish products to France, the In- 
ternational Transport Co. has been 
formed with a capital of 5,000.000 francs, 
which will be increased shortly to 23,- 
000.000 franes. 

Oil imports into the United Kingdom 
for the week ended November 8 amounted 
to 21,195,380 gallons. Only three lots of 
petrol arrived during the week in ques- 
tion, viz., 1,602,000 gallons from Port 
Arthur for the British Petroleum Co.. 
London ; 713.380 gallons from Balik Pap- 
pan for the Shell Marketing Co., Barrow: 
nad 165,550 gallons from New Orleans 
for Scottish Oi's, Ltd., Grangemouth. The 
British Petroleum Co., London, received 
from Port Arthur 2.570.000 gallons of 
lamp oil and 1,911,000 gallons of gas 
oil. The Anglo-American Oil Co., Lon- 
don, received 2,092,670 gallons of lamp 
oil from Port Arthur. The Anglo-Mex- 
ican, London, received from Port Mexico 
1,482,990 gallons of fuel oil from Tam- 
pico. The British Mexican Petroleum 
Co., South Shields, received 2,064.000 
gallons of fuel oil from Tampico, and H. 
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The company al-|Lamb, of Ardmore, whose mutilated 
has certain land at Fisherman's body was found with a bullet wound 


SUICIDE, JURY DECLARES 
ARDMORE, Okla., Nov. 27.—James E. 





through the heart on the tracks of the 


inflicted,” according to the verdict of a 


Lamb was a drilling contractor and 
had associated in business with Jake L. 
Himon, Republican National Committee- 
man from Oklahoma, who died here yes- 
terday from a wound received under 
mysterious circumstances. 

Members of Lamb’s family testified at 
the inquest today. Mrs. Lamb said her 
husband “kissed the family good-by” at 
4 o’clock yesterday afternoon and, ask- 
ing his wife to pray for him, said, “Be 
sure to meet me in heaven.” Lamb also 
asked for his revolver, according to his 
widow, and said as he took it: “You 
never can tell—I may have use for it.” 


PARKERSBURG R. & R. CO. 








CoLtoraDo, Texas, Nov. 26. — The 
Wertzberger Rig Yard Co. and the Park- 
ersburg Rig & Reel Oil Well Supply Co. 
have secured ground and opened up 
yards at Westbrook and will have their 
general offices in Colorado, Texas. The 
supplies to stock these yards have al- 
ready been shipped, some having already 
arrived at Westbrook. These peole are 
preparing to supply the needs of the 
companies operating in the Mitchell 
County oil field. 





ARKANSAS NATURAL GAS 





PITTSBURGH, Pa., Nov. 27.—Directors 
of the Arkansas Natural Gas Co. are 





AMERICAN-MARSH PUMPS 


Over 155,000 in Successful Operation 


Made only in the Single Cylinder or Simplex type, combin- 
ing simplicity in construction with unusually low steam con- 
sumption. By numerous tests we are able ta positively guar- 
antee a SAVING OF 25 PER CENT IN STEAM CONSUMED 
OVER ANY DUPLEX PUMP of equal capacity. 
Moreover, the American-Marsh has less than 
one-half the wearing parts found in the duplex 
type and consequently the repair cost is cut in 
two. Short stroking is positively eliminatd and 
full capacity is assured. 







We also manufacture: 

Centrifugal Pumps. 

Power Pumps. 

Air Compressors. 

Jet Condensers, 

Dry Vacuum Pumps. 

Marsh Deep Well 
Engines. 

Write for our complete 

catalog illustrating and 

describing practically 

every type of pump 

used in refinery and 

oil field work. 


American Steam Pump Co. 
Ba: tle Creek, Mich. 
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scheduled to meet Monday afternoon, and 
it is likely that action will be taken on| 
the quarterly dividend due at this time. | 
An initial disbursement on the commun 
stock was ordered August 25, the dividend | 
being issued as “2 per cent quarterly and | 
3 per cent extra.” Krom sources close to | 
the management it is learned that the} 
next disbursement may be 3 per cent, cr} 
30 cents a share. 


| 
| 
NEW OIL ASSOCIATION | 








LitTLE Rock, Ark., Dec. 1. — An 
Arkansas organization of oil operators | 
und geologists is to be perfected here De- | 
cember 2U. The principal obejct is to 
lay plans for legislation affecting the oil | 
industry, such as laws on _ pipe lines, | 
ieases, drilling operations and taxation. | 
A legislative committee is to be ap- 
pointed that will draft bills for proposal 
to the Legislature. 


WILDCAT TEST ABANDONED 








ALBUQUERQUE, N. M., Dec. 1. — An- 
other well is to be drilled soon on the 
San Cristobal ranch of Lieutenant Gov-| 
ernor Benjamin Sankey by the Toltec 
Oil Co., which abandoned a test on the 
ranch at 3,600 feet two years ago be- 
cause of finding granite. The location 
is 20 miles southwest of the abandoned 
hole and nine miles south of Caliesto. 
The location was made by 8. J. Hatch, a 
Kansas City geologist. 





PARAGON CO.’S RUNS 





Wicuita Fats, Texas, Nov. 27.—A 
report from the local office of the Para- 
gon Oil Co. gives the information that 
during the last seven months over 1,0UU,- 
000 bbls. of oil have been transported 
by pipe line from the northwest field, 
near Burkburnett, to a company refinery 
in Toledo, Ohio. The 1,000,000-bbl. mark 
was reached November 15 and an addi- 
tional 100,000 bbls. will have been deliv- 
ered by the end of the mouth. 

The Paragon Oil Co. of this city is a 
subsidiary of the Paragon Refining Co. 
of Toledo, one of the oldest independent 
companies in the State of Ohio. 
Approximately 600,000 bbls. storage 
capacity is maintained in the northwest 
field by the local concern, and the oil is 
started on its 1,300-mile journey from 
that source. A private pipe line is used 
to transport the oil to Waurika, Okla., 
ind from that point it is carried by a 
trunk line to Cygent, Ohio, where the 
company picks it up again and runs it 
the remaining distance into Toledo. A 
10,000-bbl. refining plant is maintained in 





P. Wheatley & Co., London, 1,146,000 
gallons of lamp oil from New York. 











APOLLO- KEYSTONE 


COPPER STEEL GALVANIZED 


Sheets 


Highest quality rust-resisting Galvanized 
Sheets manufactured for oil country 
work; sheds, boiler and belt houses, 
tanks, roofing, siding, etc., either per- 
manent or temporary construction—fire- 
proof, lightningproof, durable. 

Look for the Keystone added below the regular 
brands—it indicates that copper steel is used. We 


manufacture Sheet and Tin Mill Products of every 
description— Black Sheets, Galvanized Sheets, 


Corrugated Sheets, Formed Roofing and Siding Nes / 


Products, Roofing Tin Plates, Bright Tin Plates, 
Black Plate, etc. for Better Busldings bookiet. 


AMERICAN SHEET AND TIN PLATE COMPANY, Gea. Offices: Prick Bidg., Pittsburgh, Pa. 
































that city by the company. 


South Chester Tube 
Company 


Manufacturers of Casing, Tubing, 
Drive Pipe, Rotary Drill Pipe, 
Line Pipe, Merchant Pipe. 


Mill and Main Offices: Chester, Pa. 


Branch Offices: 


Pittsburgh New York Sen Francisco Tulse 
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DRIVE CH'AINS 
S—40 AND SS—124 


SS — FOR 


RIGS 


always 
identified 
by this 
Comparative running tests, and daily use, under the 
most severe conditions have definitely proven Nos. nee 
SS—40 and SS—124 Link-Belt to be the most re- 
liable and durable oil well drive chains on the market. 
MARK 
PHILADELPHIA CHICAGO INDIANAPOLIS 
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A combined 


foot wells, 


RELIABLE PUMPING POWER 





and geared power, all gears within bed-plate, two 
cranks to connect pull lines, will pull load equal to four one thousand 
regularly equipped for gas with hot tube 
ignition, also for gasoline with Wico Igniter. Over 800 in actual oper- 
ation. Sold by Frick-Reid Supply Co., and Frick & Lindsay Co. 


Manufactured by 


H. M. PENCE, Parkersburg, W. Va. 


Stores 




















The Ludlow Valve 
Manufacturing Co. 


Troy, New York 

















HEAVY PRESSURE 
Oil and Gas Valves 


Fer Pipe Line, Refinery, 
Casinghead and Acid Plants 


Cateleg on Request 








The LUDLOW VALVE MFG. CO. 
Branch Office, Kansas City, Mo. 
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h expensive “pulling out” jobs you will save. 

Genuine “KARNS’ BOW SPRING” Trade Mark Registered. Favorably 
; known to all the “old timers.” This was the first constructed floating 





“RED GIANT.” 


highest efficiency are required. 


For Any Use VALVE CUPS In Any Size 


Trade Mark Registered. Specially designed for use at 
wells suffering unusual and annoying conditions, where Valve Cups of 
Try these and observe how many of the 


Valve Cup put on the market—nearly 45 years ago—and is today used 
extensively in every oil field. Ask your dealer. 
Sole Manufacturers 


PARKER CUP & SPECIALTY WORKS 


Parkers Landing, Pa., U. 8S. A. 
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FUTURE PRODUCTION OF PETROLEUM 


Address by the President of the American Petroleum Institute Con- 
tains Many Illuminating Ideas Concerning the Future 
of the Oil Industry—World-Wide 
Shortage of Petroleum 


Address delivered by Thomas A. O’Don- 
nell before the annual meeting of the 
American Petroleum Institute, held in 
Washington, D. C., November 17, 18 and 
19, 1920. 

The public has_ been frequently 
alarmed by statements of well-meaning 
and learned scientists, predicting an 
early exhaustion of our petroleum re- 
sources, in some instances giving more 
or less definite figures as to the supply 
still obtainable and setting a time for 
exhaustion within the limits of the life- 
time of men now engaged in the busi- 
ness. There are many important petro- 
leum deposits within the boundaries of 
the United States that these men have 
not yet located or taken into theie calcu- 
iInions. Petroleum is wide.y distribute: 
throughout the werld and I believe in suf- 
ficient quantities to meet the require- 
ments, present and future, and if the eco- 
nomic law of supply and demiund is given 
a free hand to assert itself, artificial, 
political and Government restrictions are 
removed, allowing everybody frum every- 
where to participate in the prospecting 
and production necessary, there will be 
plenty of oil to meet the requirements in 
all parts of the world for many geuera- 
tions to come. An ussurance, however, 
of stable property rights and private 
ownership is necessary to encourage the 
prospector, with his vision of wealta to 
get busy. 

A recent important and subsiantiai 
discovery within the arctic cirecie of the 
North American continent, the known 
but poorly developed petroleum dcposits 
in the southern end of the Argentine Re- 
public, the development in Venezucla and 
Cclombia in the eastern part of the 
South American continent, the develop- 
ment in Peru on the west, the oi] de- 
posits of Pennsylvania in this country 
un! California on the Pacific oCnst, 
nyings to our ottention the area within 
which petroleum development is persible 
on the Western hemisphere. There have 
also been su'hicient discoveric. of *m- 
portant petroleum deposits in the Eastern 
hemisphere, which would indicate to. my 
mind that that part of the world also 
has like possibilities for development. 
There are vast areas in all parts of the 
world that have scarcely been “scratched,” 
which I believe have petroleum deposits 
equal to the developed areas of the 
United States. Original development in 
ail countries occurred in the vicinity of 
indications caused by exudes and seep- 
ages through fractures overlying our pe- 
troleum deposits. Within the United 
States in the last few years some of the 
most important deposits in this country 
have been discovered, which were not 
indicated by seepages or otherwise. Im- 
portant discoveries are continuing to oc- 
cur in this country, and I believe addi- 
tional discoveries will be made long after 
the time limit set for exhaustion by some 
of ou. experts. 

During the history of petroleum in 
America there have been many ups and 
downs as to suppply and demand. In each 
period of increased consumption and 
shortage of production there have al- 
ways been frequent and loud predictions 
that the source of supply was exhausted 
and there never again would be sufficient 
oil to supply the demand. In every in- 
stance these predictions have been wrong. 
Increased prices have always resulted in 
increased activity of the _ wildcatter, 
which in turn has resulted not only in 
producing sufficient oil to meet the de- 
wands, but in bringing about an over- 
production. There is nothing produced 
by man anywhere so responsive to the 
economic laws of supply and demand as 


petroleum. In the past the activity of | 


the wildcatter within the boundaries of 
the United States during the period of 
increased prices has always been suffi- 
cient to meet the demands, but the time 
bas arrived when it is necessary and de- 
sirable to have a world-wide activity in 
order to meet the requirements of the 
future. This can only be brought about 
by a change in the attitude of many of 
the governments of the world, by a 
change in the numerous restrictive regu- 
lations now existing and allowing a free 


opportunity for everybody from every 
where to participate in the necessary de 
velopment. 

Up to the present time a very large 
proportion of the petroleum production 
of the world has come from within the 
boundaries of the United States. This 
has been largely due to the free oppor 
tunity given to the people of the world to 
participate in its development and to the 
laws of our country, or, more important. 
the lack of laws regulating the activity 
of the venturesome wildcatter. Nature 
has left few earmarks on the surface to 
indicate the exact locality of petroleum 
deposits, and they must be located by 
the activity of the prospector or wild- 
catter, which, in the aggregate, means 
thousands of failures with comparatively 
few successes. Each successful wildeat- 
ter, however, means the discovery of a 
new deposit and an important addition 
to the known supply. The necessary wild- 
catting can only be secured by general 
belief in great profit in the event of suc- 
cess, as assurance of property rights and 
freedom from possible Government inter. 
ference. 

Serious World-Wide Shortage 

There is a serious world-wide shortage 
of petroleum with which to meet the in- 
creased demand at the present time. 
During the last year we have continued to 
draw heavily on our accumulated stocks, 
already dangerously low after meeting the 
demands of the war. The present short- 
age has not been caused by any serious 
exhaustion of the petroleum deposits, but 
has been caused by extraordinary in- 
creased consumption. In the United 
States the production of petroleum has 
increused about 25 per cent in a little 
over a year. The increased activity of 
the wildeatter has been caused by in- 
creased prices and restored contidence as 
to the future. A like increased has oe- 
curred in the Republic of Mexico, which 
has been largely due to increased confi- 
dence in the present government of that 
country and its possible attitude toward 
petroleum explor.tion of the future. 

There is nothing so important in our 
modern industrial development as petro- 
leum. The increasing demands are 
greater at the present time than ever 
in the history of the industry. Active 
development of the petroleum resources 
of the world is important to all peuple 
everywhere. Nature, I believe has sup- 
plied a sufficient quantity to meet the 
requirements. It is unbelievable that so 
many governments have established re- 
strictive rules and regulations, and in 
those countries not yet affected there is 
much agitation for restrictive legislation 
and regulation, which will be very ef- 
fective in discouraging necessary activity. 
A return to a “free and open-dovor pol- 
icy” by many governments of the world 
is the most important factor in an as- 
sured future supply. Unless this is done 
there is no doubt that a serious shortage 
is confronting the world. 

Oue of the important factors in the 
extraordinary development of the petro- 
leum resources of the United States has 
been the free opportunity for all people 
to participate in the development, the 
extensive and widely distributed private 
ownership of a large part of the land of 
the country and the fact that said owner- 
ship was real and complete and al! sub- 
soil rights followed the ownership of the 
laud and that it was unnecessary for the 
prospector to deal with anybody except 
the landowner. In the exrly history of 
the development of petroleum in Mexico. 
the subsoil rights also went wit! the 
ownership of land. A free opportunity 








was given to the prospector and producer, 
and during the period of said free op- 
| portunity the petroleum resources of that 
country were developed to an extraor- 
| dinary degree. If the unrestricted oppor- 
|tunity had continued in Mexico and some 
lof the agitation affecting our public 
lands of the West in this country had 
not occurred, there would be no short- 
lage in evidence at the present time. 
|Renewed confidence and activity is now 
; occurring in both countries. 

During the war it was necessary to 
centralize under Government authority 
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and direction all of our resources, and 
shile at war this was practical because 
a the patriotism of the people. All ef- 
forts of war cre destructive, not only to 
the enemy but to the resources far re- 
moved from the battle front, and a great 
deal was necessarily undertaken, regard- 
less of economic principles or waste. Fol- 
lowing the war, the return to private 
ownership and direction, in order to se- 
eure the necessary incentive and re- 
estublish practical economic principles 
should have been brought about as quickly 
as possible. 
Too Much Government 
One of the troubles of the world, as I 
see it, during the last two years is too 
much government everywhere. Too 
many doc.ors, too much preaching and too 
little attention to the practical experience 
of the past; too much intellectual energy 
involving all kinds of visionary schemes 
for government effort to improve the 
conditions of humanity, all of which 
would probably be all right if it were not 
for the fact that humanity is what it is. 
It may be regretable but I do not believe 
that the war has changed everything 
and that we can start off on a new basis, 
but that any general improvement in the 
economic conditions of the world must 
be brought ubout slowly and along prac- 
tical lines. ‘Too many men in all parts 
of the world through temporary Govern- 


ment 2uthority, or otherwise attracting 
attention, are advocating all kinds of 
impractical plans involving our indus- 
trial development who never produced 


anything in their lives but a noise. 

Agit.tion by Government officials, 
statesmen or politicians is just as dan- 
gerous as governmental reguiation and 
interfercuce. It destroys stability, credit 
and coniidence as to the future. There 
is nothing we produce that needs the in- 
centive of visions of wealth and the 
stability of property rights to a greater 
extent than petroleum. It is often suid 
that nobody but an optimist continues 
to drili wildeat wells. His chances of 
failure are great enough without adding 
the uncertainties of governmental inter- 
ferences. he petroleum industry of the 
world needs no special legisiation in- 
volving governmental restrictions or 
reguiations. On the other hand, it needs 
no special privileges nor governmental 
assistance, it is and should be subject to 
fair and general laws affecting commer 
cial and industrial activities of the peo- 
ple.) A general open-door policy and 
free opportunity to expand, Government 
protection of property rights, where hon- 
estly acquired, and a fair and just co- 
operative spirit by Government officiuls 
is all that is needed to secure ample pro- 
duction of petroleum to meet the 1e- 
qurements of the world. 

The greatest shortage of petroleum in 
any part of the United States at the 
present time is orn the Pacific Coast. 
There is no part of the worid so depend- 
ent upon petrvleum for its industrial 
development. All of the wheels of com- 
merce are dependent upon petroleum for 
their power, including transportation on 
land and sea, heat and light for the peo- 
ple, and even a large part of the exten- 
Sive agricultural development on the Pa- 
cifie Coast is dependent upon petroleum 
to pump its irrigating waters. 

Stocks have been reduced the last few 
years from nearly 60,000,000 barrels to 
about 20,000,000 at the present time. 
Stocks ire dangerously low and there is 
little more than is necessary to keep in 
operation pipe lines, steamships and 
other petroleum transportation facilities. 
The reduction in stocks so far this year 
has been nearly 8,000,000 barrels. With 
this dangerous condition confronting the 
people of the Pacifie Coast, the producer 
has had to contend with a most deplor- 
able situation, the withdrawal of public 
lands, with active drilling in progress 
and many millions of doliars already in- 
vested, which brought about years of ex- 
pensive and exhaustive litigation. A 
nuval reserve was created on these lands 
two years after the development had 
started, and unjust public opinion 
created by constant publicity, promoting 
a general belief that the plutocratic oil 
producer of the West was trying to steal 
Something from our navy. The produc- 
ers of the Pacific Coast feel that the 
Navy Department has not been fair 
with the producers of the West. We be- 
lieve this to be due to the extreme 
Prejudice of the head of the department. 
V hile an armistice has been signed with 
the Germans, no armistice has been of- 


fered to oil producers by the Navy De- 
partment. 


mands and constant draft on stocks on 
the Pacific Co.st, the prices of petroleum 
and its products have been much less 
than in any other part of the United 
States. Yet we have been subject to con- 
stant criticism and discouraging public 
agitation. Resolutions have been of 
fered in the United States Senate to in- 
vestigate our business methods and prices. 
We have had an Assistant Attorney 
General trying to secure evidence to 
prosecute us. The Federal Trade Com- 
mission has been investigating us; our 
State Railroad Commission inquiring as 
to some public action on their part. The 
United States warships have seized sup- 
plies at our terminals and have repeat- 
edly threatened seizure of stocks in all 
of our ports, offering much less than it 
cost the marketer. All of these things 
happening at the same time, in all of 
these investigations, litigation in court 
and other criticisms, we have finally suc- 
ceeded in refuting the charges aguinst us. 
However, accumulative effect of such 
agitation, nearly always by men not fa- 
miliar with the subject and frequently 
with preconceived prejudice, has had a 
destructive influence on the development 
of the petroleum resources of the Pacific 
Coast. A friendly co-operative spirit by 
our Navy Department and other Govern- 
ment officials would have been helpful 
aud in the interest of all of the people. 
Nothing is so destructive of development 
as such agitation. It taxes the vitality 
as well as the resources of the men who 
should be devoting all of their talent 
and energy along productive lines rather 
than combating attacks. 

Referring again to our navy, I believe 
that a healthy and prosperous activity in 
the petroleum industry is of the utmost 
importance to that department, and on 
behalf of the petroleum producers of the 
West I wish to assert that we are proud 
of our nuvy and are always prepared to 
do our share in its support, not only to 
give it our oil and properties, if necessary, 
out our lives if required. 

California has some of the most won- 
derful oil deposits in the world. It is 
capable of expansion and I believe in 
sufficient quantity to meet the require- 
ments of the Pacific Coast. The produc- 
ers and the wild-catter are getting back 
to work. The production lust month was 
the greatest that it has ever been in-the 
history of the State. The country is 
srowing and needs the assistance of th« 
petroleum industry. There should be 
active public encouragement in the de- 
velopment of water power resources of 
the Pacific Coast. In the meantime, I 
am confident that the petroleum re- 
sources will be sufficient. 

Great Britain’s Position 

At Minneapolis a short time ago the 
Ambassador of Great Britain is reported 
to have said: “America and Great 
Britain must avoid national trade com- 
petition organized by Government and 
supported by political action.” I heartily 
endorse the statement of the British Am- 
bassador. I believe it should be strictly 
applied to all the industrial development 
of both countries. The British Ambas- 
sador is also reported as saying: “Brit- 
ish trade policy is expressed in the five 
words—fair trade and equal opportun- 
ity.” Aguin I heartily agree with him 
and hope that it is strictly applied to 
the petroleum industry, both in this 
country, Great Britain and other coun- 
tries. In the petroieum industry in this 
country the British citizen, so far as our 
Government is concerned, has always 
enjoyed “fair trade and equal opportun- 
ity.” If the American citizen can secure 
the privileges of “fair trade and eyual 
opportunity” in all of the countries 
uader the political control of Great Lrit- 
ain in the deveiopment of its petruvieum 
resources, then they have secured all the 
privileges they are entitled to, and the 
result of their efforts if extensive in the 
development of petrvleum resources will 
be of greater importance to the British 
Empire than to the United States Gov- 
ernment. The petroleum industry of 
America needs no special privileges at 
home or abroad and the petroleum in- 
dustry of Great Britain needs no special 
privileges, either at home or abroad, and 
if both countries will apply that prin- 
ciple strictly in the future, it will never 
result in friction between the two coun- 
tries. It will promote and bring about 
production, which would be in the in- 
terest of humanity. No matter what the 
rest of the world did in this respect, I 
would still advocate an open-door and 
equal opportunity in the petroleum in- 
dustry of this country. 
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UFKIN TAPES 


RELIABLE ALL WAYS 


For Tank Gaugers and Tank Strappers 
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—Window plane beds furnished with substan- 
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cases. 
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MARSH GAUGE POLE CO. 


TITUSVILLE, PA. 


@ Manufacturers of the original Marsh Gauge Pole 
for gauging oil tanks, tank cars and other liquid 


containers. 


@On the market for 50 years and used by the leading 
oil companies everywhere. 

@ Manufactured from thoroughly seasoned hard maple 
lumber and absolutely guaranteed as to workmanship 


and accuracy. 


@For sale by oil country supply houses or furnished 
promptly by the factory at Titusville, Pa. 
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country and there has been a good deal 
of boasting on the part of British -sub- 
jects regarding the British Government 
p.rticipating in. the petroleum industry 
and controlling a large part of the po- 
tential petroleum resources of the world 
finally resulting in America paying trib- 
ute to them. No doubt, a great deal of 
exaggeration has occurred on this sub 
eject. However, there is some evidence 
of Government activity that would lend 
more or less support to the statement: 
made. The oil produced by the British 
Government or any other Government 
could not collect a great deal of tribut« 
from any country, as such Government 
development would be impractical and 
fail to secure results. 

I believe Government participation, 
either by Great Britain or this country 
would retard rather than promote the 
development of petroleum resources 
Many purts of the British Empire, as 
well as many other governments, have 
at the present time restrictive laws 
denying an equal opportunity to foreigy 
citizens to participate in the develop- 
meut of their petroleum resources. Such 
legislative restrictions are not in the 
imterest of active development, and it is 
just as important, if not more so, to the 
citizens of Great Britain to repeal such 
legisl.tion as it is for Americans de- 
sirous of engaging in said development. 

‘he war has brought on all kinds of 
confusion in the public mind everywhere. 
No doubt there are many things taiked 
about and advocated in this country 
which should be remedied. I believe a 
great deal of the talk und some of the 
activity in Great Britain has been wrong 
in principle so far as the petroieum in- 
dustry is concerned. I have no doubt in 
my mind that in time this will be cor- 
rected and I hope the same will occur in 
other parts’of the world. The future 
petroleum requirements of the world is a 
serious matter; an Open-door policy and 
tree opportunity for everybody from 
everywhere will result in ample produc 
tion necessury to take care of future re- 
quirements. I have no doubt as to the 
necessary resources if proper develop- 
ment is permitted. 

Make Ridiculous Statements 

There has been a great deal of agita- 
tion in the United States in the name of 
conservation for State and national) 
reguiation to prevent waste; there have 
been many ridiculous statements made by 
men cunuected with Goverument depart 
ments and other scientists as to the 
enormous waste which bas occurred iv 
tue petroleum industry because of the 
lack of regulation. While in England 
recently I heard the argument used in 
favor of Government regulation; that the 
enormous waste in the petroieum indus- 
ury in America should not be permuittec 
to occur in England. The frequent 
statements by young scientists offering 
their service to the State and the nation 
to prevent waste, would lead the public 
to believe that the principal profit de 
rived from the petroleum industry con 
sisted in the volume of waste obtainable 
Exaggerated statements and agitation 
along this line ure not in the interest of 
vil conservation and the development of 
the petroleum industry for the people of 
this country. 

Well-meaning scientists calling atten 
tion to possible improvement in appli 
ances for the consumption of petroleum 
have frequently erred by presenting fig- 
ures which would lead the public to be. 
lieve that millions of barrels were bein; 
wasted every month, which was immedi- 
ately preventable if their suggestions 
were applied. The public is not in- 
formed at the same time that if the 
equipment suggested was practical, it 
would take 15 or 20 years to manufac- 
ture it and have it universally adopted 

I have always resented the statement: 
that the development of the petrvleum 
industry of America has been ununeces- 
sarily wasteful. I do not think that the 
petroleum industry, as a whole, has any- 
thing to apologize for along this line. J] 
do not believe any development in the 
history of the world of its natural re- 
sources has been of greater importance 
to the welfare of humanity than the 6( 
years of active development of the pe- 
troleum resources of this country. Anc 
there has been nothing produced by man 
where the improvements of methods and 
increasing usefulness has been greate: 
than in the petroleum industry. It is 
earried from the bowels of the eart) 
through transportation systems and 
manufacturing plants to the individua’ 
consumer cheaper and serves more use- 
ful purposes than any other product in 





existence. There is more pep and power 
in a pound of oil for the price than any 
other product now used. Of course, 
there have been improvements in meth. 
ods, production, manufacturing and cop- 
sumption. There is no doubt practica} 
economic development and use of our pe- 
troleum resources will bring about jp- 
creased economy and usefulness and the 
thoughts of thousands engaged in the 
business and conscientious study of the 
problems by scientists will bring «bout 
improvement as it has in the past. I am 
convinced that a greater part of our ex. 


isting and proposed State legislation and 
National bureaus cannot bring this about 
if private enterprise and initiative are 
destroyed. 


A man does not have to be a scicntist 
to point our errors of the past compar. 
ing them with the now known nx sthods 
and asserting that unnecessary wasie oe- 
curred if modern equipment and knovwl- 
edge had been available. The men who 
crossed the plains with their ox teams 
wusted energy and time compared with 
modern facilities but these men were in- 
portant pioneers of the developmeut of 
the West and our transportation facili- 
ties. If private enterprises and jnitia- 
tive had been stopped at that time and 
all development undertaken by Govern- 
ment effort, I doubt very much whether 
we would have had a great deal «! im- 
provement on the ox team. 

As Americans, stop apologizing for the 
petroleum industry in the name oi con 
servation. Continue to conserve and de- 
velop as we have along proper ecu:.omic 
lines and the greatest good for a! the 
people will then be accomplished. 

In conclusion, let me say I have no 
apprehensions as to the future petroleum 
supply of either this country or the 
world at large and the danger now con- 
fronting us, which is really serious, is 
not caused by exhaustion, but is likely 
to occur through the foolishness of men 
in permitting restrictions caused by too 
much Government. In addition to our 
known petroleum deposits and the new 
discoveries, that are sure to occur, we 
have enormous shale deposits in the 
western purt of the United States as a 
reserve in ease of need, but a proper 
active development throughout the worl? 
will produce our petroleum requirements 
so much cheaper than is possible to oper- 
ate the shale beds, that I do not antici- 
pate any important development in the 
shale during this generation. 

In the national interests, in the inter- 
est of the petroleum industry in this 
country, and in the interest of the peo 
ple of the world, we ask our own Goy- 
ernment for no special privileges any- 
where, but we do ask for a friendly co- 
operative spirit by our Government in 
the interest of American citizens and 
American capital engaged in the de 


velopment of the petroleum industry 
abroad. We ask for no financial assist- 
ance by our Government except to use 
all proper means to stabilize and protect 
property rights where honestly acquired. 
The petroleum industry of this country 


hes the necessary talent, energy, re- 
sources, and will to take an active part 
in the development of this very es-ential 
product, which would be in the interest 
of all people everywhere. 

At home, for a healthy full develop- 
ment, the petroleum industry needs ¢ 
friendly, fair and co-operative spirit on 
the part of our governmental epart 
ments. It needs a fair and just public 
opinion. On its part, it must conduct 
itself in a conservative and proper man 
ner, obey the spirit as well as the letter 
of the general laws regulating cur in 


dustrial life. It must give the public a 
square deal. If the American Petroleum 
Institute can assist in bringing this 


about, it will perform a public ervier 
in the interest of all the people as wel 
as of the petroleum industry. 





SALE OF OIL PROPERTIES 


Fort Wortu, Texas, Nov. 27.—The 
properties of the Home Oil & [efining 
Co. of Texas, valued at more than $1,- 
600,000, will be sold Monday moring m 
a receiver’s sale, authorized by Juige R. 

. Roy of the Seventeenth /)istrict 
Court. Bids for the property were Te 
ceived up to November 24. All of the 
bids received will be submitted and passed 

upon by Judge Roy Monday mori ling at 
10 o’clock. It is required under the 
terms of the sale that a money order oF 
certified check for 25 per cent of the 
total amount of the offer accompany the 
bid. 
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JESTER & Co. 


Established 1906 
Investment Bankers 


69 Wall Street 
New York 


Negotiate sale of approved 
bonds, mortgage notes and 
stocks based on producing 
oil properties. 


Invite correspondence from 
established oil producers, re- 
fners and marketers who 
can use additional capital ad- 
vantageously. 
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NAUGLE 
POLES 


RTHERN OR WESTERN 
CEDAR 


-E CAN GIVE YOU THE 


E E ST SERVICE 


PRICE 
WE CAN SHIP TODAY” 


QUALITY 
NAGLE POLE & TIE COMPANY 
Dvight Bldg., Kansas City, Mo. 
A. \. MARRS, S. W. Representative 
1in Office, CHICAGO, ILLINOIS 














OIL MAPS 


Send for descriptive catalog of over 
250 State, County and district 
maps of 

Texas, New Mexico, Oklahoma 

and Arkansas 

Special Geological map of Texas 
showing formations in 17 colors, giv- 
ing names of companies drilling and 
shows wells. by small derricks. Size 
26x26, $1. Size 18x18, 50c. 


STANDARD .B. P. MAP & ENG. CO. 


515 Main St. Fort Worth, Tex. 














REPAIRING — REBUILDING— PAINTING 


TANK CARS 


We Guarantee Least Time Out Of 
Service Compatible With The 
Best Workmanship — And 
That Is the Only Kind 

. We Do 


Phone, Wire, Write for a Representative 


THE PEOPLES TANK LINE CO. 
COFFEYVILLE, KAN. 














Non-corrodible — strong as steel— 
tou:': and ductile. Withstands 
aci’., high temperatures, erosive 
actin of hot gases and super- 


heat-d steam. 


The international Nickel Company 
43 Exchange Place, New York 





SHORTAGE OF FUEL OIL IS 
NOW SERIOUS IN VANCOUVER 


Wasuincton, Nov. 27.—Consul Gen- 
eral F. M. Rider, stationed at Vancouver, 
B. C., reports as follows: 

Consumers of fuel oil in Vancouver 
were notified on November 1 that the 
Imperial Oil Co.’s sources of supply 
wou'd soon be cut off and that there is 
no hope of securing more oil until the 
first of June, 1921, when two tank 
steamers, now building, will be ready to 
carry oil from the Mexican fields to Van- 
couver. The company announced that, 
after December 31, 1920, all delivery 
wagons and tank cars will be withdrawn. 

The lack of fuel oil may force many 
of Vancouver’s modern office buildings 
and apartment houses to convert their 
heating plants to the use of coal; and us 
most of these heating plants were not 
constructed with such conversion in mind 
at the time of installation, this announce- 
ment is likely to cost local consumers 
thousands of dollars. The Grand Trunk 
Pacific, the Terminal Navigation Co.’s 
steamers, the North Vancouver ferries, 
and a number of small boats depend on 
Imperial fuel oil, and considerable agi- 
tation is visible in marine circles. The 
local manager of the Imperial Oil Co. 
stated yesterday that it might be possible 
for the company to give the Grand Trunk 
Pacific coast service oil and also the 
North Vancouver ferries, but that abso- 
lutely no city delivery could be made. 

It is estimated that the withdrawal of 
the Imperial Oil Co. from the field will 
necessitate an increase in the produc- 
tion and distribution of coal in Vancou- 
ver to the extent of 3.000 tons per month. 
However, according to the general. sales 
manager of a locally prominent coal com- 
pany, there need be no fear of a shortage 
of coal in Vancouver this winter, as the 
recent announcement of the oil company 
had been expected, and the coal com- 
panies were prepared to take up at once 
the burden of supplying the people of 
this city with coal. The pulp and paper 
plants announced yesterday that the new 
order, notifying them of.a cessation of 
oil deliveries for six months, would have 
no ill effect on their operations. 








TO USE BURTON PROCESS 


WicuiTa, Kan., Nov. 29.—According 
to the Wichita Beacon, a local concern, 
the White Eagle Oil & Refining! Co., has 
obtained a permit from the Standard Oil 
Co., to establish and use in its Augusta 
Kan.; refinery the famous Burton process 
patented by the Standard. 

At a cost which will approximate $500,- 
000, the White Eagle is now preparing 
to use the process. Much new material 
in equipment and supplies, including in- 
creasing of still capacity, will be neces- 
sary. There will also be some increase 
in size in the plant. Operations under 
the Burton plan are expected to begin 
next May. 

While the consideration incident to the 
transaction has not been made public, it 
is stated it was on a royalty basis. The 
refinery will continue at its capacity of 
7.000 bbls. a day, running no more crude 
oil than before but its gasoline output 
will be increased practically one-fourth. 
The Fort Worth refinery later may ob- 
tain the same right. Companies for years 
have hesitated to utilize the Burton 
process because of the large outlay in- 
volved. 


“BLUE-SKY” PROSECUTION 


From the Wichita (Kan.) Beacon: 
“W. D. Anderson was arraigned in city 
court this morning for volation of the 
Kansas Blue Sky law in connection with 
the sale of 40 shares of stock in the 
Super Oil Syndicate to O. R. Salmans. 
Information in the complaint says that 
the sales were made as follows: April 8. 
15 shares, $375; April 16, 15 shares, 
$375; April 18, 10 shares, $250. Anderson 
gave bond in the sum of $1,500 for ap- 
pearance at his preliminary hearing, set 
for December 7.” 


TANKAGE FOR NEW WELL 


Mexia, Texas, Nov. 26. — General 
Manager J. B. Means, of Humphreys Co., 
is here from Tulsa and says that al’ 
preparations are being made to drill in 
the big well on the Rogers lease west of 
the city. Repairs on the derrick are 
nearly complete. Tankage for 8,000 bbls. 
arrived today and a contractor is on the 

















KANSAS OIL MEN TO MEET 


Wicuita, Kan., Nov. 30.—Members of 
the Kansas Oil Men's Association, which 
will hold a meeting here Saturday, De- 
cember 4. The meeting will be at the 
Wichita club. The organization is com- 
posed of refiners and marketers, and 
questions of vital interest are to be dis- 
cussed. 

Proposed advances of freight rates in 
Kansas, to come up December 8, will be 
a subject for discussion at the meeting. 
John Reynolds, secretary of the Ameri- 
can Independent Petroleum Association, 
will speak on the subject. 

A number of entertainments are being 
planned for the day. The White Eagle 
Oil & Refining Co. will give those attend- 
ing. a luncheon at noon; Jack Vickers. 
president of the Vickers Petroleum Co.. 
of Wichita, will give a dinner party in 
the evening. and the Derby Oil Co. will 
give a theater party the same evening. 

The association has been in existence 
about eight years. The officers are: J 
S. Longshore, Topeka, president; H. F 
Bagby, Wichita, vice-president; A. C. 
Carpenter, Ottawa, secretary-treasurer. 








WIND MILL OIL WELLS? 





Fort Stockton. Pecos County, Texas. 
Nov. 25.—Oil operators here today were 
planning development of Pecos County's 
“windmill” petroleum field, a _ thing 
unique in the history of the industry. 

With one well producing enough from 
a depth of 57 feet to provide fuel for a 
half dozen adjacent rigs, production from 
another shallow well, only 71 feet deep. 
was being held up pending arrival of stor- 
age tanks. 

Ranchers and operators are setting up 
water well drills by the dozens to bore 
for the oil. Many plan to pump the 
“black gold” with windmills. 

Both the wells drilled are on the W. 
W. Turney ranch, 14 miles northwest of 
here. Hundreds of scouts and onerators 
have flocked to the field since the first 
well was brought in. 





RE-SALE OF OIL LEASES 





OKLAHOMA City, Okla., Dec. 1.—The 
Commissioners of the Land Office have 
approved appraisements made of State 
lend leases granted to the Marland Refin- 
ing Co. in Section 16-29-3e. and the Selby 
Oil & Gas Co. in Section 13-20-Se, the for- 
mer at $10233451. and the latter at 
$14.552.10. The leases expire in January 
and the appraisement was ordered as the 
basis for re-advertising them for sale. The 
leaseholders have the preference right 
The appraisement was made by W. A 
Durant. representing the Commissioners : 
R. L. Mower, representing the Selby Co., 
and J. G. Small, representing the Mar- 
land Co. The secretary was instructed 
to advertise the leases for sale. which 
probably will take place about the time 
of the expiration of the current five-year 
leases. 


CHANGE IN INSPECTION LAW 








OKLAHOMA City, Okla., Dec. 1.—That 
there should be a change in the law gov- 
erning the inspection of gasoline and 
kerosene to relieve the oil and gas divi- 
sion of the Corporation Commission — of 
that expense is the opinino of FE. D. Gra- 
ham. chemist of the division. in a letter 
to Ben F. Davis. chief of the division 
transmitting his report of the amount of 
gasoline and kerosene inspected in the 
State for the fiscal year ending June 30 
1990. 

The report shows $69.724 received by 
inspectors for insnpectine #9 991.187 gal- 








METERS 


For measuring Natural or Artificial 
Gas, Gasoline, Oil, Water, and any 
other gases and liquids. 

Pittsburgh Meter Company 


East Pittsburgh, Pa. 

















Sharples 
Super Centrifugal 


Processes 


Are valuable to the 
producer, carrier 
and refiner of pe- 
troleum products. 


Sharples Specialty Co. 
501 Fifth Ave., New York, N. Y¥. 
Twenty-third and Wfestqpcodinns Ste. 


Philadelphia, 
8 Cheyenne Ave. Railway Exch.Bldg. 
Tulsa, Okla. Chicago, Ill. 








FOR SALE 


25,000 ft. 6 in. 18 Ib. Second 
Hand Line Pipe, with threads 
and coupling. All in first 
class condition. 


Wire, phone or write 


M. ROSENTHAL & SON 
St. Mary’s, Ohio 








For your Depletion and Tax Prob- 
lems, Accounting and Systematizing 
call 


CARL L. RICE, C. P. A. 
Phone Cedar 297 
517 Kennedy Bldg. TULSA, OKLA. 




















PETROLEUM AGE 


20 W. JACKSON BLVD., CHICAGO 
Over 200 pages per month; more than 


100 illustrations. The oil industry's 
most interesting and informative 
Journal. 


Edited by Lester B. Colby 
Price: $3 a year; sample copy, 25c 











lons of gasoline and 24 16% 873 ealions of 
kerosene, or a total of 1743 000 bhis. The 
inspection charve is 4 cents a barrel. The 
insrector gets 85 ner cent of the fee un 
until he has collected $150 to anniv as 
salary and 25 per cent of the next $209 
col'ected. After these deductions were 
made, insnrertars turned into the State 
treasury, $14.104.53. 





GAS TANK EXPLODES 





are in need of 
if you drilling equip- 


ment of kind, turn to the want 
ad section of this issue of The 
Journal. You will find listed 
there materials that are available 
for immediate delivery. 








Romney, W. Va.. Nov. 26. — J. 





Wheaton. emnoved in the Hamnshir- 
varage. was thrown across the room of 
the garave yesterday when a_ gasoline 
tank which he was solderine exnioded 
and knocked out both ends of the tank 
Wheaton hed taken the vreeaution of 
emptying the tank and washing it ont 
end filline it with water before hegin- 
ning work, bn+ enough gas remained to 














ground to erect tanks, 
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Ap e, that you want to sell? 
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cause the explosion. 


LEE SCENT, 
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Oil Properties, Industrial, Refining 
and Gasoline Plants and Investments 
Reports 


On Industrial Oil Property 
Investments 







Cleage & Company 
4th Floor New Wright Bldé. 
Talsa, Oklahoma 






































SOUTHBASTERN 
NEW MEXICO 


MAPS 


Reliable informstion on 
Oil Investments 
ECCLES & HUNTER 


Engineers 
Roswell, New Mexico 
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NEW OIL MAP 
STEPHENS COUNTY, OKLA. 


Includes all of Stephens and part 
of adjoining counties. Shows own- 
erships, oil developments, towns, 
railroads and streams. Seale one 
inch square one mile. Cloth, $10; 
paper, $6. Catalog giving descrip- 
tions and prices of maps of over 125 
counties in Texas and Louisiana on 
request. 


HEYDRICK MAPPING CO. 
Wichita Falls, Texas 































WYOMING MAP & BLUE PRINT CO. 


GEOLOGISTS—OIL EXPERTS 


Oil Field Maps, Blue Prints, Explor- 
ations, Reports 

































BOX 325 CASPER, WYO. 
Phone Office- Laboratories 
Osage 9389 Nixon Bidg., Tulsa, Okla, 






CHEMIST AND PHYSICIST 
Complete Chemical and Physical An- 
alyses of Casinghead, Gasoline, 
Natural Gas, Petroleum 
Have you investigated my process of 
Physical Analysis and Plant 
Efficiency? 









































V. H. McNUTT 


Consulting Geologist and Appraiser 
Specializing in Northern Oklahoma 
and Southern Kansas Fields 
Offices 107 W. Fourth St. 
TULSA, OKLA. 



























Dan L. Garrett Chas. H. Row 
GARRETT & ROW 
PETROLEUM GEOLOGISTS 
Texas and Mexican Geology 
Appraisals 


826-7 Brady Bldg. 
San ANTONIO, TEXAS 























H. D. EASTON 


OIL GEOLOGIST AND 
MINING ENGINEER 
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Since Dr. I. C. White, geologist of 
West Virginia, in the late eighties, de- 
veloped and announced the anticlinal 
theory of the accumulation of oil and 
gas, the science of geology as related tc 
oil field work has developed rapidly, but 
for more than 20 years was in little more 
than a theoretical stage. It has success- 
fully combated skeptics and ridicule and 
its great fundamental facts are now ac- 
cepted by all the great oil producing com- 
panies and in all lands where petroleum 
is known to exist the exploration geolog- 
ist now opens and points the way to suc- 
cessful operations and production. 

The United States Geological Survey, 
through its field geologists, has helped to 
open vast areas of the public domain and 
has increased the supply of oil by many 
millions of barrels annually. Likewise 
the United States Burecu of Mines, 
through its engineers in its field testing 
plants is doing a wonderful work, in as- 
sisting the oil producer to better under- 
stand and apply modern petroleum engi- 
neering and the many and complicated 
problems that confront the oil industry 
and in using skilled and scientific meth- 
ods of construction, operation and con- 
servation. Several of our states and 
most of our technical colleges now main- 
tain geological departments or present a 
full course in this important branch of 
science and engineering. 

Yet it has remained for private re- 
search and individual effort largely to 
correlate and systemeatize all the basic 
facts relating to petroleum geology and 
to develop many of our best trained and 
most efficient men. 

A young man just out of college may 
be well grounded in scientific facts and 
filled with theories obtained from books. 
lectures and classroom, but only years 
of practical experience and training in 
both undeveloped and developed oil fields 
ean so ripen his judgment and widen his 
experience that he can so correlate the 
facts in a given field both as to surface 
and sub-surface conditions that his judg- 
ment can be relied upon and he can suc- 
cessfully compete with the men who have 
spent many years in field work and who 
have watched and followed carefully the 
drilling of hundreds of wells in all kinds 
of territory from the “grass roots” to 
the deepest known sands, 

Neither can he hope, until he has had 
years of experience, to have better judz- 
ment than the practical oil operator or 
intelligent oil well driller, who during 
years of operating or drilling in many 
fields, has acquired an intuitive judg- 
ment that is often very safe to follow. 

Petroleum geologists, like surgeons and 
lawyers, require years of hard and prac- 
tical experience before they may rise to 
a position of prominence in their chosen 
professions. 

Quack Geologists 

While followed by a few companies for 
the past 20 years, only during the past 
five to eight years has the science of oil 
field geology been reduced to a concrete 
profession and generally adopted by all 
the leading petroleum producers. This 
unfortunately has turned loose a flood 
of so-called or self-styled geologists, who 
have neither scientific training nor 
practical experience and whose work is 
a disgrace to the calling; they are a 
class of men who care nothing for results 
so long as they can obtain a fee for a 


||written report or a fake survey, often 


made for dishonest promoters to mis- 


‘llead the unwary public and aid in selling 


worthless stocks or equally worthless 
leases. 

Another class of charlatan which often 
is the willing tool of the fake promoter 
and to be clased with the fake geologist 
and dishonest mining engineer are the 
gentry called “Oil Well Locaters” who 
pretend with some mysterious instrument. 
(often called a doodle-bug) or by some 
hokus-pokus electro-chemical or magnetic 
contrivance to “locate” oil, oil trends, or 
“rivers of oil,” as most these gentry con- 

















tend. These men are the descendants of 


GEOLOGY AND OIL FIELD ENGINEERING 


Science, not Superstition, Is Helpful Factor in Locating Petroleum 
Deposits—Charlatans Who Play on the Credulous Are 
Given Attention by Writer as the Voodod 
Doctors of the Business 


By J. B. JONES 
President Petroleum Engineering Co., 





Kansas City. 


the “Divining Rod Man,” the “Peach- 
tree Twig Finders,” and _ lightning-rod 
artists of former years, and maybe 








- JO. P. CAPPEAU SONS 

Benedum-Trees Bldg., Pitrtrssur 
403 Unity Bldg., Tutsa, Oxia 

Cable Address, Capo, Pittsburgh, U. Ss 
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classed as voodoo doctors in comparison || 
with real surgeons or physicians. 

The really educated and college trained 
geologists, or the practical geologist who 
has learned his lessons from experience 
and close contact with the great school 
of the outdoors, or “Book of Nature,” 
from which “he who runs may read,” 
if he is careful and observant, has no 
quarrel with or jealousy towards any- 


CONSULTING GEOLOGIST 
Mineral Land Appraiser 


Suite 503 at 705 Olive St. 











thing based on scientific facts or proven 


LEWIS C. CHAPMAN 





by practical work. 

Each month and year finds vastly 
more scientific knowledge and invention 
and the impossible of last year is the 
proven accomplishment of today. From 
the few guess-work rules of 20 years 
ago down to the accuracy of applied 
geology of today is but little short of 
marvelous. The trained practical geolog- 
ist now saves and makes millions for his 
clients. He discovers, surveys and maps 


306 International Trust Bldg. 
DENVER, COLO. 


St. Louis, - - - Missouri 
Main 8088 —Phones— Main 8089 
JAMES M. DOUGLAS 
GEOLOGIST 











new oil fields, definitely determines in 
advance the safest locations to drill and. 
after the field is opened, skillfully haps 
out the trend, direction and srea of the 
producing sands, saves untold thousands 


O1L MAPS 





in keeping away from the barren or 
water areas, and has reduced the propor- 
tion of dry wells drilled to less than 10 
per cent within producing fields and has 
brought wild-catting for oil from a hap- 
haz-rd gamble down to a systematic de- 


Tulsa Mapping Co. 
Tulsa, Oklahoma 








velopment business, where the element 
of chance can be figured on a mathe- 
matical basis, so that the law of aver- 
ages will cover the losses. 

The petroleum engineer, with equally 
valuable scientific training and practical 
experience, follows the work of the 
geologist. It is his work after the 
geologist locates the wells to superintend 


Robert H. Wood 


WOOD & WOOD 


PETROLEUM GEOLOGISTS AND 
APPRAISERS 


Tusa, OKLA. 


Virgil O. Wood 


Phone Cedar 1725—8i6 Danel Bldg. 





the drilling, properly set casing, shut off 
surface and underground waters, protect 








all sands from water either from above 
or below the oil sands, to lay out the 
scheme of operations, survey and build 
pipe lines and tankage, power plants, tool 
houses, camps or permanent homes for 
drillers and the army of men who follow, 
until the oil is being permanently pro- 
duced and in the most modern and ef- 
ficient manner. He builds gas lines and 





FRANK C. GREENE 
GEOLOGIST 


Room 11, Nebraska Building 
Tusa, OKLA. 


Osage 3755 Phones 


Osage 2876 





casing-head gasoline plants if needed. 





Real Engineers 

The up-to-the-minute petroleum engi- 
neer should be a construction engineer, 
as well as a good civil engineer and a 
man who is proficient in directing the 
work of other men. This is the day of 
high-pressure efficiency <nd in no busi- 
ness is it more needed than in oil de- 
velopment—and yet from the very nature 





of the feverish haste in which oil fields 


GLEN M. RUBY 
GEOLOGIST 


Specialized in examinations and 
praisals of oil lands within 
Rocky Mountain States. 
Gas & Electric Building 
DENVER, COLO. 


ap- 
the 





are drilled, there is no great resource 





that carries such a vast burden of over- 
head and loss as oil producing and it is 
the business of the trained engineer to 
conserve and prevent waste and extrava- 
gance. The capable farm-boss, field sup- 
erintendent or production manager is of 
greatest importance in saving the prec- 
ious output of oil, in making money for 
the owner and in bringing the best pro- 
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CRUDE OIL: @®TROLFT M 
PRODUCTS, VEGETABLE OILS 
GREASES AND SOAPS 
h Work—Refinery Desig: 
37 S. Wabash Ave. 
CHICAGY, ILL. 








duction for the good and use of the pub- 
lic at large, which in the end has to pay 





the bills. All these men, if properly 
trained for their work are entitled to be 
classed as petroleum engineers. 

Following the geologists and produc- 
tion or petroleum engineers come the 
pipe-line and refining construction en- 
gineers and the chemical and refining 
engineers, each a highly trained and ef- 
ficient man in his especial work. 


J. ELMER THOMAS 
OONSULTING GEOLOGIST 
751 First National "ank Biic 
Curoaeo, ILL. 





No line of human endeavor offers 
more diversified opening or field for 
scientific research and complex knowl- 
edge than that of petroleum geologist and 
engineer, especially if he has the experi- 
ence and ability to “make safe and ac- 
curate appraisals and valuations on both 
developed oil production and on the safe 
or potential value of undrilled and un- 
tested acreage. Millions of capital are 
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judgment. The potential forces put in 
motion by his work, builds towns and 
cities, changes the life and opportunitier 
of communities and even whole states. 
and thereby the destinies of thousands of 
people; therefore what profession could 
be more useful or important to the hu- 
man race than that of the able and con- 
stientious geologist and petroleum en- 
gineer, who may so wisely direct both 
capital and labor for the greatest good of 
the public generally? 


OIL GAUGER WANTED 


Applications will be received by the 
United’ States Civil Service Commission 
Washington, D. C., in a competitive ex- 
“mination for an old gauger to work for 
the Government in the Pawnee Indian 
Agency, Oklahoma. Others to engage in 
similar duties are also wanted. Salaries, 





from $1,200 to $1,500. Write to com- 
mission for details. 








Houston, Texas, Nov. 27.—Shipments 
of refinery products and crude by water 
from the Gulf Coast ports during the 
month of October total 5.537.713  bbls., 
against 5,232,923 bbls. in September. Re- 
fined increased from 3,956,128 bbls. in 
September to 4,272.011 bbls. in October, 
or an increase of 315.883 bbls. Crude 
shipments declined 15.093 bbls. -from 
1,280,795 bbls. to 1,265,702 bbls. in Oc- 
tober. 

The export shipments of refinery prod- 
ucts in October aggregated 1.355.254 
bbls. against 912,002 bbls. in September. 
or an increase of 443.252 bbls., while the 


VESSEL SHIPMENTS FROM GULF PORTS 
For Month of October, 1920 





GND ccivcvcscecdesesntedasas 45,241 
BO ccccbeovsddasccdndscobaedec 46,241 
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By the Magnolia Petroleum Co. 
inery Products 
CORTTENS: is nvredcdcccancisésencis 860,408 
GED | 40006099 Uaemnnseseséezens 860,108 
Crude 
PORN. avkacaedacsewasteosiabic 109.809 
WORE scacccrensncescensescacees 109,809 


FROM BATON ROUGE 


By the Standard Oi! Co. of Louisiana 
Ref_nery Products 











I . CemeewE® ov vcsevensedcecceassnes 169,150 
consignments of crude to foreign ports| Export ...........ccccccecceeeeees 399,668 
total 70.806 bbls. against 58,488 bbls. 10 Sens ana 
September. WE ce ccddesevcses , (bseaederdde 568,818 

Houston does not appear in the lists of | ,., Cuate 
BED «wéasenucnacbidaenees been de 25,565 
ports for October. —_—_—— 
The following gives the shipments in| Total .............cceeeeeeeeees 25,565 
detail : FROM SABINE 
FROM PORT ARTHUR By = _ Co. 
rude 
By The Texas Company I. ab cetnee sateeessineeecds 136,661 
Refinery Products eae 
COOSEWISS cc ccccvcesccsesccceesecs 731,007 RRO nS a ee ae 136,661 
RE 93:40 crdkncedsesadéedabedncuene 762.100 FROM TEXAS CITY 
UN ial 1,493,107 oy Ge See, SS © Sees Cn 
FROM PORT ARTHUR COMMAND ccc cccsccecssesececéases 948.426 
By the Gulf Refining Co. —__— 
Refinery Products WEED ake cceerectocnansdssannses *948,426 
GORGNERD co cccccscccccecsasecceéese 1,156,192 | —- 
EE sda shesedabncewénkhsnotene 193.486 | *Made up of 473,068 bbls. Ranger. 
—_——_ 383.816 bbls. West Columbia. 
MEE: Chdédeedeeneneebateseneens 1,349,678 91,542 bbls. Hull. 
SUMMARY 
Company and Port Refined Crude Total 
ee ee Hg Be MOMs cn cccdscocsscesesesané 2.098.009 +§|«&  §$ cesecs 1,493,107 
Gulf Refining Co., Port Arthur..............esee8. 1,249,678 45,241 1,394,919 
Magnolia Petroleum Co., Beaumont..........-+++++ 860,408 109,809 970,217 
Standard of Louisiana, Baton Rouge.............-. 568,818 25.565 594,383 
TO. TO Gig Bn vcccdsdwsecaccssccescancaccses § sovdes 136.661 136,661 
Humble Oil & Refining Co., Texas City...........65  seeees 948,426 948,426 

i a a PEPER TELE LELUPTELEPET TT Te 4,272.011 1,265,702 5,537,713 

ee ED TP a 6 -6:0 00:8 051000000000 n0seseees 3.956.128 1,280,795 §,232.923 

OE ee OLE PEE TT we tre 315,883 15,093 304,790 

EXPORT 

Company and Port Refined Crude Total 
Tee Tew Co, POPE APG cc ccccccccccccccccssese —_—————- 8 =—CS—«é‘ 762.100 
Gulf Refining Co., Port Arthur.........e+seeeeeeees 193.486 45.241 238.727 
Standard of Louisiana, Baton Rouge............+.+. 399.668 25.565 425,233 
ee eT 1,355,254 70,806 1,426.040 
MOORS GOP Bees cc sccccccccsccnsccseseses 912.002 58,488 970.490 
RE RS a eC RPE ON A 443,252 12,318 455.570 
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CONSULTING GEOLOGIST—PETROLEUM 
ENGINEER 
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Phone Osage 4334 
740 Kennedy Bidg. TULSA, OKLA. 








ANGLO-PERSIAN TO BUILD 
OIL REFINERY IN AUSTRALIA 


WASHINGTON, Nov. 27.—The Anglo- 
Persian Oil Co., partners with the Aus- 
tralian government for the development 
of oil fields under Australian control, 
will build a refinery in the State of 
Victoria. The Victorian government is 
arrcnging to provide land for the site. 
The plant will also be utilized as a dis- 
tributing center. Consul General Sam- 
mons, in a report made public by the 
Bureau of Foreign and Domestic Com- 
merce, states that until indigenous crude 
oil from the fields of German New 
Guinea, under Australian mandate, are 
available, the Anglo-Persian Oil Co. will 
supply oil to the amount of 200,000 tons 
annually from Persian oil supplies for 
use in Australia. 


GASOLINE AND HEALTH COSTS 


Dr. A. R. Lewis, State Health Com- 
missioner, in a recent bulletin says: 
“Oklahoma spends more every five days 
for gcsoline in automobiles and trucks 
than it spends yearly for preserving and 
promoting public health. Approximate 
proportion is one seventy-third as much 
for health as gasoline. It is estimated 
that there are virtually 150,000 trucks 
and passenger automobiles in Oklahoma 
Estimating their daily gasoline consump- 
tion only one gallon—which automobile 
men say is a very low figure—the state 
pays out about $45,000 every 24 hours 
for gasoline. Much more is bought for 
other uses. 

















Oklahoma raised about $60,000 in 1919 


during the Tuberculosis Christmas Seal 
sale. State health appropriations for the 
last year were little more than $140,000. 
The seal sale this year is from December 
1 to 15, and inasmuch as the proceed: 
are devoted to preventing tuberculosis 
and other diseases, and in educating the 
people of the state in how to avoid them. 
it is important that every one buy as 
many of these seals as he can afford. 


FILLING STATION CASE 





Fort Wortu, Texas, Nov. 27.—The 
appeal of the Invaders Oil & Refining 
Co. from the decision of Judge R. E. L. 
Roy, upholding a city ordinance requir- 
ing special permits for the construction 
of gasoline filling stations, was submit- 
ted in the Court of Civil Appeals for the 
Second Supreme Judicial District of 
Texas here today. ‘The controversy be- 
tween the oil company and the city began 
several months ago. There were suits 
filed to restrain the company from car- 
rying out its announced plans, and suit: 
to restrain the city from interfering with 
its work. 


OIL DEAL IS REPORTED 





OKLAHOMA CiTy, Okla., Nov. 27.— 
A report from Duncan is to the effect 
that Chicago parties have bought the 
holdings in Stephens County of the Owl 
Oil Co. It consisted of one block of 
480 acres of leases in the eastern part of 
the county containing seven producing 
wells and about 1,000 acres of leases in 
other sections. The consideration is re- 
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Jake L. Hamon’s Career 
Is Brought To A Close 


At Ardmore, Carter County, Oklahoma, 
on Monday last, occurred what is said to 
have been the most impressive funeral 
service ever held in the Southwest. It 
was the last rites for the late Jake L. 
Hamon, pioneer citizen, lawyer, railroad 
promoter and builder, millionaire oil pro- 
ducer and political leader, who died last 
Friday from the effects of a pistol wound 
received on November 21. 

Distinguished men and women from va- 
rious walks of life were present to pay 
their last respects to a man, who, in 
many ways he'ped to develop the great 
State of Oklahoma. 

The officiating clergymen placed par- 
ticular emphasis upon the good deeds of 
Mr. Hamon, urging the auditors to lay 
aside what might be regarded as his er- 
rors, and citing the fact that every man 
makes mistakes. Mr. Hamon’s, were over- 
shadowed by his deeds, the speakers de- 
clared. Mr. Hamon was geucruus to a 
fault, they said, and that everywhere in 
the oil country could be found men and 
women and little children who were ben- 
eficiaries of his generosity. 

The musical feature of the obsequies 
were especially appropriate, consisting of 
dirges and odes from several classics, be 
sides a number of well known religious 
hymns. 

Scores of prominent men, associates of 
Mr. Hamon as a town builder, a railroad 
promoter and as an oil man, were active 




















JAKE L. HAMON 


and honorary pallbearers as well as 
Mourners. Tulsans who were present 
suid that in their view it was the most 
remarkable funeral ever held in_ the 
West, and altogether fitting, as the late 
Jake L. Hamon was a remarkable man. 


From the moment the funeral begar 
until the body had been laid in the earth 
all work on the two lines of railroad tha 
Mr. Hamon had built and put into oper- 
ation ceased, and for lesser periods other 
industries, including the oil wells, of the 
dead man, also stopped. 

Mr. Hamon was 47 years old, a native 
of Grenola, Chautauqua County, Kansas, 
the son of Franklin and Nancy Elizabeth 
Hamon. Schooled in the common schools 
of Grenola and Sedan, Mr. Hamon com- 
pleted his education at the University of 
Kansas, graduating in the law class. 

As a mere boy, he went into Nort 
Texas and spent some years with a 
brother, John Hamon. During the five 
years there he lived at Weatherford, Rock 
Creek and Mineral Wells. 

When the Indian lands around Law. 
ton were thrown open in 1901, Mr. Ha- 
mon located there and became one of the 
active leaders in that coming city. He 
became city attorney and eventually its 
mayor. Although of the opposite political 
persuasion, Mr. Hamon was a close friend 
of two of Lawton’s other distinguished 
citizens—Thomas Pryor Gore, the blind 
senator, and Scott Ferris, congressman. 
Mr. Ferris was an active pallbearer, and 





Senator Gore sent a message of con- 
dolence to the widow. 

As the need for Statehood grew in 
Oklahoma Territory, Mr. Hamon became 
State chairman of the Oklahoma Terri- 
torial Republican Central Committee, 
holding that office awhile after both 
Oklahoma and Indian Territories were 
merged as the State of Oklahoma in 1907. 

His residence in Northern Texas and 
Southern Oklahoma convinced Mr. Ha- 
mon that new railroads were essential 
to both sections, particularly of lines run- 
ning east and west, for all of the older 
roads were north and south lines. So, 
with John Ringling, the circus man, bh 
built a line from Ardmore to Healdton, 
and last year another line to a score of 
new towns in Texas. Both are money 
makers and serve a rich oil country. 

After the Healdton oil fields developed. 
Mr. Hamon got into the oil industry, and 
it is said that his income from petroleum 
passed the $5,000,000 mark. 

Always interested in politics, in 1919 
he announced his candidacy for National 
Committeeman to succeed another oil 
man, James J. McGraw, of Ponca City, 
and was successful in the contest. Dur- 
ing the 1920 campaign he was also very 
active. 

Mr. Hamon was married at Sedan, 
Kan., September 30, 1898, to Miss Geor- 
gia Perkins, a school teacher, and to them 
two children were born, Jake L., Jr., in 
1902, and Olive Belle, in 1909. 


BARNSDALL CORPORATION 
BUYS LARGE PRODUCTION 


The Barnsdall Corporation, through its 
subsidiary, the Victor Oil Co., 929 Ken- 
ney Building, Tulsa, has purchased the 
entire working interest in a tract of 600 
acres of proved oil land in the Walters 
field in Southern Oklahoma, having : 
production in excess of 800 bbls. per day. 

The land is located in Section 33, Town- 
ship 1s, Range 10w, Cotton County, Okla- 
homa. The seller, the Keys Corporiation. 
of Oklahoma City, is reported to have 
received a sum running into seven figures 
for the property, which consists of all the 
oil production owned by it in that dis- 
trict, although the Keys company still re- 








| tains several gas properties in the neigh- 


borhood. 

The property purchased contains 17 vil 
wells, all producing from the top sand 
around 2,050 feet. Two other productive 
horizons, one at 2,200 feet and one at 
2.400 feet, are known to underlie the 
lands purchased by the Barnsdall Corpor- 
ation, while a recent test drilling @ half 
mile away shows the possibility of an- 
other productive sand around 3,000 feet. 

In addition to the 17 wells now pro- 
ducing from this land, nine more wells 
are now waiting for casing, on top of 
the sand, before being brought in. 


The wells now producing have been]! 


drilled at. various locations on the 600 
acre tract and show some 70 additional 
proven, locations from the top sand, with 
no dry holes either on or adjoining the 
property. 

This property was bought by the Barns- 
dall interests as a nucleus for entering 
the Southwestern Oklahoma oil fields, 
where the company holds large tracts o 
undeveloped acreage, some of which has 
recently been proven by offset produc- 
tion. It is not the intention of. the 
Barnsdall Corporation to carry out an in- 
tensive drilling campaign until conditions 
become more stabilized, the idea being 
that there is sufficiént production at pres- 
ent to care for the demand over the lean 
period that comes during the winter 
months. 

The Barnsdall Corporation also an- 
nounces that it will immediately drill an 
offset to the Gant & Parsons well in the 
northeast corner of the northwest quar- 
ter of Section, 32, Township 2n, Range 
Sw, Stephens County, Oklahoma. 


-GASOLINE DRUM EXPLODES 


BRADFORD, Pa., Nov. 24.—William 
Shaffer, of Lewis Run, suffered a double 
fracture of the left leg yesterday morn- 
ing when a drum of gasoline exploded, 
one of the heads striking him in the leg. 
The accident occurred on the Lewis Run 
Manufacturing Co.’s lease, where Mr. 
Shaffer is employed as foreman. 

The injured man was taken to the 
Bradford Hospital, where it was found 
that his leg had been broken in two 
places. - The leg was so badly swollen 
that it was impossible to reduce the frac- 
tures yesterday. Mr. Shaffer was reported 
to be suffering much pain last evening. 
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T. M. RICHARDSON & CO. 
Oklahoma City, Okla. 


TRIPPLEHORN & FAIN 
C. FAIN, Mgr. 
Drilling Contractors 
Phone 1294 Ottawa, Kan. 











D. B. HORSLEY 


Oil Leases and Lands 
In the Osage 


PAWHUSKA, OKLA. 
Office : Osage Mer. Co. Bldg. Phone 84) 











LAWSON TOWEL SUPPLY 
Aprovs, Towels and Jackets for Rent. 
Towe: Service for Offices, $1 p Mo. 

TULSA, OKLA. 


Phone 2185 








DICKEY-ASHBY-FOUNTAIN CO. 
General Insurarice 
Derricks, Tanks and Contents Insured 
212 S. Boston Ave., sam, OKLA. 








Charles T. Kirk James BE. Hoover 


KIRK & HOOVE:!: 
GEOLOGISTS 
Box 1592 Osage 2820—9504 
245 Lynch Building 


Tusa, OKLA. 





ROSSER-CASEBEER FURNITURE COMPANY 
Furnityre for Office and Home 
Shaw-Walker Filing Devices 

Tusa, OKLA. Phone Osage 3024 


Place your orders for Ice with the 
TULSA ICE COMPANY 
Phone 12. 4 N. Detroit, TuLsa, OKLA. 








SHIDEL & PASEWALK 


Consulting Geologists and 
Engineers 


143 North Market Street 
Wichita, Kan. 





WESTERN BANK SUPPLY CO. 


Manufacturing Stationers 
High-grade Office Furniture 
Filing Cabinets—Safes 


LOG BOOKS—TOWNSHIP PLATS—ALL STANDARD FORMS 


Lithographing 
Engraving 








Embossing 

Printing 
The House of Quali 

317 West Main St. 4th and Boston 

OKLAHOMA CITY TULSA, OKLA. 











Your Ad 








In this space will be 
read weekly by . . . 


50,000 People 
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WELL SHOULD BE SHOT 





ALBUQUERQUE, N. M., Nov. 29.—The 
Kansas-New Mexico Oil Co.’s well near 
Artesia probably will be drilled deeper 
into the producing sand. Several bail- 
ers of high-grade oil have been taken 
from the well since it was shut down at 
a few feet in the sand. Drillers are 
awaiting arrival of company officials be- 
fore proceeding. Some oil men are of the 
opinion that the well should be shot and 
others that swabbing would make a pro- 
ducer of 25 bbls or more. That the well 
is a real oil producer is the general be- 
lief of oil men and geologists. Excite- 
ment has been getting high at Artesiz 
since the discovery and lease values have 
considerably increased. 





NEW TAX LAWS NEEDED 





ALBUQUERQUE, N. M., Dec. 1.—That 
public lands of New Mexico that belong 
to the State can not be developed prop- 
erly for oil and gas purposes unless there 
is inaugurated a “much better conceived 
and more businesslike policy than has 
yet been the case,” is the opinion of 2 
special revenue commission, authorized 
by the Legislature and headed by former 
Governor Herbert J. Hagerman, whicb 
has filed its report with the Governor 
The commission has prepared a revenuc 
code that is to be submitted to the Legis- 
lature during its next session. 





AERIAL SERVICE PROPOSED 





EDMONTON, Canada, Nov. 26.—This 
country is preparing for the first rush 
by airplane to the petroleum fields nexzr 
Fort Norman, on the Mackenzie River. 
900 wiles toward the frozen north, 
heralded by Dominion surveyors as 
richer than the oil lands of California. 

_ Negotiations already are under way, 
it was learned for establishment of an 
aerial service out of Edmonton, with 
landing stages along the route provis- 
ioned vith food and fuel for prospectors 
and fiving machines. 
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CLASSIFIED RATES 

Advertisements under this heading are 
25 cents per line for the first insertion 
and 10 cents per line for each addi- 
tional insertion, invariably cash in ad- 
vance unless the advertiser has an ac- 
count with the publisher. Estimate cost 
on the basis of six words to the line. 
Replies forwarded free. 


FOR SALE 


FOR SALE 
One 120 H. P. Duplex natural gas en- 
gine; good as new; cheap. St. Mary’s 
Oil Engine Co., St. Charles, Mo. 


15,000 ACRES FOR TEST WELL—| 
Leases located on railroad; water and 














fuel easy; no rentals on any lease while| 


drilling on the block; best 
Western Oklahoma. 
Brady, Hammon, Okla. 


FOR SALE—Well located oil leases 
in proven fields, Chautauqua and Butler 
Counties, 
terest for one well. Address Box 898, 
eare The Oil and Gas Journal. 


WILL GIVE half interest in 120-acre 
lease for one well, then 50-50. Produc- 
tion less than one mile east and west and 
about two miles south at depth 1,600 
feet. Address Box 912, care The Oil & 
Gus Journal. 


OIL. PRODUCTION 

I have for sale production, partially de- 
veloped properties and proven acreage in 
Kentucky and throughout the Middle 
States; leases producing from 15 bbls. to 
300 bbls. per day, drilling 400 feet to 
1,000 feet ; sand formation and cost of op- 
erating small; pipe line and railroad fa- 
cilities good; titles and va.ues carefully 
examined before being offered for sale. 
C. A. Wheatley, 418 Gwynne Bidg., Cin- 
cinnati, Ohio. 

OIL LEASE BARGAIN — Allen 
County, Kentucky; 50 acres, joining 
lease with two good wells; $30 per acre. 


proposition 
Address T. 




















A real bargain. Box K-4, Scottsville, Ky. 


Kansas, or will give half in-| 
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FOR SALE 


FOR SALE 





FIFTEEN DOLLARS buys 10-acre 
oil lease in any of the following counties: 
Atacosia-Medina, Wilson, Bexar, Brew- 
lester, Duval. Low rent; certificate of 
title. Write for blue prints information. 
R. E. Welden, 421 Hicks Bldg., San An- 
tonio, Texas. 

DRILLING PROPOSITIONS — Also 
oil and gas leases for sale in Okmulgee 
and Okfuskee Counties. Also have tools 
= will drill your well on contract. T. 

H. McBrayer, Okmulgee, Okla. 











| 

MEXICO 

WE HAVE FOR SALE AND CAN 
DELIVER 

Mexican crude in tank or at well 

Drilling propositions in 


| Mining propositions. Sugar planta- 
|tions. Choice grazing ranches. 
MEXICO INVESTORS’ AGENCY, 


E. Davis, Manager. 


d. 
|902 Ave. C. San Antonio, Texas. 


“FOR SALE 





$40.00 per acre, according to location 
from well. Geological structure upon 
which well is being drilled recommended 
by eminent geologist. For structural 
map and geological report call or write 
Room 706, First National Bank Bldg.. 
Tulsa, Okla. 





FOR SALE 


Three sections of leases in Crockett 


County, Texas, price two fifty an acre 
Address Oil & Gas, care Oil and Gas 
Journal. 





FOR SALE—Fee title to 5,500 acres 
at $10 per acre, Humphreys County. 
Tennessee, near Duck River; Highland 
rim formation: see Tennessee geological 
map: practically everything else leased; 
will subdivide into 80-acre tracts if de- 
sired. Witherspoon & Britt, Nashville, 





Tenn. 


Arkansas oil and gas leases, $5.00 to | 





proven terri- 
‘|tory accessible to transportation. 


| 


| 


| 





FOR SALE—Railroad and structural 
bhardwvood lumber and timbers cvrres- 
pondence invited. Sa:agent Lumber Co., 
Little Keck, Ack. 


OIL BOOKS FOR SALE 


CHE DERRICK HANDBOOK OF PETRO- 
LEUM, Vol. l.—Covers petroleum develop- 
ment from the Drake well, 1869, te 1898. 
Daily market quotations, tables of runs, 
shipments and stocks, oil exports, field 
operations, biographical sketches of all 
the leaders in the ol!) flelds, hundreds of 
illustrations 1,200 pages; bound in grained 
biack leather; gilt title. Price, including 
carriage charges to any place in the 
i, DE cin os awn eas eat badeeeiaa $5.50 

fHE DERRICK HANDBOOK OF PETKO- 
LEUM, Vol. 11.—Covers operations, com- 
plete in al! details, for the years 1898 and 
1899. Contains voluminous details of pipe 
lines and pipe iine development; many 
portraits and life history of war horses in 
oil; 600 pages; black leather; gilt titie. 
Price, including carriage charges to any 
place in the United States........... $2.25 

THE DERRICK HANDBOOK OF PETRO- 
LEUM, Vol. III.—Gives complete market 
quotations, production of States, field re- 
ports, ofl exports and summary of im- 
portant events covering 165 years from 
1900 to 1916. In pamphlet form, thick 
paper cover. Price by mall, postage pre- 

$1.00 





aid 
CHE DERRICK HANDBOOK OF PETRO- 
LEUM, Vol No. IV.—Derrick Handbook 
No. 4 has been completed and is now ready 
for delivery. The book contains complete 
market quotations, production by states, 
field reports, oll exports and brief sum- 
mary of important events, covering the 
years 1916, 1917, 1918 and 1919. Bound in 
pamphlet form. By mall, postage prepeid. 
BENED oc cocceocsececodecesetsaseencees $1.00 
These four volumes contain the fullest 
possible details of the petroleum business 
from its earliest discovery to Jan. 1, i920. 
No one 'n any way interested in the oil 
nusiness in any of its various phases should 
leny himself the possession of this inter- 
sting history which has cost the Derrick 
Publishing Company many thousands of dol- 
ars to produce and put in book form. 
THE OIL SCOUTS—Reminiscenes of the 
Night Riders of the Hemiocks; full cloth 
and illustrated. Price by mail....... $1. 


THE OF AND GAS JOURNAL 
Telse, Okla. 








































































t~ 


men 





94 


THE OIL AND GAS JOURNAL 





Friday, 








‘Classified Advertisements 


Classified Advertisements 


Classified Advertisements 





Classified Advertisements 











FOR SALD 


LEASES near drilling in following 
Texas counties: Wise, Comal, Atascosa, 
Medina, Zavalla, Edwards, Crockett. 
Valverde, Young. ‘Titles approved by 





FOR SALE 


BUSINESS OPPORTUNITY 








ALLEN COUNTY, KENTUCKY—Oi! 
lease bargain; 40 acres, joining fine pro- 
ducing property ; $50 per acre. 
Scottsville, Ky. 


WESTERN FLORIDA OIL LEASES 

Forty to 400 acres or oil and gas leases 
Box H-4 
Counties, Florida; near the big Chipley 





feputable attorneys who do title work 
for the large companies. Write or wire 
what you want. No triflers. J. C. Tal- 
bot, 606 National Benk of Commerce 
Bidg., San Antonio, Texas. 





OIL LEASE BARGAIN — Allen 
County, Kentucky; 88 acres, joining 
lease reported making 50 bbls. per day: 
$30 per acre; best bargain in the field 
Box J-4, Scottsville, Ky. 


sil Co.’s well; four other deep drillings 


wrice $2.50 an acre while they last deal 


with the owner. H. 8S. McFall, Pleas- 


AGENTS, salesmen or brokers to sell 


stock of established oil royalty company 


with large production paying 3 per cent 
monthly dividends. Big profits to any 
hustler establishing himself in good ter- 
ritory and staying there. Good leads 
furnished. Advertising . campaign and 
“follow up” to help you. Address FE. R 
Rochester, District National Bank Bide 
Washington, D. ~a 


C. 











27,400 ACRES Oil Empire. Structure 
criteria; list leases and drilling con- 
tracts; circulars 25c each. Deals through 
bank. Au’d Jones, Oil Wizard, Portales, 





oil boom just beginning, which means 
quick profits on leases; located north of 
Bowling Green in Hardin County, sur- 
rounding development; 5-year commercial 


SALE STOCK RANCH 


A money making stuck ranch in the 
. ‘ healthy Ozarks; the one you’ve dreamed 
N. M. (Oil from all angles touched.) _ about: 1.240 acres; 200 acres bottom: 

FORTY ACRES FOR $25—Kentucky' never-failing water; alfalfa; orchard 

grass; timothy; clover; fenced and cross- 
fenced ; good improvements; $40 per acre. 
Write me at once. J. Blaine serry, Box 
393, S. S. S., Springfield Mo. 


SHALLOW ACREAGE—Blocks of 80 
to 1.500 acres at $5 to $10 per acre or 
will sell on basis of no well, no bonus; 
wells coming in 50 to 100 bbls., TOU to 
WO feet; high grade oil close to line. 
W. A. Clark, Cherryvale, Kan. 


LEASE IN KANSAS one-half mile of 
production; near big pipe line now being 
constructed; near 30 proposed new wells 
i pronounced on 











lease; 25e renewals. Arthur Marowitz, 


Inn Hotel, Shreveport, La. ~ OIL LEASE , BARGAIN ote Allen 

—______—_—— | County, Kentucky; 100 acres with five 
STOP! $35.00 WILL BUY wells, each one standing about 150 feet in 
40-acre lease in Mississippi, southwest oil; never put on pump; this is a fine 
of Jackson, with play on 4 wells, and proposition to syndicate; price $15,000 


40-acre lease in Sierra County, New Box L-4t, Scottsville, Ky. 


Mexico, with play on sgveral wells. This} 
is the best seattered bet offered today. 
Strictly commercial leases 
years 16e and 25e renewals. Marowitz 
& Co., Inn Hotel, Shreveport, La. 


just brought in; $40 per acre. 
Scottsville, Ky. 


ALLEN COUNTY, KENTUCKY—Oil 
for five lease bargain; 20 acres, joining lease 
where two wells estimated at 15 bbls 
Box 14 


structure by oil men; near town, railroad 
and on public road; gas close for drill- 
ing: write for information. 
Co., P. O. Box 100, Topeka, Kan. 


KENTUCY LEASE—50 acres 
famous Sledge Pool, Allen County; three 
wells drilled; oil in each; three 250-bbl. 
tanks, power plant, casing, piping, about 
in tank; offsets to drill; 
about 450 foot drilling; owner inexper- 
ienced and must sell 





and sacrifice for 





SACRIFICE OFFSET EIGHTIES— ; 
Drilling two wells, one 700, the other' 


cal survey. $1.00 per acre, 10¢ annual 
rental. J. L. Haner, Muskogee, Okla. 


LEASES, LANDS IN FER, AND 
2.025 feet deep. Am going to complete MINERAL RIGHTS THAT, INCLUDE 
in spite of “hard times.” Will sell 80- OI. AND GAS AND ALL OTHEK 
acre offset to each well in 10, 20, 40- MINERALS, near drilling and producing 
acre tracts at $25.00 per acre. Legal wells in the following Texas counties: 
assignments and plats furnished each Stephens, Eastland, Erath, Deaf Smith. 
buyer. Wire or write C. H. Willoughby, Randal, Webb, El Paso, Huspeth, Cul- 
116 So. 4th, Arkansas City, Kansas. am — Loving, bg Crane, 
me oe 7 ee a «nc of Upton, Terrell, Brewster an ecos. 
| oe i oe = tificates and abstracts of titles furnished 
sree’ “we sa Mp od by geologi- from reliable and competent abstracters. 
a ee ae y & ©, We are owners of this property and can 
make you very close prices. 
and low rentals. 


FOR SALE—U. S. patent on an im- want. 


proved wrench. Nothing like it on the 
market. Will sell outright or a royalty. | 
Will send drawings on application. W. 
C. Donegan, La Junta, Colo. 


A. F. LUSE 
433 BURTON BLDG., 
Phone Lamar 4253 
FORT WORTH, TEXAS 


Bidg., St. Louis, Mo. 

LEASE FOR SALE—2¥% acres, Block 
9, Archer County, Texas (Griffin lands) ; 
vo reasonable offer 
eare The Oil and Gas Journal. 








Cer- 


BIG OIL FIELD NEWS 
Look before you leap! Get your ij 


field news straight. Fort Stockton 
(Texas) field presents some wonderfy] 
opportunities to all. Lease buyers 
, Should come and get in before big pro- 
duction starts things sky-high. vr re. 
liable information address Gus H. 'Tineh. 
secretary Chamber of Commerce, ‘ort 
Stockton, Texas. 





COMMON LAW COMPANIES 
Organize your oil company uniler g 


Declaration of Trust. Many advaniages 
Lezal everywhere. Managed by trustees. 
*| Limited liability. No State organization 
fees, reports, or franchise tax. . Meet or 


business anywhere. Better tian a 


corporation. California “Blue Sky Law” 
permits procured for either corporitions 
or trusteeships. Booklet free. M.dcderp 
Organization Co., 304 South Bros \way 
Los Angeles, Cal. 





GREAT OPPORTUNITY 
We have 5,000 acres cuoice leas in 


Pulaski County, Kentucky, joinii: the 
oldest oil field in the state. New pool 
just opening up. Great excitement. To 
assist in immediate development we 
might sell these leases at $1.5U per acre 
cash. Might consider take one halt in 
stock of good company. John Lind, 4818 
N. Sawyer Ave., Chicago, Lil. 





FOR LEASE—40 acres 
J. S. Southard, | 
4035 Delmar Blvd., St. Louis, Mo. 








New leases 
Write or wire what you 





WANTED—Oil 
and Kansas close to drilling wells, either 


WILL DRILL on block of 400 to 1,200 


acres in Oklahoma or Kansas. Mr. 
lurmer talk to your neighbor about go- 
ing wm with you. Write us today, giving 
‘plat and location. Address Alanoma 
Drilling Co., P. O. Box 962, Bartiesville, 
Okla. 





wildcat or near old 
egal description and price of property 
with plat showing recent development in 





TEXAS OIL LEASES ; 
PRODUCTION —LAND—ROYALTIES 
Scientifically selected lease holdings 
in 57 counties in which there is produc- 
tion and active development going on.! 
We can deliver at once 5-acre tracts up' 
to any amount you desire. Certificate of , 
title and blue print showing lease. Com- 
plete information free upon request. 
Special prices to brokers, 
TEXAS 100 000-ACRE LEASE 
SYNDICATE, 

Suite 212 Gibbs Bldg., San Antonio, Tex. 
10-ACRE OIL LEASES 
Selected leaseholdings in Live Oak, 
Atascusa, Medina, Wilson, Brewster, 
Real, Edwards and 25 other counties. 
Certificate of title blue-print with each. 
For information write A. V. Dullye, 

Box 350, San Antonio, Texas. 


MADERO RANCH—Choicest 500,000 








NORTH AMERICAN OIL AND GAS 


A Supplement to The Oil and Gas 
Journal—An edition of 280 pages 
containing informative matter cun- 
cerning the Oil Industry, including 
Geological Maps and Reviews of the 
various fields and pertinent facts 
delative to refining. A few copies 
for sale at $3 each, postpaid in the 
United States. Cash must accom- 


pany all orders. 


The Petroleum Publishing Co. 


Tulsa, Oklahoma 








tue locality, if any. KFrunk Mackay, 307 


Drexel Bldg., Tulsa. 


WANTED—Reliable company who will 
drill a well on a 16U-acre lease in Eastern 
Osage County, Oklahoma; the quarter is 
well located on structure and adjuins pro- 
duction; will give substantial 





OIL MEN, ATTENTION! 


I have several buyers tor gvouod produe- 
tion or can merge a number of smail com- 
panies that are right with a corporation 
now formimg. If your proposition is 
right 1 can put you in on a basis where 
you can make more money than you can 
by staying out. We are ready to finance 
geod propusitions. Let us hear from 
ay Postoffice Box 168, Fort Wayne, 





James R. Haynes, Grantville, Kan. 








HELP WANTED 
SUPERINTENDENT WANTED—EX- 
CEPTIONAL OPPORTUNITY 
Must be experienced in field tests, con- 





DRILLING WILDCAT wells is risky 


but pays big if you win; we can locate 
‘you in goud prospective territory and drill 
your wells in the right way at lowest 
cost; we handle all field work for in- 
terest or ucreage. Address Box U4, 





tracting for raw material care The Oil and Gas Journal. 
product, constructing and operating cas-' 
inghead gasoline 
types, highest efficiency and reclaiming 





Services will be required about Jan- 





acres in Northern Mexico, healthful celi- 


FOR SALE—160 acres with 12 proven 


mate, fine agricultural lands, possessing Joeations for oil. In shallow field 


great possibilities for colonization, ideal Montgomery County, Kansas. Address 


for stock, fruit, grain, ete., almost inex- }), 4\ Dulton, Independence, Kan 


To one qualifying we offer two- 
year contract, salary, liberal share inter- 
t in company and excellent future. 

State experience in detail and age. All 
correspondence treated confidential until 





haustible supply of fiber, rubber, wax 
and other valuable plants; also guano; 


low price, small cash payment, or will ritory; Oklaioma. 


FOR SALE—Acreage in proven ter- 
For full particulars 


consider colonization proposition; this is address Box 1173, Bartlesville, Okla. 


Address Box 804, care The Oil and Gas 





WANTED—At once, salesman to sell 





a real opportunity. There is no doubt 
this land has great petroliferous value 





FUR SALE—A live oil brokerage and stock for Erin Oil & Gas Co., in Ten- 
and the oil rights probably could be sold exchange in the heart of the oil fields pexsee 
for more than the selling price of the of Southwestern Uklahoma in a new and jaws of Tennessee and having obtzined a 
ranch. Mrs. Madero, P. O. Box 450, modern city; proprietor bas gone into the permit to sell its stock as “required of 
Kansas City, Mo. operating end of the oil game and has domestic corporations under the Acts of 
: not enough time to give to his business. 4913. Erin Oil & Gas Co., Erin, Tenn. 


WOULD YOU BUY a 5-year oil lease Answer Box 25, Lawton, Okla. 


Having chartered under 











at $3 acre if it was surrounded with drill- 
ing, nut far from well, and looked like a 


FOR SALE—840 acres proven oil and 


winner. Write J. C. Jennings, Winns- 888 leuse, shallow drilling. Box 


bore, Texas, 


Humboldt, Kan. 


BUSINESS OPPORTUNITY 


ORGANIZE YOUR BUSINESS 
Under Declaration of Trust with all 








vil bibLD LEGAL BLANKS— 


OlL LEASE BARGAIN — Allen 
Leases, assignments, releases, township: County, Kentucky; 10 acres, joining 
plats, gauge books, run tickets, time lease making gvod production; $50 per 


books, well records, ete. Request on your acre. Box N-4, Scottsville, Ky. 


OIL OPPORTUNITY—I wish to get 


in touch witb a high class investment 
brokerage concern who cau work with we 
in dispusing of royalties and oil ieases, 
producing and non-producing ; 1 have been 
Operating in Western Keutucky for three 
, years and have suld the same clients over 
aud over again; better oportuuities 
exist here now than ever before; old time 
oil operators from Texas, Uklaboma and 
‘the other oil States are coming in here 
, now and ail agree that Allen County Is 
the greatest shallow oil field yet discov- 
ered; 1 am reliable and can give high- 
est references and wish to hear vualy 
from reliable people who have the ability 
and clients to handle syndicates or cor- 
poratiuus; 1 will select the lease, look 
after the drilling and take care of your 
visiting clients, ete., you to do the fi- 
|! nancing; 1 am only interested in wear- 
ing from established firms who would 
make a permauent connection for the pur- 
pose of handling oil properties in this 
field. Box B-278, Scottsville, Ky. 





the advantages of a corporation; none 
of its disadvantages; good in any State; 
no State fee or State or Federal reports; 
informition free. Corporation Substitute 





letter head gets free catulogue. Olds 
Press, 215 East Third St., Tulsa, Okla. 








over 100,000 acres of oil leases in forty- 


P oe oe viet wooed BAR- 
— —————-_ GAIN—Allen ounty, Sentucky ; 
10 ACRES OIL LEASZS acres, making 50 bbls. weekly settled 
Forty-five Texas counties. I own production; many good locations; price 
20,000 ; comp.ete equipment. 


five Texas counties. Scottsville, Ky. 


WILL MAKE drilling contract close 


up to good new production on 160 acres 
in Linn County. H. S. McFall, /J’leas- 
anton, Kan. 





Co., 309 K. C. Life Bldg., Kansas City, 





PROMOTERS — You 
ments to sell, the prerequisite to sell them 
quick is to know who absolutely has the 
I will guarantee the delivery of 


Box M-4, 





Offered at wholesale prices to brokers 
and salesmen only. 


TENNESSEE leases for sale, 1,400 
Prices low; terms easy; orders filled acres, Montgomery County; scattered ; 
promptly. five-year, 10-cent rentzls; all or part, 75 
J. McMULLEN cents per acre. I. Stenson, Gen. Del., 


H. 
Bedell Bldg., San Antonio, Texas Dallas, Texas. 


1,000 or 100,000 letters to bonafide capi- 
talists through the North, Central and 
Eastern states; will refund the postage 
on all returned letters. 
dress J. W. Lobb, Hammond, La. 


For terms ad- 


PROSPECTIVE investors in oi! can 
secure services of reliable, experienced 
men to do their locating, leasing, devel 
oping aud operating; all services ou con- 
tingent basis; no profit to pay. Address 
Box 905, care the Vil and Gas Journal. 

EXPERIENCED MEN desire to Co 
operate with capital to organize aud de- 
velop oil producing business; best refer- 
ences. Address Box 903, care The Oil 
and Gas Journal. 
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POSITION WANTED 


POSITION WANTED 





POSITION WANTED 





Under thie heading. eavecnt a word for}. RELIABLE YOUNG MAN with sev- POSITION WANTED—Five years’|} TRAFFIC OR SALES MANAGER— 
ve ee eer thon. No adv ent accepted jerai years’ experience in land and dril]-|experience in material, lease, warehuuse|Position wanted by high grade man of 


tor less than 26 cents. Payment in advance 


pOSITION WANTED—As field super- 
jntendent with good growing oil com- 





ing departments, at the present dressing 
tools, desires position with progressive 
oil company; reasonable salary. Ad- 
dress Box 892, care The Oil and Gas 





and tool inventories, two years traveling 
auditor, open for position at once. Ref- 
erences. Address Box 916, care The Vil 
& Gas Journal. 





good address, possessing tact and ability 
to get results, combined with long suc- 
cessful experience in traffic affairs both 
in official positions in railway service 


; wilt invest portion of wages - - ; ffic i scales 
wy ‘cnnpany; have bad. 14 years of [= : ee OSITION WANTED — As superin-lretinery.. Large acquaintance with ship. 
> : . ° nde of casinghead gasoline, as oper-|,.... ilway officials. A-1 fe 
tical experience from the ground| younG MAN—Single, high school edu- |‘ , “Stang ‘ . |pers and railway officia J refer 
— up; am an Eastern man; competent cation ; experienced - field gauging and ating or construction ; eight years practi- ences. Address Box 911, care The O; 


to take full charge of any drilling or pro- 


pipe line construction would like em- 


cal experience; understand the business 
thoroughly; can furnish complete plans 


and Gas Journal. 





duction and deliver the goods; best of 

































































oil vioyment with reliable oil company; will | - , : ; , of-| - MameryecaN Wa Nidacth. dee Pre 
om references. Box 1064, Burkburnett, Ko gg ot “= oe Bere oo we pay pang _ maya is anf ee io field 
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PIPE LINE STATEMENT FOR OCTOBER ets Ape Pa CRUDE OIL JIL. MARKET 
KANSAS-OKLAHOMA The following table gives daily average 
2 CALIFORNIA shipments from the Pennsylvania, Lima and| Changes in Crude Oil M: Market Pace March 
ans Month Daa (Agency Figures) (other fields for the past five years: , —- ~~ — Include T. 
Prairie Pipe Line Co. (est.) 5,270,000 170.000 Stocks on hand September 1, 1920. .20,863,817 1916 1917 1918 1919 1920 e Present. Week. 
Guit Pipe Line Co. . a 404,451 re at Production for September......... 9,126,538| Jan... 121,378 121,561 124,772 100,241 98,835, March 4. Guif Coast advanced 25¢. 
Ten Wexan Cb... cscs sco *  972'227 81.862 ————| Feb... 123,181 123,238 114,817 108,432 107,146] _ March 10. North and South Lima, In 
Magnolia Pet. Co.......... 542,000 17.484 Total «2. cccccccevecccccccevecee +39, 990,36" | March 121,135 ey 115,144 114.748 110,777 a som Ste Princeton and Wooster ad- 
Emp.re Pipe Line Co...... 1,036,395 33, 432 April. 134,711 118,143 118,278 113,327 114.050 e c 
Geuken gh oy apa 931.260 Shipments for September.........:. 9,401,138 | May.. 26,421 110.612 117.475 117,503 110,213 aren tg bean | anuptace 15c. 
Sinciair-Cudahy P. L. Co.. 1,118,985 36, yor | June.. 133,098 126,202 115,366 104.185 102,593 e grades 0 Yorth Louis 
Other lines (est.)...-..+.. 2,480,000 80,000| Stocks reduced in Genteiber...»  Heee July. 122.791 181,690 128.448 125,074 112.349 | S0LeneEa. a 
“i ’ Aug.. 110,012 129. 880 117,236 124,352 122.296| ,, March 16. Grass Creek, Elk Basin, Big 
Total October .......... 12,755,318 411,462| Stocks on hand January 1, 1920...27,804,391| Sept... 120.874 129.26 122.444 118 772 197.141] Mucay, hance Creek, Rock Creek and Mule 
Total September ........ 12'269/310 408,975 | Total 1920 shortage............. 215,174 | Oct.. 182,126 188,814 119,123 134,829 122,891 ead at ate aoe 
———=———- ——=| Delly average deerense,......... 26.333| Nov.. 124,565 140,962 114,472 138,576 ...... arc All grades of California crude 
SE EGE en eee 486,008 2,487 =. skeen Dec... 117,143 129,685 108,017 134,188 ....- a Sees Se. 
Deliveries PENNSYLVANIA REGION rer - ey an oS i. 
i Biteenca a 
Month Da.Av. Gross Stocks May 5. Caddo heavy advanced 23, , 
Prairie Pipe Line Co....... 4,919,597 158,697 Runs from Wells May 10. Corning and Somerset advanced 
ofl + hepatitis 132211) 10391! In the following table will be found the| _,10, ‘ne olor the various pipe lines of the| advanced Z6c. Te CAdde heary 
Magnolia Pet. Co.......... "481,000 15,516 coats a. eam Bi Ag, | we Pennsylvania, Lima and Kentucky oil fields, May ‘14 Corning advanced 25c. 
a « COrcccccseve , e " % - . . <0 
Emp.re Pipe Line Co...... 1,107,179 35.715 ginia, Ohio, Roneneiy wo a4 for| including oil received from other lines, at July 10. California advanced 12 
Cosden Pipe Line Co...... 920,547 29,695 September an er: the close of each month of the past three| July 20. Ragland advanced 25c. 
Sinclair-Cudahy P. L. Co... 1,247,680 40,248 ~ > oes years July 24. Lander ad d 50 
s - . Le. bce 2 $ " nder vane 2. 
Other lines (e8t.)...+-+.+. 2,790.000 90,000 National Transit Co. bon 483. <2 2068 840. 28 1918 1919 1920 oe bg Somerset and Ragland ; vanced 
o_o cents. 
Total October .......... 13,018,945 419,966 Eureka Pipe Line Ce. b12;486,86 616,687.60 Serene II pbolaas e24i.776 $184,933| October 11. Cabell advanced 29, 
Total September ....... 12,728,212 424,274 Buckeye Pipe Line Co. March 8.701.535 8,678.899 mag above 38° fixed at $4.50 
siti 0783 ages pMacksbure) ...... 59,455.08  286,278,15| April 9.209.922 8,052,618, Nov. 23. Gulf Coast reduced 50 
Sie: Stocks , ey ONG Mma, eC.) 294,841,068 66,680.64! June 7 $6 9945901 S01s.sts ene. OE Sheen 
oc Ss eee ,341, . Se cewedoanen 58.886 9.945.901 8.013.874 
Prairie Oil & Gas Co........eee0ee 10.500.000 Buckeye Pipe Line Co. , | July '218 10,058,861 8,138.087| All grades (excepting Healdton)... .. .$3.59 
Prairie Pipe Line Co.........+2+++ 1,600,000 _ (Cleveland) ....... 125,902.82 123,072.13 August ‘ 8,717,391 8,249,230| Duncan-Comanche ................ - 3.50 
Pea ME A 12'826.000 Indiana Pipe Line Co. 25,656.10 24,112.71 September "7'@R229R ORO 7TH 8.190977) HEAIGLON «...eeeeeeeeeeeeeeeereees -. Oe 
We NE WR. ck ncascosncsesncne 8.618.617 Cumberland P. L. 320,209.06 292,334.29 October .......7,750.160 9,589,206 7,925,039 Hewitt -...----.sssesseeeesseees: - 3.60 
Galt e ia Co ont Gypsy Co...... 4.783.046 dt, Transit Co: Be pany ont annie November ....7.543,542 8,926,537 ........ North Texas end Panhandle 
i NE Mn ons cina'ce tren kn 4,550,000 ewater se 615. 204.09 December ..... 7,655,276 8,174,927 ........ 
Empire Pipe Line Co.............. 1648.6.4 Pure Oil Pipe L. Co. 213,177.66 207,690.04 ri oe Naa 73 Gee ee 
Cosden Pipe Line Co...........005 200.500 Emery Pipe Line Co. 34,401.25 = 34,115.51 Grades of Oil MOTOR ...0.0000 - oa ce 
Sinclair Cudahy P. L. Co.......... 4,883 F82 — Thrall ........: aoe meee oo ae 
COee THE CAGED iss di ccreccnrpece 800,900 Total ......+---e 2,043,072.94 2,017,039.31 Burkburnett ... 3.50 ee ed na... oe 
——_——_|_ Daily average ..... 68,102.43  65,065.72| The following table shows the amount of g/l )lUEMEcT s-* or) esdemona 3.60 
ee) ee. 50,409,889 the different grades of oil held by the East- “'©PRENS ©O.-. 290 
Total September ............... 49,850,281 Petroleum Deliveries ern pipe lines at the close of September and Gull Const 
—————!| The following table exhibits the shipments —. ae the gross stocks of the Sour Lake $2.50 Vinton ........$2.50 
MIE idk cncscccesesnesens 559,608 or regular deliveries of various pipe lines #°Ve fields: s "9 Oct., °20 Humble ....... 2.50 West Columbia. 2.50 
NOTE—Stocks do not include 2.800.000 in New York, Pennsylvania, West virginia, Peni nsylvani Hi 4 2.458 534 68 Markham ..... 2.50 Jennings 2.50 
bbls. (est.) in storage on private tank farms Ohio, Kentucky and Indiana for September aa ene | sree 1.242.081.1383 1.206.227.48 Goose Creek....2.50 Spindletop - 2.50 
and leases, and 500.000 bbls. held in transit, 2nd October: a t k geientoeesieites "793,863.36 "819,206.01 Northern Louisiana 
by breakdowns in pump stations. Sept., '20 Oct., *20 en ys lh dala oS eSe " 
Nati ~ Mid-Continent ..... 3,465,631.34 3,435,309.62 Caddo, 38° and above............ . «$3.50 
ational Transit Co. 378,086.70 380,946.27 T4109; 91 Caddo, 35° 37.9° 
s. w. Pa. Pipe Line. 261,976.89 227,289.92 MONS cccoccescece 8,758.03 8,670.91 a ase 4 te teeter en eeee . me 
ureka Pipe Line Co. 104,747.40 97,733.10 ~ Pa ae ee SOR SESS oe'8 -+ 8.35 
NORTH CENTRAL TEXAS Buckeye Pipe Line Co. OG siccccvarcaen 8,180,977.62 7,925,038.91 Caddo heavy na sone - 250 
Wichita and Wilbarger Counties—Runs pnometess) Line ‘Ge 101,871.97 96,092.65 aa a = ae... ... A 
Daily|~ (Lima, etc.) .-.... 2,205.57 885,65 egg ag Bn gs ES - $10 
Sept. Ru"| Buckeye Pipe Line Co. . The Illinois Field Red River, 38° and above....... . 3.35 
Magnolia Petroleum Co.... 292,437 9,747| (Cleveland) .....-. 591,937.81 655,674.21 Red River, 36) te 81.8). - 3.05 
eee . ares 971.932 32.398] Indiana Pipe Line Co. 803,446.85 837,476.83 The following table gives the report of the Red River, 32° to 34.9° - 3.00 
Panhandle Refining Co..... 240.600 8.020 Cumberland P. L. Co. 53.630.95 62,744.13 Illinois Pipe Line Co. in Illinois: Red River, below 32°............ - 2.00 
OME. Sccwadensnccananned 71,300 2,880 | Southern Five i. So. 383,878.01 $58.988.48 Gross stocks, November .1...... 2,239,037.38 Pages Prnser ng OS OI ; 3.00 
: eae ee e le . . . . i nS. ee maeee: |, ie ee ee ee ee eee ees ° 
Total September ........ 1.137.249 87,877| New York Transit Co. 703,656.11 580110.99 Other Seine B oegantencstan vs 218:058. 04 Elm Grove, under 38°............ - 2.00 
rere 1,129,869 36.456) Northern Pipe L. Co. 92,670.50 95,106.95 Regular deliveries ...........+. 99,615.93 | Eastern States 
lites F300 I Tidewater Pipe L. Co. 130,807.07 102,113.13 Other deliveries ...........+++. 463,544.66, Pennsylvania $6.10 Illinois .. - 3.71 
PROD sccdccccesccece .380 421] Pure Oil Pipe L. Co. 121,152.45 222,351.36 ° Cabell ..ccccccs 4.46 Indiana ....... 3.38 
Shipments Emery Pipe Line Co. 34,366.83 36,121.46 | | The amount of Uilinois oll run by the Tide-| Corning .....-. 4.25 Plymouth 3.23 
e le e e er W Pd 7 ° 
Magnolia Petroleum Co.... 353,129 11,771] ‘Total ..........++. 3,813,943.61 3,809,637.81 | 255.35 bbls. and deliveries were  110,567.51| Soucn Limes... 3:73 Petrolia. Can tit 
Te Tees OO. 01.66 ccscccses 971,932 32,398 Daily average ..... 127,131.45 122.891.44| bbls. Adding these figures to those of the} Wooster ....... 4.05 Somerset ot 4.86 
Panhandle Refining Co..... 4.333 145 Illinois Pipe Line Co., makes the runs and/ Ragiand <i: ‘ til 
Outside .... ee eeeeeeeeerere 562,000 18,733 Gross Stocks deliveries from the Illinois field as follows:| Somerset, above 38°........+-..+- 4.50 x 
Gaiam ‘a eal ‘i 7 7 5 ay 
ee ee eS: a The gross stocks held by various pipe lines| _ 1919— Runs Deliveries Wyoming Crude Oil Market re 
Zeta! Septem OF eeseeeee 1.991 as 63.047 ie the eff producing Sections of Mow York, OUVOBer ....ssccccesess 745,041.97 155,461.40] 2 Creok....92.16 | Grass Creck....$20 38 
eens “7°! Pennsylvania, West Virginia, Ohio, Indiana November ........---- 659,247.24 136.129.94) oo Creek..... 2.75 Greybull ....... 3.10 sic 
WNONEE. wisenccussdbes 636,856 22,252 = ae . = close of September and wag éebnsunsen nen 671,328.46 271,207.98) Fe aiuddy..... 2.76 Elk Basin...... 310 ba 
e s follows: a i i on : 
Setedtinn tens Sept., 20 Oct., "20 January sieavancemunal 644,445.41 251,543.86 owe . eH —, Kee a He 
The Texas Co. ......... 5.904 19115 We Pe. Pips ‘Line. s32 ads. ts lee 968. MS «<ccc0seesees °25726,369.91 311,811.09| Mule Creek.... 2.05 ba 
Magnolia Petroleum Co 4,806 160} Eureka Pipe Line Co.1,250,964.73 1,284,947.58 629,124.29 228,749.24 California Quotations we 
Total September ........ 0.710 857] \Macksbutgy n° s58,977.18 272,688.87 Lignpigraige 317-788-46| 18° to and Including 189020001001 per BOL 3 
otal August ..........- 10,124 329 Bushere Pipe Line Co. ,° oe by Ls tg oe Bt 19° to and including 19.9°.... 1.63 per bbl. oil 
(LIMA, 616.) 00000 19,943.52 12,272.84 SMD. seccesensavened 664,064.5 45.063.12) 29° : .9%...5 1.66 per bbl 
Ee ee 586 28| Buckeye Pipe Line Co. | September eee eee eeeee 658,144.10 259,883.42) 21° ra = pea sed a. . : 70 0 ob 
Shipments (Cleveland) ....... 1,824,660.29 1,851,725.01 October .......+.+-+-+- 636,559.98 222,646.40 22° to and inciudinf 22.9°.... 1.75 per bbl. q 
The Texas Co Ind.ana Pipe Line Co. 735,480.56 639,487.64! The Tidewater Pipe Line Co., Ltd., also de-| 23° to and including 23.9°.... 1.51 per bbl. gre 
Magnolia Petroleum Co.... | 4,046 “434 pn acngg P. L. Co. 326,350.85 316,907.98 livered in September 182,759.26 bbis. of Okla-| 24° to and including 24.9°.... 1.85 per bbl. 5 
tees ' outhern Pipe L. Co. 506,078.51 490,049.80 homa oil and 14,417.06 bbls. of Texas oil.| 25° to and including 25.9°.... 1.90, per bbl wer 
c 
Total September 4,045 134 oe Pipe L. Co. 91,561.18 91,714.43 The total deliveries of all grades by the Tide-| 26° to and including 26.9°.... 2.05 per bbl. a ( 
file oan papeallllapaepa ’ Yew York Transit Co. 806,931.42 826,107.29 water were 438,586.90. For each full degree above 2¢.9°, to and 
ieaee a teeteeeeees 9,953 $21/ Northern Pipe L. Co. 483,894.96 604,1"0.51 including 34.9°, 10¢ additional will be paid. tho 
erence Reanesay coe 5,908 187 nel g Bas Rn = 436,046.43 411,371.86 Franklin Pipe Line Co. Se le GE ba descteneccess $2.95 per bbl. floy 
trawn and Moran 4 ects Tete i a oot gt TI 
- - > a le 
The Texas Co. (September) 4,253 ee a eee -8,180,977.62 7,925,038.70 The following table exhibits the condition EXPORT REFINED OIL MA! KET to 
The Texas Co. (August).... 4,641 150 Decrease ........ 68,252.41 266,938.92 of the Franklin Pipe Line at the close of Prices in cents per gallon f. o. b. New f 
—_——— business for the months named, and not| York: x " 
SiPerenee Srey ery Cy ae ses 8 Daily Average Runs ores in the stocks and average reported Cianiand white, in bulk........... < had 
astland an ephens Counties—Runs above: Standard white, in barrels........ + 84.9 . 
The Texas Co...........+.. PR eae Sy 2-4 oe A Receipts Shi Stocks | Standard white, in cases... » aes “¢ 
hs age runs of the Pennsylvania, Lima and eceipts pments Stocks ‘ 25.5 11- 
Megnolia Petroleum Co. 123, 636 4,112) Kentucky oil fields for the past fi : October .. 3,327.56 6,741.42 22,357.73) Water white, in barreis.. - + 26.60 1 
Prairie Oll and Gas Co.... 750.000 25.000 ra isis isze | November ..... 078. ‘641. "794.32) Water white, in bulk.......++-...--s5 14.60 al, 
| — 1916 1917 1918 1919 1920 | November ..... 3,078.23 7,641.34 17,794.32 Water wine ta tan 27.00 a ty 
Total September ........ 1,433,663 47,779 See B6814 60/017 GB.017 eore8l 68,699 a Dine ee eens a - 
Otel AUSUS 22666500000 1,523,690 49,957 March 59.586 5.737 64.517 67.478 67.745 January verse 874.98 2419.27 14,076.76 EASTERN PIPE LINES F my 
aii. 8's 3 89,927 8,176l ee. ° °°" A 5 . . ° ebruary .....2,729.1 4,048.9 2,746.98 The following table shows the runs 4n iS, 
, ° Se seaenad 64,533 72,972 68,054 70,047 65,937 March ..... ..-3,889.10 2,228.19 15,649.88; shipments by the various pipe lin in the ste; 
Shipments a oe 64.588 67.786 61,080 74,823 68,780 April 3,684.00 2,000.89 17,382.99| oil fields of New York, Pennslvacia, West a 
The Bane Ob 6oeccscissccds 500.408 16,880] Auxust |. .68:867 60.080 62,170 65°370 Gnthe June: 3527-20 irises iasslos eee “aie men 
Prairie Oil & Gas Co....... 750.000 25,000 September 61.602 64.461 64.460 68.648 68.102 July ....-. "11h. "371. "321.08 ; 7 
nt S| October -...68:584 69,069 69,646 67,628 66,066 Ausust’.. "Sioses 4199869 1661601 Kuns—November 1 to 24, Inclusive ne 
Total Shipments ........ 1,256,406 41,880| November .64.275 66-831 64473 Gull ..., Semuember .... Sibnce Sheree inesna| Wetional Transit Co..............- 152,225 duce 
De MONE Sek6scecacs 1,135,678 37,441] December .60,205 60,016 66,850 64,723 ......' October ......3,700.14 4,091.99 15,053.03 Southwest Pa. Lines.......+++--+- 86,617 the | 
—_— wey : Eureka Pipe Line Co.......+++++: 379,953 = 
Difference ......00se00008 120,728 4,439 Buckeye Pipe Line Co, (Lima).... 115,504 Coun 
Caddo and Vicinity Summary of Statements Made November 10, 1920, Relating to Business of Various ee a o ee ine rels 
on 60mee6ee te ee Pipe Lines for Month Ending October 31, 1920 Indiana Pipe Line Co.............. 262 ishec 
7 , ~ 779 . 
Guuieeen, National Transit Co........ 786,958.03 206,840.25 1,444,641.01 380,946.27 1,807,496.58 NeW York Transit Co.......-...-- yt lime, 
. 307,496. hake “ . 101,060 
ee izsse 419 Southwest Pa. Pipe Line... 430,591.10 114,512.40 1,047,758.95 —227,38Y.93 1.010.848.84 | Tidewater Pips Line (lil, Oil)... ret comy 
Light 15.170 505 Eureka Pipe Line Co....... 1,284,947,58 515,687.60 1,105,792.42 97,733.10 1,472,324.31 4 ia eeaie a wells 
Bushaye P. L. (Macksburg) 272,688.57 —_286,278,15 1,807.28 ORONENR BURMUEMGL WEbEE i iccide dic ccccenncuscesss 1,290,694 trict 
WOM. 425 s.caneueadenbaed 27,756 925 ee P. 1. Gime. np ee sa.ore. te 2,314,835.60 655,674.21 1,741,622.11| Average runs ............-00002 53,366 ite : 
Stocks -keye P. eveland).. 272. ees 885.23 63,868.28 Shipments—November 1 to 25, Inclusive ain 
a ee ee —— om Pipe Line Co...... 639,487.64 24,112.71 2,972,334.06 837,476.83 2,251,003.68 National Transit Co.........+++++ $25,988 400-1 
Magnolia Petroleum Co............ 4,807,380 umberland Pipe Line Co.. 316,907.98 See anetssice 52,744.13 253,141.55 Southwest Pa. TERE... cccvccccvecs Ss In Sq 
Panhandle Refining Co............. 75.599 Southern Pipe Line Co..... 490,049.80 ......000- 1,037,439.31 258,253.48 796,535.86 Eureka Pipe Line Co.......+.++++ ett got 
Prairie OF) & Ges Co......ccccccces 4,000.900 Crescent Pipe Line Co...... DE -dicscone Shecdeatac 102,638.09 Bi ATE ; Buckeye Pipe Line Co. (Lima)....- 1 sade 
Texas & Pacific C. 0. & G. Co. 50.720 New York Transit Co...... $26,107.29 14,661.60 1,050,653.12 580,110.99 ‘49,081.86 UCKEYS Pipe Line Co. (Macksburs) 207) ates 
,110. .081. caked Muay Bik OBL... , . 
ET Seek QR ERE hs Sadi neat wien daie 4,000,000 Northern Pipe Line Co..... 604,190.61 =... cccccee 1,326,697,32 95,106.95 1,210,018.28 Indiana Pipe Ay al Co. pie \ Re = = 5 
—_—_——— z c at 1,5 Sout] 
Total September ...........++.0+ 14,470,135; Total October 31, '20....7,507,640.78 1,634,029.67 12,301,959.07 3 Pll nfl ig lB Ege BP , ; 
.470, . +++ 7,507,640. 634,029. 301,959. 440,051.86 10.835,938. >wate 1). 882,207 
GT MEN cabs cemcsscccesseed 15,683,340| Total Septmber 30, '20..7,747,899.16 1,654,878.21 11,585,360.31 3,527.627.60 9.984,308:82 peer ee ee eee OH. O 3 = 
Yee er eee eee 1,403,76 ar 
ES A Re PET - 1,213,205! Difference .............. 240,258.38 20,748.54 746,598.76 87,565.74 881,633.09} pao shipments .......++++:- 56,161 heen 





